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Preface. 

A  number  of  repetitions  of  fundamental  facts  have  been  necessary 
in  order  to  facilitate  ready  reference  in  the  limited  time  available  for 
the  busy  surgeon  without  perusing  the  entire  book.  But,  as  full  repeti- 
tions were  impossible,  it  is  hoped  that,  for  full  comprehension,  the  en- 
tire book  shall  have  been  previously  read.  Symptoms  are  referred  to 
only  in  so  far  as  they  concern  indications  or  contraindications  for  endo- 
scopy. Diagnosis  is  referred  to  only  in  so  far  as  it  is  to  be  made  endo- 
scopically.  An  earnest  effort  has  been  made  to  give  due  credit  to  every- 
one so  far  as  possible  within  the  limits  of  a  practical  manual.  This  effort 
resulted  in  such  an  enormous  number  of  references  that,  to  save  repeti- 
tion, the  references  are  all  compressed  into  a  numerical  "Bibliography" 
at  the  end  of  the  book,  referred  to  in  the  text  as  *T)ib."  followed  by  the 
number.  The  author  cites  his  personal  experiences  for  what  they  may 
be  worth ;  and  he  apologizes  for  the  frequency  of  these  citations,  which 
is  necessitated  by  the  newness  of  the  field,  and  the  nature  of  the  book. 
The  French  saying:  ** Neither  never  nor  always"  is  particularly  appli- 
cable to  surgery.  The  author  has  tried  to  make  the  use  of  these  words 
as  rare  as  possible  because  ''circumstances  alter  cases,*'  and  great  injus- 
tice might  follow  dogmatic  assertions.  For  literary  shortcomings,  the 
author  asks  indulgence  because,  even  if  he  were  more  capable,  literary 
work,  as  with  all  clinicians,  is  done  under  stress  of  limited  time  and  op- 
portunity. Unless  otherwise  credited,  the  illustrations  are  photographic 
reproductions  of  drawings  and  paintings  by  the  author  who  solely  is 
responsible  for  illustrative  errors  and  shortcomings. 

Thanks  are  due,  first  of  all,  to  the  great  master.  Prof.  Killian,  for 
kindly  consideration  and  for  doing  me  the  honor  of  writing  the  Chapter 
on  Suspension  Laryngoscopy.  For  the  translation  of  that  Chapter  the 
author  is  indebted  to  Dr.  J.  A.  Hageman.  and  for  editing  the  translation, 
as  well  as  for  valuable  advise  and  assistance,  to  Dr.  M.  A.  Goldstein. 
For  aid  in  the  literary  work  the  author  acknowledges  his  great  obligations 
to  Miss  Josephine  W.  White.  Thanks  are  due  to  Miss  Babette  Kahn 
for  the  careful  preparation  of  the  very  complete  index.  For  the  accuracy 
of  case  records  and  for  assistance  in  all  phases  of  the  work,  clinical 


and  literary,  thanks  are  due  to  that  able  endoscopist,  Dr.  Ellen  J.  Patterson. 
The  author  wishes  here  to  express  his  appreciation  of  the  part  taken 
by  the  following  associates  with  whom  he  has  for  years  worked  shoulder 
to  shoulder  and  without  whose  aid  whatever  measures  of  success  that 
may  have  been  attained  would  have  been  impossible: 

Drs.  Patterson,  Boyce,  Price,  Clark,  McCready,  Lichtenfels,  McKee, 
Fisher,  Simpson,  Upham,  Spiro ;  Mrs.  Braddow ;  Misses  Ketcham,  Saun- 
ders. Eissler,  Bear,  Dice,  Talbot,  Lewellyn,  Symes  and  Bird. 

I-ast,  and  not  the  least  important,  the  author's  thanks  are  due  to 
the  profession,  general  and  special,  at  home  and  abroad,  for  the  clinical 
material  and  the  hearty  support  which  have  rendered  this  book  possible. 
Especial  assurances  of  appreciation  are  due  the  staffs  of  various  hospitals 
with  which  the  author  was  not  connected,  for  their  broadmindedness  in 
sanctioning  the  author's  aid  in  ihe  relief  of  ward  sufferers. 

Chevalier  Jackson. 

Pittsburgh,  Pa.,  July,  1914. 


Contents. 


Chapter 

I. 

Chapter 

II. 

Chapter 

III. 

Chapter 

IV. 

Chapter 

V. 

Chapter 

VI. 

Chapter 

VII. 

Chapter 

VIII. 

Chapter 

IX. 

Chapter 

X. 

Chapter 

XI. 

Chapter 

XII. 

Chapter 

XIII. 

Chapter 

XIV. 

Chapter 

XV. 

Chapter  XV^I. 

Chapter         XVII. 


Chapter 
Chapter 


XVIII. 
XIX. 


Instruments. 

Anatomy. 

Preparation  of  the  Patient  for  Peroral  Endoscopy. 

Anesthesia  for  Peroral  Endoscopy. 

Bronchoscopic  Oxygen  Insufflation. 

Position  of  the  Patient  for  Peroral  Endoscopy. 

Direct  Laryngoscopy. 

Suspension  Laryngoscopy. 

Introduction  of  the  Bronchoscope. 

Introduction  of  the  Esophagoscope. 

Acquiring   Skill. 

Foreign  Bodies  in  the  Air  and  Food  Passages. 

Foreign   Bodies  in  the  Larynx  and  Tracheobron- 
chial Tree. 

Removal  of  Foreign  Bodies  from  the  Larynx. 

Mechanical    Problems    of    Bronchoscopic    Foreign 
Body  Extraction. 

Foreign   Bodies   in    the     Bronchi     for    Prolonged 
Periods. 

Unsuccessful  Cases  of  Bronchoscopy   for  Foreign 
Bodies. 

Foreign  Bodies  in  the  Esophagus. 

Esophagoscopy  for  Foreign  Bodies. 


8 


INSTRUMENTS. 


Chapter 
Chapter 

Chapter         XXII. 
Chapter       XXIII, 


Chapter 

XXIV. 

Chapter 

XXV. 

Chapter 

XXVI 

Chapter 

XXVII. 

Chapter 

XXVIII. 

Chapter 

XXIX. 

Chapter 

XXX. 

Chapter 

XXXI. 

Chapter  XXXII. 

Chapter  XXXIII. 

Chapter  XXXIV. 

Chapter  XXXV. 

Chapter  XXXVI. 

Chapter  XXXVII. 
ChapterXXXVIII. 

Chapter  XXXIX. 

Chapter 
Chapter 

Chapter  XLII. 

Chapter  XLIII. 

Chapter  XLIV. 

Chapter 
Chapter 


XX.     Pleiiroscopy. 

XXI.     Ilkistrative  Cases  of  Endoscopy  for  Foreign  Bodies 
in  the  Air  and  Food  Passages. 

Benign  Growths  in  the  Larynx. 

Benign  Growths  Primary    in   the  Tracheobronchial 
Tree. 

Benign  Neoplasms  of  the  Esophagus. 

Endoscopy  in  Malignant  Disease  of  the  Larynx. 

Bronchoscopy     in     Malignant     Growths     of     the 
Trachea. 

Malignant  Disease  of  the  Esophagus. 

Direct  Laryngoscopy  in  Diseases  of  the  Larynx. 

Bronchoscopy    in    Diseases    of    the    Trachea    and 
Bronchi. 

Diseases  of  the  Esophagus. 

Diseases  of  the  Esophagus  (Continued). 

Diseases  of  the  Esophagus  (Continued). 

Diseases  of  the  Esophagus  (Continued). 

Diseases  of  the  Esophagus  (Continued). 

Gastroscopy. 

External  Lar}^ngeal  Surgery. 

Tracheotomy. 

Chronic  Stenosis  of  the  Larynx  and  Trachea. 

Intubational     Dilatation     of     Chronic     Laryngeal 
Stenoses. 

XL.     Laryngostomy. 

XLI.     Decannulation   After  Cure   of   Chronic   Laryngeal 
Stenosis. 

Malignant  Disease  of  the  Larynx. 

Malignant  Disease  of  the  Larynx  (Continued). 

Technic  of  Thyrotomy   for  Malignant   Disease  of 
the  Larynx. 

XLV.     Technic  of  Laryngectomy. 

XLVI.     Bibliography. 


Parti. 


CHAPTER    I. 

Instruments. 

Since  the  author's  earlier  work  was  published  a  large  number 
of  new  instruments  and  modifications  of  old  forms  have  been  devised. 
Each  of  them  is  probably  useful  to  others  besides  the  originators;  but 
it  is  clear  that  there  will  never  be  a  universal  instrument.  Each  endo- 
scopist will  work  successfully  with  those  instruments  to  which  he  is 
accustomed.  By  this  it  is  not  meant  that  a  wise  selection  is  of  no  im- 
portance; quite  the  contrary.  In  general  surgery,  if  knives  are  sharp, 
instrumental  equipment  is  of  minor  importance.  In  endoscopy,  however, 
the  instrumentarium  is  an  absolutely  fundamental  element  for  success. 
It  is  no  wonder  that  some  of  the  laryngologists  who  have  taken  up  endos- 
copy have  been  discouraged,  when  one  looks  at  the  miserably  inefficient, 
clumsy  instruments  with  which  their  first  attempts  were  made.  Un- 
fortunately there  are  many  bad  mechanics  in  the  world,  and  surgeons 
who  have  originated  excellent,  practical  ideas  are  chagrined  to  find  that 
failures  due  to  faulty  workmanship  are  blamed,  not  on  the  incompetent 
mechanic  who  made  the  particular  instrument  that  failed,  but  upon  the 
originator  who  is  getting  excellent  results  from  a  well-made  instrument 
of  correct  model.  All  long  instruments,  such  as  forceps,  cannulae, 
stylets,  probes,  sponge  holders,  and  the  like,  should  be  of  spring  tem- 
pered steel  or  spring  brass  in  order  not  to  get  bent,  as  a  bent  instrument 
is  much  more  difficult  to  manage  accurately.  On  the  other  hand  the 
temper  of  steel  must  not  be  so  hard  as  to  risk  breaking,  which  might 
be  a  disaster.  There  is  a  "happy  medium"  in  the  temper  of  steel  that 
a  reliable  workman  can  be  depended  upon  to  produce,  that  will  bend 
slightly  to  extreme  pressure  without  breaking. 

Tubes  and  illnminating  dez*ices.  The  personal  equation  enters  so 
largely  into  the  choice  of  instruments  that  the  author  urges  the  reader 
to  get  for  selection  differently  illuminated  instruments  and  try  them  on 
the  dog,  using  first  the  largest  tubes  and  then  the  smallest,  keeping  in 


J./v 


INSTRUMENTS. 


mind  that  it  is  in  the  use  of  small  tubes  that  the  greatest  difficulties 
lie;  and.  unfortunately,  most  of  the  cases  encountered  are  in  children 
where  small  tubes  are  obligatory.  All  forms  of  illumination  have  been 
greatly  improved  by  the  development  of  the  tungsten  lamp.  Quite  a 
number  of  new  forms  of  illumination  and  new  tubes  have  been  devised, 
and  they  practically  all  have  done  good  service  in  the  hands  of  skillful 
men'.  In  the  statistics  which  the  author  gathered,  there  is  practically 
no  difference  either  in  the  mortality  or  the  percentage  of  successful  re- 
movals of  foreign  bodies  between  the  different  kinds  of  tubes  and  illum- 
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Fig.  I.    Ingals'  bronchoscope  and  open  laryngeal  speculum. 

ination.  Far  more  depended  on  the  individual  skill  of  the  operator.  Doubt- 
less, the  best  instrument  for  each  operator  is  the  one  with  which  he  has 
practiced  most. 

Killian  still  uses  the  Kirstein  headlamp  except  for  demonstration 
purposes.  The  lamp  is  very  much  improved  in  construction  and  has 
enormously  greater  illuminating  power. 

Guisez  has  abandoned  his  triple  endoscopic  headlamp,  and  now  uses 
the  Claar  reflector  ( Fig.  6 ) . 

The  Briinings  sliding  tubes  described  in  the  appendix  of  the  earlier 
book  have  been  much  improved  and  are  extensively  used.  (Figs.  2.  3. 
and  4.) 


INSTRUMENTS. 


13 


D.  R.  Patterson  has  modified  the  Briinings  tubes  by  placing  the 
beak  on  the  inner  tube  and  the  cylindrical  end  on  the  outer  tube,  always 
introducing  the  *instrument  with  the  distal  end  of  the  inner  tube  ex- 
tended beyond  the  distal  end  of  the  outer  tube. 

Excellent  work  is  being  done  in  Chiari's  clinic  and  elsewhere  with 
Kahler's  bronchoscopes  and  esophagoscopes.  They  are  double  tubes,  one 
sliding  within  the  other  like  the  Briinings  instruments,  but  the  illum- 
inating mechanism  is  different.     (Fig.  8.) 

Schoonmaker  has  devised  an  excellent  sliding  double-tube  broncho- 
scope. 


Figs.  2  and  3.     Briinings'  two  illuminating  handles   for  laryngoscopes,  bron- 
choscopes, and  esophagoscopes. 

Ingals  uses  an  improved  form  of  his  original  distally  illuminated 
bronchoscope  (Fig.  1),  with  which  he  has  done  some  remarkably  suc- 
cessful work. 

Mosher  uses  esophagoscopes  of  very  large  transverse  diameter  with 
distal  illumination.     (Fig.  5.) 

Efforts  to  produce  jointed  and  angular  esophagoscopes  and  gastro- 
scopes  continue,  and  all  such  should  be  encouraged  (provided  great  care 
is  exercised)  because  all  effort  results  in  increased  attention  to  the 
esophagus  and  its  diseases.  There  is  absolutely  no  hope  that  any  eso- 
phageal instrument  will  ever  be  devised  that  will  be  safe  unless  carefully 
used,  because  even  the  soft  rubber  stomach  tube  has  been  known  to  cause 
fatal  perforation.     One  of  the  most  successful  of  the  angular  esophago- 
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Fig.  4.  Briinings'  spatulae  and  tubes  for  use  with  the  illuminating  handles 
shown  in  the  preceding  illustration.  A,  tube  to  be  attached  to  handle.  tJ,  inner 
tube  shding  into  A,  as  shown  at  C,  the  inner  tube  being  locked  at  the  required 
depth  by  the  ratchet  shown  at  D.    The  other  illustrations  are  laryngeal  spatulae. 
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Moshcr's  esoplingoscope  showing  distal  light  and  mandrin  for  intro- 
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scopes  is  the  indirect  one  of  Lewisohn.  The  author  saw  it  passed  upon 
a  patient  with  practically  no  discomfort  and  the  view  was  good.  In  its 
present  form  it  is.  of  course,  adapted  to  simple  inspection,  not  for  the 


=<4 


Fig.  6.  Gtiiscz's  esop ha ro scope.  Gui<«z,  as  shown  in  the  imper  illii«tration, 
use«  a  Cbar  headlight  (or  illumination  and  a  soft-ended  mandrin  fur  introduction 
as  shown  in  the  lower  illustration. 

removal  of  foreign  bodies  or  specimens,  nor  for  probing  or  palpation, 
wiping  or  medication. 

A  number  of  laryngeal  speculae  have  been  devised,  Ingals'  {Fig, 
1),   Hill's    (Fig.    9),    Dickinson's    (Fig.    13),   and    Pratt's    use   a   dis- 
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tal  light.  Pratt's  has  a  battery  contained  in  the  handle.  Richard  H. 
Johnston  prefers  a  narrow  tube  and  has  done  wonderful  work  with  the 
author's  original  tubular  speculum  (Fig.  (i,  p.  19.  of  the  earlier  book, 
Bib.  269).  Johnston  attached  a  handle  as  shown  in  Fig.  11.  Mosher 
devised  an  open  speculum  for  use  with  the  headlight  or  head  mirror. 
Fig.  12.  The  Boyce  speculum  is  quite  simple  and  effective  when  used 
with  the  Wendell  C.  Phillips  headlight,  worn  between  the  eyes,  where 
the  luminous  and  visual  axes  almost  correspond. 

THE  author's  instruments. 

Laryngoscopes.      The   laryngeal   speculum   or   direct    laryngoscope 
{Fig.  14)   devised  by  the  author  in  1903  and  shown  in  Fig.  7  of  the 


Fig.  7.     Yankauer's  laryngeal  tube-spatula. 

earlier  book  (Bib.  2(1!))  has  been  found  to  answer  all  requirements  for 
direct  laryngoscopy  so  well  that  the  author  has  made  no  modifications, 
except  that,  at  tbc  suggestion  of  R.  H.  Johnston  the  handle  is  now  made 
detachable.  This  instrument  has  received  various  names:  laryngeal 
speculum,  slide  speculum,  direct  larj'ngoscoj)e,  etc.  lieing  used  for  ex- 
amination of  the  laryn.t,  it  would  seem  that  the  now  generally  used 
term  "laryngoscope  "  is  preferable.  The  method  of  introducing  broncho- 
scopes through  this  laryngoscope  has  the  great  advantage  that  no  septic 
instrument  need  be  introduced  into  the  trachea,  because,  as  abundantly 
proven  by  laboratory  examinations  of  secretions  withdrawn  from  the 
bronchi  through  the  bronchoscope,  the  bronchoscope  need  not  be  con- 
taminated in  introduction.  Laboratory  work  has  shown  that  there  is, 
under  normal  conditions,  a  sharp  line  of  limitation  of  oral  sepsis  at  the 
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orifice  of  the  larynx.  The  first  form  of  laryngoscope  used  by  the  author 
was  modeled  after  the  original  Kirstein  "autoscope"  which  had  its  trans- 
verse greater  than  its  vertical  diameter.  A  double  handle  was  attached 
to  a  simple  oval  tube  with  half  its  periphery  cut  away  for  the  distal  two- 
thirds  of  its  length  (Fig.  15).  Then,  after  KilHan  created  bronchoscopy, 
the  author  added  a  slide  at  the  side  for  bronchoscopy.     Both  of  these 


Fig.  8.  Kahler  pane leetro scope.  The  lubes  used  with  this  are  similar  to  the 
sliding  tubes  of  Brlinings.  The  rays  of  light  from  the  lamp,  h,  are  reflected  by  the 
mirror,  g,  into  the  lube,  e.  The  endoscopist's  eye  is  placed  at  the  notch  in  the 
mirror,  g.  The  mirror  can  be  thrown  out  of  the  way  for  the  introduction  of  in- 
sinimenis  by  pressure  of  the  thumb  on  the  arm,  c. 


laryngoscopes  were  used  with  the  ordinary  head-mirror,  and  with  the 
Wendell  C.  Phillips  head-lamp  worn  between  the  eyes.  As  the  author 
found  the  oval  lumen  less  convenient  than  the  round  for  working  at  the 
side  instead  of  over  the  dorsum  of  the  tongue,  as  he  frequently  wished 
to  do,  he  abandoned  the  oval  lumen  for  the  round  lumen  with  the  slide 
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Fig.  10.    Hill's  esophagoscopc. 
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Fig.  II.  The  author's  tubular  speculum  to  which  Dr.  Richard  H.  Johnston 
added  the  laryngoscope  detachable  handle  (A),  preferring  this  narrow  tube  to  the 
wider  larjngoscope  tube.  At  the  left  Dr.  Johnston  is  using  the  tubular  speculum 
with  handle  detached,  the  patient  being  in  the  straight  position,  without  e 
of  the  head. 
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at  the  side.  As  the  edges  of  the  slide  were  then  made  they  became  rough 
in  use,  and  to  prevent  this  the  slide  was  moved  to  the  top  and  in  this 
form,  with  the  addition  of  the  light  carrier  of  the  Einhorn  esophagoscope, 
it  has  been  in  general  use  ever  since.  Recently  some  men  who  have  done 
the  author  the  honor  to  work  with  him  have  found  the  oval  model  so 


Fig.  12.    Mosher's  laryngeal  spatula  with  dental  protector. 


Fig.  13.    B.  M.  Dickinson's  laryngoscope. 

convenient  for  the  introduction  of  esophagoscopes,  bronchoscopes,  and 
especially  intratracheal  insufflation  tubes,  that.it  has  been  deemed  worth 
while  to  resurrect  the  oval  model.  The  slide  can  be  left  off  altogether 
and  thus  removal  of  the  laryngoscope  after  introduction  of  tubes  of  all 
kinds  is  facilitated,  as  in  the  Dickinson  speculum.  The  oval  lumen, 
giving  a  larger  field,   has  the  additional  advantage  of   facilitating   the 
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identifications  of  land-marks  and  of  affording  more  room  for  endo- 
laryngeal  operations.  Probably  many  operators  will  prefer  working 
through  the  oval  laryngoscope  to  the  method  that  has  seemed  easiest  to 
me:  namely,  using  the  roimd  lumen  laryngoscope  for  vision  only,  the 
forceps  and  other  instruments  being  passed  alongside  the  laryngoscope. 

The  width  of  the  oval  lumen  laryngoscope  will  be  found  greatly  to 
increase  the  difficulty  of  exposing  the  anterior  commissure.  Everv'thing 
considered,  the  regular  laryngoscope  (Fig.  14)  will  be  foimd  preferable. 


Fig.  14.  Author's  separable  speculum  for  passing  bronchoscopes  and  for  di- 
rect laryngoscopy.  This  instrument,  also  called  "direct  laryngoscope,"  laryngeal 
speculum,  etc.,  has  been  found  perfectly  satisfactory  without  modification  in 
siie  or  shape.  Two  siies  are  needed,  one  for  adults  and  one  for  children.  The  au- 
thor personally  never  used  the  handle.  A.  B.,  in  the  child's  size  instrument,  (sub- 
stituting a  hooked  end)  because  he  always  examines  children  recumbent.  For  endos- 
copists who  use  the  silling  position  for  children  the  handle  is  a  great  advantage. 
A  number  of  modifications  have  been  made  by  various  endoscopists  to  suit  their 
individual  requirements.  (Illustration  reproduced  from  the  author's  earlier  volume.*) 

Bronchoscopes.  In  bronchoscopes  the  author  has  been  unable  to  im- 
prove on  the  light,  simple,  well-illuminated  instrument  shown  in  Fig.  IG. 
His  only  failures  to  remove  foreign  bodies  from  the  bronchi  since  com- 
mencing to  use  this  instrument  a  number  of  years  ago,  were  due  to  fail- 
ures to  find  four  pins  which  were  in  minute  bronchi  beyond  the  limits 
reachable  by  a  4  mm.  tube,  in  other  words,  beyond  the  limits  of  bronchos- 
copy.   In  no  instance  has  this  bronchoscope  been  found  wanting. 

Four  sizes  are  sufficient  for  every  possible  case  from  a  new-born  in- 
fant to  the  largest  adult. 

■Traeheo- bronchoscopy,  EsophaKOScopy  and  Gastroscopy.  Published  at  St. 
Louis,  ISOT. 
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The  selection  of  a  tube  for  the  particular  case  no  longer  presents  the 
difficulties  that  it  did  when  a  large  number  of  tubes  of  various  lengths 
were  thought  to  be  necessary.  The  bronchoscopes  and  esophagoscopes 
can.  as  a  rule,  be  selected  absolutely  by  the  ages  mentioned  in  the  given 
list.  Naturally  there  is  a  border-line  between  the  older  child  and  the 
young  adult,  where  a  slightly  larger  size  than  the  child's  size  could  be 
used  where  the  adult  instruments  are  slightly  too  large.  In  the  case  of 
the  bronchoscope,  this  field  is  fully  covered  by  the  7  mm.  instrument, 
which  can  be  used  in  such  cases,  and  is  plenty  large  enough  for  work  in 
an  adult  also,  though  for  adults  of  average-sized  larynx  and  trachea  it  is 
much  better  to  have  the  1)  mm.  bronchoscope,  as  it  gives  a  much  larger 


Fig.  15.  Form  of  the  first  of  the  author's  laryngoscopes  originally  used  with 
the  Wendell  C.  Phillips  headlight.  Here  shown  with  Einhorn  light  carrier  add- 
ed. The  slide  at  the  side  can  be  left  off  altogether,  if  desired,  to  facilitate  the  re- 
moval of  the  laryngoscope  after  the  insertion  of  bronchoscopes,  intratracheal  in- 
sufflation anesthesia  catheters,  etc.    The  instalment  shown  in  Fig.  14  is  preferable. 


field  of  view.  In  cases  where  it  is  desired  to  enter  a  very  small  branch 
bronchus,  low  down,  it  would  be  necessary  to  use  the  7x40  bronchoscope 
in  an  adult.  In  children  under  one  year  of  age  the  5  mm.  bronchoscope, 
is  used  by  many  American  bronchoscopists,  but  as  it  does  not 
ordinarily  go  through  easily,  some  traumatism  may  be  done  to 
the  larynx  which  will  result  afterward  in  subglottic  edema.  The 
author  and  Dr.  Ellen  J.  Patterson  always  use,  in  such  cases,  4  mm. 
bronchoscopes,  through  the  mouth;  but  to  those  who  have  not  practiced 
work  with  small  tubes,  this  may  prove  rather  difficult.  From  one  to  five 
years  of  age,  a  5  mm.  bronchoscope  will  be  found  perfectly  satisfactory 
for  use  through  the  larynx.     At  six  years  of  age  and  over,  the  7  mm. 
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bronchoscope  can  be  used  through  the  larynx  without  risk  of  subglottic 
edema,  if  none  has  existed  prior  to  the  bronchoscopy,  and  if  manipula- 
tions be  gentle. 


Fig.  16.  Author's  bronchoscope  as  originnlly  devised.  The  author  has  had 
ad'.ied  to  this  the  small  branch  tube  suggested  by  T.  Drysdale  Buchanan,  (Fig. 
17).  The  slanted  tube  mouth  gives  a  lip  that  not  only  facilitates  introduction,  but 
has  manifold  uses.  All  of  the  author's  tubes  are  fitted  with  "cold"  lamps,  which 
lie  in  a  recess  out  of  harm's  way  and  out  of  ihe  line  of  vision.  Aspirating  canals 
were  found  occasionally  useful  before  the  author  developed  his  "sponge -pumping'' 
method  of  rcmov 
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Fig.  17.  Dosimetric  anesthetizing  attachment  for  the  bronchoscope.  Devised 
by  Dr.  T.  Drysdale  lUichanau.  The  small  branch  tube  ends  in  the  lumen  of  the 
bronchoscope,  anil  not  in  an  auxiliary  canal.  .Ml  of  the  author's  bronchoscopes  are 
now  made  with  this  small  branch  tul>c,  as  it  has  been  found  very  useful  for  bron- 
choscopic  DxyBcn  insufflation. 


If  instnimenis  are  selected  by  the  given  siijjgestions,  as  to  sizes,  there 
will  never  be  any  nee<l  for  withdrawing  one  bronchoscope  and  replacing  it 
with  a  different  size.  Should  there  be  any  trouble  with  the  lamp,  which 
should  not  occur  more  than  once  or  twice  in  a  hundred  bronchoscopies, 
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the  lamp  can  be  withdrawn  with  the  light  carrier  and  replaced  by  a  new 
one,  without  removing  the  bronchoscope.  With  the  proper  use  of  the 
sponges  shown  in  Fig.  27,  the  light  carrier  never  need  be  withdrawn  for 
the  purpose  of  cleaning  the  lamp,  as  the  sponges  wipe  the  lamp  clean  at 
the  same  time  that  they  are  used  for  removing  secretions  from  the  field 
of  vision,  as  shown  in  Fig.  25.  One  of  the  author's  assistants  has  called 
attention  to  the  fact  that  it  was  unnecessary  to  remove  a  light  carrier 
once  in  72  consecutive  cases.  Secretions  never  bake  on  the  lamp  because 
the  lamp  does  not  get  hot.  The  lamp  is  in  a  recess  out  of  the  way  of 
instruments,  so  that  it  cannot  be  broken  and  cannot  get  caught  on  sponges. 
The  objections  raised  by  operators  who  have  never  used  distal  illu- 
mination are  unjust.    One  statement  made  that  the  distal  light  is  quickly 
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Fig.  i8.     Author's  special   small-ended  bronchoscope   for   examining  the   ori- 
fices of  very  small  bronchi.    Not  intended  for  regular  work  upon  ordinary  cases. 


obscured  by  blood  and  secretions  is  based  purely  on  theory.  The  author, 
as  is  well  known  by  all  who  have  honored  his  clinic  with  a  visit,  works 
for  hours  at  a  time  without  one  moment's  interruption  for  removal  or 
cleansing  of  lamps  other  than  the  regular  swabbing  that  is  necessary  for 
the  removal  of  secretion  from  the  field  with  anv  form  of  illumination.  It 
is  impossible  to  see,  with  any  form  of  instrument,  through  a  pool  of  se- 
cretions. 

Esophagoscopes,  The  author  has  made  no  changes  whatever  in  the 
esophagoscope  devised  by  him  in  190  i.  He  has,  however,  abandoned  the 
use  of  the  mandrin  altogether,  the  instrument  being  always  passed  by 
sight  and  the  mandrin  is  never  used  unless  it  is  desired  to  hold  it  on  the 
outside  of  a  patient  to  determine  the  point  on  the  surface  corresponding 
to  the  depth  of  insertion  of  the  tube.    For  this  purpose,  the  mandrin  gives 
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the  exact  length  of  the  esophagoscope,  and  by  holding  it  parallel  to  the 
esophagoscope,  as  indicated  by  the  portion  of  the  esophagoscope  not  yet 
inserted,  a  point  can  be  found  on  the  skin-surface  of  the  chest  or  epi- 
gastrium that  will  correspond  precisely  to  the  distal  end  of  the  esophago- 
scope. The  esophagoscope  is  always  passed  by  sight,  absolutely  never 
any  other  way,  for  the  following  reasons:  1.  Once  the  knack  is  ac- 
quired, it  is  just  as  easy  to  pass  by  sight.  2.  In  foreign-body  cases,  if  a 
mandrin  be  used  the  foreign  body,  if  small,  is  very  apt  to  be  overridden 
before  the  operator  realizes  that  the  distal  end  has  reached  the  position 


Fig.  19.  The  author's  esophagoscope  and  gastroscope  with  distal  light  and 
drainage  canal.  An  obturator  is  provided  but  is  never  used  by  the  author.  Only 
two  sizes  are  needed.  10  mm.  x  53  cm.  for  adults.  7  mm.  x  45  cm.  for  children. 
Shorter  sizes  are  made  but  are  not  used  by  the  author  because  with  the  distal  light 
there  is  no  advantage  in  a  short  tube.  This  esophagoscope  has  been  in  constant  use 
for  10  years  and  has  been  found  to  be  in  every  way  satisfactory  without  modifica- 
tion. The  slanted  end  added  (Fig.  426),  for  special  purposes,  facilitates  introduc- 
tion. 


Fig.  20.     Window-plug  for  occluding  the  proximal  tube-mouth  when  it  is  de- 
sired to  balloon  the  esophagus  or  stomach,  as  suggested  by  Mosher. 

of  the  foreign  body.  3.  There  may  be  in  any  case,  lesions  of  the  eso- 
phagus that  can  be  seen  and  avoided,  provided  the  instrument  is  being 
passed  by  sight.  4.  The  importance  of  the  use  of  the  open  tube  passed 
by  sight  in  foreign-body  extractions  is  so  great  that  it  is  important  that 
all  esophagoscopies  should  be  done  in  that  manner,  in  order  that  skill 
may  be  acquired,  so  that  when  foreign-body  cases  are  met  with,  the  pass- 
age by  sight  will  be  easy.  If  this  knack  is  not  acquired,  it  is  very  much 
more  difficult  to  pass  by  sight  than  with  a  mandrin. 
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An  esophagoscope  with  a  slanted  end  similar  to  the  bronchoscope 
(Fig.  16),  is  useful  for  finding  the  subdiverticular  opening,  and  for  solv- 
ing some  of  the  mechanical  problems  of  foreign-body  extraction.  It  has 
no  holes  in  the  side  and  is  longer  and  larger  in  diameter  than  the  broncho- 
scope.   (Fig.  42Ci), 

Complicated  forms  of  tubes  with  extracting,  excising,  and  dilating 
attachments  have  not  seemed  to  the  author  as  generally  applicable  as  plain 
tubes  through  which,  by  manual  manipulations,  any  procedure  can  be 
carried  out  with  appropriate,  independent  instruments. 

Measuring  rule.  It  is  customary  with  esophagoscopists  to  measure 
distance  from  the  upper  teeth.  Some  esophagoscopcs  have  graduations 
marked  on  the  outside.  The  author's  tubes  are  too  thin  and  light  for  this, 
and  moreover,  a  smooth  exterior  is  a  great  advantage.  Therefore,  he 
uses  a  25  cm.  steel  rule,  (obtainable  at  any  machinist's  supply  house), 
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Fig.  21.  Esophageal  speculum  for  foreign  body  work  and  for  operations  upon 
the  upper  end  of  the  esophagus.  This  instrument,  by  detaching  the  handle,  becomes 
a  very  efficient  pleuroscope  because  of  the  facility  with  which  the  flopping  lung  can 
be  controlled.  It  can  be  thoroughly  sterilized.  The  child's  size  is  an  excellent 
laryngoscope  and  subglottic  laryngoscope  for  adults. 


which  is  sterilized  with  the  instruments  and  kept  on  the  sterile  instru- 
ment table.  When  the  tube-mouth  is  at  the  lesion,  an  assistant  places  one 
end  of  the  rule  at  the  uppet  teeth  (or  alveolus  if  teeth  are  absent)  and  the 
distance  to  the  proximal  end*  of  the  esophagoscope  is  marked  by  holding 
the  thumb  at  the  point.  The  measurement  is  subtracted  from  the  known 
tube  length.  Thus,  when  20  cm.  of  the  53  cm.  esophagoscope  projects 
proximally  from  the  teeth  the  lesion  is  known  to  be  33  cm.  from  the  up- 
per teeth.  If  it  is  desired  to  locate  this  point  externally  on  the  patient's 
chest  after  the  esophagoscope  is  withdrawn,  the  patient  sitting  erect  is 
told  to  look  at  the  ceiling  and  the  23  cm.  is  measured  downward  from 
the  upper  feeth,  and  a  mark  is  made  on  the  skin  of  the  chest.  The  same 
method  is  used  in  bronchoscopy. 


2G  INSTRUMKNTS. 

Esophageal  speculum.  For  dealing  with  foreign  bodies  and  disease 
high  up  in  the  esophagus,  the  author  has  found  an  elongation  of  his 
lar\'ngeal  speculum  exceedingly  useful.  This  instrument  is  25  cm.  long 
for  use  in  adults,  1()  cm.  for  children,  and  with  these  instruments  there 
is  very  much  less  risk  of  overriding  foreign  bodies  in  the  high  situation 
than  with  the  esophagoscope.  This  esophageal  speculum  has  also  been 
found  particularly  useful  for  the  breaking  up  of  those  rare  congenital 
webs  first  described  by  Mosher  and  Clark,  and  of  the  high  strictures  of 
the  esophagus  following  decubitus  ulcers  resulting  from  the  mixed  infec- 
tions complicating  enteric  fever,  scarlatina,  diphtheria  and  like  conditions, 
and  those  following  gummata.  These  webs  and  strictures  yield 
quite  readily  to  the  breaking  up  and  stretching  with  this  speculum. 
Cicatricial  stenoses,  especially  those  following  the  breaking  down  of  gum- 
mata, have  a  tendency  to  recur,  and  it  is  necessary  to  repeat  the  treat- 
ment frequently,  but  in  some  of  the  conditions  a  very  few  treatments  are 
sufficient,  a  divulser  being  occasionally  required.  Intricate  instrumenta- 
tion, when  needed,  is  greatly  facilitated  by  the  wide  exposure  afforded. 

In  foreign  body  work  it  has  seemed  to  the  author  to  be  preferable 
to  an  esophagoscope  for  the  removal  of  foreign  bodies  at  their  favorite 
site  of  lodgment  just  above  the  upper  thoracic  aperture.  Foreign  bodies 
in  this  location  are  much  more  apt  to  be  overridden  by  the  esophagoscope 
than  by  this  speculum.  Of  course  at  the  mouth  of  the  esophagus,  the 
cricopharyngeus,  coming  out  from  the  posterior  wall,  has  a  tendency  to  ob- 
struct the  view ;  and  this  must  be  repressed  posteriorly  by  an  elongated 
Mosher  alligator  forceps.  (Plate  III,  Fig.  10.)  The  speculum  can  be 
used  in  either  the  recumbent  or  the  sitting  position  of  the  patient.  It  is 
made  in  two  sizes,  one  for  adults  and  one  for  children.  The  child's  size 
makes  an  excellent  adult  laryngoscope,  especially  for  those  who  prefer 
a  narrow  spatular  end.  It  also  makes  an  excellent  subglottic  laryngo- 
scope for  adults,  as  the  relatively  narrow  spatular  end  can  be  readily  in- 
serted through  the  glottic  chink. 

Batteries.  No  practical  effort  has  yet  been  made  to  adapt  the  tallow 
candle  or  a  kerosene  lamp  to  endoscopy.  We  are  compelled  to  use  elec- 
tric light  of  some  kind.  If  the  endoscopist  is  not  of  a  sufficiently  mechan- 
ical turn  of  mind  to  keep  his  electric  lights  burning  properly,  no  matter 
what  form  of  instrument  he  uses,  he  will  not  have  the  greatest  success  in 
foreign-body  work,  for  endoscopic  extraction  is  a  question  of  mechanics 
from  beginning  to  end.  It  does  not  require  great  brain  power  or  high  in- 
tellect, but  in  some  cases  mechanical  ingenuity  is  taxed  to  the  utmost  to 
get  out  the  foreign  body  without  interfering  with  breathing  and  without 
traumatism  to  the  tissues.  If  the  surgeon  is  not  a  mechanical  genius,  he 
should  have  a  trained  surgical  assistant  who  has  the  necessary  mechanical 
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ability.  The  simplest,  best  and  safest  source  of  ciirrent  is  a  double  dry 
battery  arranged  in  two  groups  of  four  cells  each.  Each  set  should  have 
two  binding  posts  and  a  rheostat.  Failure  will  result  from  an  attempt  to 
work  with  makeshift  batteries,  the  current  from  which,  with  only  a  cell 
selector  for  control,  jumps  up  from  underillumination  to  overil  luminal  ion 
and  bums  out  the  lamps.  Ingals,  who  is  a  leading  authority  on  bronchos- 
copy, and  the  author  concur  in  the  belief  that  all  forms  of  rheostats 
devised  for  adapting  commercial  circuits  to  tube  work  involve  a  certain 
degree  of  risk  because  of  the  tube  which  makes  a  moist  contact  with 
tissues  so  close  to  more  or  less  of  the  course  of  the  vagi.    \o  matter  how 


Fig.  22.    Author's  endoscopic  battery  heavily  built  for  reliability.    It 
-dry  cells,  series-connected  in  i  groups  of  4  cells  each.     F.ach  group  has  its  own 
rheostat  and  pair  of  binding  posts. 

thorough  the  construction,  there  is  always  a  possibility  of  "grounding'  of 
the  circuit  through  the  handle,  lube,  and  patient.  This  danger  is  present. 
whether  the  lighting  is  proximally  or  distaliy  applied.  These  remarks  do 
not  apply,  of  course,  to  the  Kirstein  lamp  such  as  was  originally  used  by 
Killian,  and  such  as  he  .still  uses  for  all  work  other  than  demonstration. 
This  lamp,  being  on  the  forehead  of  the  operator,  there  is  no  chance  of  the 
current  being  communicated  to  the  bronchoscope  or  esophagoscope.  The 
operator  may,  at  times,  get  a  portion  of  the  current  on  his  head,  but  this 
being  on  the  skin  surface  is  of  no  consequence,  and  is  a  very  different 
matter  from  the  long  moist  contact  of  large  area  throughout  nearly  the 
full  length  of  both  vagi.  The  author  is  delighted  to  have  the  support  of 
90  eminent  an  authority  as  Ingals.  (Bib,  280),  The  author's  objection  has 
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been  altogether  theoretical,  but  Ingals  has  actually  seen  the  sparking  due 
to  "short  circuiting."  The  author  has  always  used  batteries  and  has 
found  them  quite  satisfactory.  All  operators  who  have  had  any  trouble 
with  batteries  have  been  working  with  an  equipment  that  is  not  of  sub- 
stantial character.  In  his  early  days,  the  author  had  much  trouble  with 
batteries  which  were  made  in  the  same  flimsy  manner  as  the  ignition  sys- 
tem of  the  early  automobiles.  In  the  latter,  freedom  from  trouble  only 
came  with  heavy  solid  construction.  With  this  in  view,  the  author  had 
built  by  Mr.  Mueller,  a  substantial  battery,  the  construction  of  which 
should  be  beyond  failure.  (Fig.  22).  It  contains  two  sets  of  four  cells 
each  of  the  ordinary  dry  battery,  which  can  be  obtained  anywhere,  day  or 
night,  Sundays  and  holidays,  at  any  garage.  It  is  free  from  the  objection 
to  the  storage  battery  that,  once  exhausted,  requires  a  number  of  hours 
for  recharging.  It  takes  but  a  moment  to  put  in  new  cells.  Dr.  Ellen  J. 
Patterson  and  the  author  have  two  of  these  batteries  and  in  an  experi- 
ence of  thousands  of  cases,  they  have  never  yet  failed  to  obtain  a  light, 
nor  has  any  bronchoscopy,  esophagoscopy,  or  direct  laryngoscopy  failed 
or  been  delayed  for  want  of  illumination.  The  cells  are  changed  once 
every  three  months  without  waiting  for  them  to  deteriorate.  Small, 
flimsy  batteries,  and  especially  pocket  batteries  are  a  delusion  and  a  snare, 
and  their  use  for  endoscopy  is  an  injustice  to  the  patient.  Where  the 
speculum  is  used  solely  for  direct  laryngoscopy,  or  in  the  introduction  of 
silk-woven  insufflation  catheters  which  are  non-conductors,  the  author 
believes  that  the  use  of  commercial  circuits  with  good  rheostats  is  harm- 
less, because  the  small  area  of  contact  at  the  base  of  the  tongue  involves 
no  serious  risk,  but  personally  he  prefers  batteries. 

Aspirators,  Many  new  forms  of  aspirators  have  been  devised.  For 
the  removal  of  secretions  Yankauer  has  perfected  an  aspirator  operated 
by  a  small  exhaust-fan  in  connection  with  an  electric  motor.  He  has  al- 
so used  a  jet  of  compressed  air  blowing  sidewise  across  the  proximal 
tube-mouth  to  blow  away  the  secretions  coughed  out  by  the  patient  to 
prevent  them  soiling  the  mirror  of  the  Briinings  lamp  or  Kirstein  head- 
light, and  to  prevent  them  reaching  the  endoscopist's  face.  Ingals  uses 
an  electric  aspirating  pump  originally  devised  for  massage  of  the  ear.  A 
number  of  endoscopists  are  using  various  forms  of  aspirators  attached  to  a 
water- faucet.  In  using  these,  it  is  necessary  to  exercise  precaution  if  com- 
mercial circuits  are  used  for  illumination,  lest  the  current  be  '^grounded" 
through  the  water  pipes,  especially  when  withdrawing  long  aspirating 
tubes.  The  author  prefers,  for  esophagoscopy,  an  aspirating  canal  in  the 
wall  of  the  esophagoscope  or  gastroscope,  the  exhaust  being  by  an  as- 
pirating syrmge.  (Fig.  23.)  The  positive  pressure-side  of  the  syringe 
also  has  a  soft  rubber  tube,  and  in  case  the  aspirating  canal  in  the  wall 
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of  the  esophagoscope  becomes  obstructed,  a  change  of  the  soft  rubber 
tube  from  the  negative  pressure  to  the  positive  pressure  will  force  out 
any  clots  or  other  obstructions  which  may  have  entered  the  canal.  Con- 
trary to  many  of  the  statements  that  have  appeared,  the  form  of  aspira- 
tion used  by  the  author  has  absolutely  nothing  to  do  with  distal  illumina- 
tion. There  is  no  form  of  illumination  that  will  enable  the  operator  to 
see  through  a  pool  of  blood  and  secretion.  How  to  remove  the  fluid  in 
the  least  possible  time  is  the  study  of  all  endoscopists,  and  the  aspirator 


Fig.  23.  Aspirator  for  esophagoscopy  with  additional  tube  connected  with  the 
plus  pressure  side  for  use  in  case  of  occlusion  of  the  esophageal  drainage  tube. 
This  aspirator  is  much  more  efficient  than  any  soft  rubber-ball  aspirator  can  pos- 
sibly be. 


Fig.  24.  Nozzle  for  attaching  to  the  aspirator,  for  freeing  the  fauces  and 
pharynx  from  secretion  which  otherwise  would  overflow  into  the  larynx  in  peroral 
endoscopy,  because  the  patient  cannot  swallow  while  endoscopic  tubes  are  in  place. 


in  the  wall  of  the  esophagoscope  is  used  because  there  is  no  interruption 
of  the  work.  It  is  a  common  thing  at  a  gastroscopy  to  remove  a  pint  of 
fluid  without  any  interruption.  An  aspirating  canal  in  the  tube-wall  can 
never  become  occluded  by  the  indrawing  of  the  mucosa  as  happens  with 
an  inserted  independent  tube,  sometimes  thus  injuring  the  indrawn  mu- 
cosa as  well  as  occluding  the  aspirating  tube.  One  great  advantage  of 
the  syringe  form  of  aspirator  is  its  simplicity  and  portability.  Most  of 
the  author's  work  has  been  done  at  the  fourteen  hospitals  of  Pittsburgh, 
and  portability  of  the  entire  instrumentarium  and  organization  made 
work  in  each  as  convenient  as  if  all  work  had  been  done  in  one  institi> 
tion. 
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If  the  patient  is  being  annoyed  with  secretions  overflowing  from  the 
pharynx  into  the  larynx  in  the  recumbent  position,  the  soft  rubber  as- 
pirator tubing  is  detached  from  the  esophagoscope  and  attached  to  the 
curved  metal  tube  (Fig.  24),  which  is  hooked  over  the  upper  alveolus 
(recumbent  patient)  and  the  pharyngeal  secretions  thus  aspirated. 

The  author  does  not  use  any  form  of  aspirator,  either  in  the  wall  of 
the  tube  or  otherwise  in  the  bronchoscope.  He  has  found  that  the  best 
of  all  ways  to  remove  abundant  secretions  and  blood  djiring  bronchoscopy 
is  to  insert  a  large  swab  on  the  usual  long  Coolidge  sponge-carrier,  push- 
ing it  down  until  the  large  gauze  sponge  goes  beyond  the  distal  end  of 
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Fig.  25.  Sponge  carrier  with  long  collar  for  carrying  the  small  sponges  shown 
in  Fig.  27.  The  collar  screws  down  as  in  the  Coolidge  cotton  carrier.  About  a 
dozen  of  these  are  needed  and  they  should  all  be  small  enough  to  go  through  the  4 
mm.  (diameter)  bronchoscope  and  long  enough  to  reach  through  the  53  cm.  (length) 
esophagoscope,  so  that  one  set  will  do  for  all  tubes.  The  schema  shows  method  of 
sponging.  The  carrier  C,  armed  with  the  sponge,  S,  when  rotated  as  shown  by  the 
dart,  D,  wipes  the  field,  P,  at  the  same  time  wiping  the  lamp,  L.  The  lamp  does 
not  need  ever  to  be  withdrawn  for  cleaning  during  bronchoscopy.  It  is  protected 
in  a  recess  so  that  it  does  not  catch  in  the  sponges. 

the  bronchoscope.  Then  the  patient  will  cough  the  bronchoscope  full  of 
the  fluid,  and  the  withdrawal  of  the  carrier  and  swab  will  pull  up  often 
as  much  as  an  entire  tube  full  of  secretions  at  a  time,  just  as  the  plunger 
of  an  ordinary  pump  will  lift  the  water  which  is  above  the  plunger.  This 
is  one  of  the  advantages  in  working  under  slight  anesthesia  or  none  at 
all.  This  method  of  aspiration  in  a  case  of  bronchoscopy  with  profuse 
secretion  may  seem  to  the  bystander  to  be  less  efticient  than  would  be  some 
form  of  pump,  but  it  must  be  remembered  that  there  is  no  great  pool  of 
secretion  which  can  be  completely  and  permanently  emptied.  The  secre- 
tion is  constantly  being  brought  up  from  the  bronchioles  by  the  continued 
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coughing  efforts  and  must  be  removed  intermittently  from  time  to  time 
as  it  is  brought  up  to  the  neighborhood  of  the  distal  end  of  the  tube.  The 
effect  of  the  sponge  is  to  cause  a  fresh  cough  and  to  bring  up  more  se- 
cretion to  the  point  where  it  can  be  reached.  Thus  the  continued  swab- 
bing with  the  gauze  sponges  removes  not  only  the  secretion  which  is  al- 
ready in  the  bronchus  which  is  being  explored,  but  it  results  in  the  re- 
moval of  all  the  secretions  from  the  minute  bronchi,  thus  soon  resulting 
in  a  relatively  dry  field. 
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Fig.  26.  Exact  size  to  which  the  bandage-gauze  is  cut  to  make  endoscopic 
sponges.  Each  rectangle  is  the  size  for  the  tubal  diameter  given.  The  dimensions 
of  the  respective  rectangles  are  not  given  because  it  is  easier  for  the  nurse  or  any- 
one to  cut  a  cardboard  pattern  of  each  size  directly  from  this  drawing.  The  gauze 
rectangles  are  folded  up  endwise  as  shown  at  A,  then  once  in  the  middle  as  at  B, 
then  strung  one  dozen  on  a  safety  pin.  In  America  gauze  bandages  run  about  16 
threads  to  the  centimeter.  Different  material  might  require  a  slightly  different  size 
and  the  pattern  could  be  made  to  suit. 


Sponge  carrier.  The  author  has  lengthened  the  collar  of  the  Cool- 
idge  cotton  carrier  so  that  the  collar  never  catches  on  the  distal  end  of 
the  bronchoscope  or  esophagoscope  on  withdrawal  of  the  sponge  holder, 
because  the  collar  is  too  long  for  its  proximal  end  to  get  beyond  the  tube- 
mouth.  The  author  uses  in  this  holder  the  small  folded  sponges  shown 
in  Fig.  27. 
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Sponges.  Small  squares  cut  from  a  gauze  roller  bandage  (ordinary 
surgical  gauze  is  too  large  in  the  mesh)  and  folded  into  little  pads  and 
strung  onto  a  safety-pin,  as  shown  in  Fig.  27,  before  sterilizing.  These 
are  prepared  beforehand  like  any  other  operating  room  supplies,  packed 
sterile,  and  kept  in  readiness.  Four  sizes  are  needed  for  the  different 
tubes  and  they  are  numbered  on  the  outside  of  the  packages  4,  5,  7,  10. 
They  are  held  securely  in  the  sponge  carrier  shown  in  Fig.  25. 

foreign-body  forceps.  Years  of  experience  have  demonstrated  that 
for  foreign-body  work  in  the  larynx  an  alligator  forceps  with  roughened 
jaws,  known  in  America  as  Mosher*s.  in  Great  Britain  as  Paterson's,  and 
in  Germany  and  France  as  Mathieu's  forceps,  serve  every  purpose. 
Mathieu*s  is  longer  than  the  others  and  hence  is  better  adapted  to  use 
through  the  esophageal  speculum. 

Experience  has  continued  to  demonstrate  the  fact  that  there  is  no 
form  of  forceps  that  has  the  power  and  the  strength  against  breakage 
that  pertains  to  the  tube  forceps.    Hinged-jaw  forceps  are  weakest  at  the 


Fig.  27.  Manner  of  keeping  endoscopic  sponges.  About  a  dozen  of  one  size  are 
transfixed  on  a  safety  pin,  wrapped,  the  size  marked  on  the  wrapper,  and  then  ster- 
ilized, to  be  opened  only  as  needed.  About  5  dozen  sponges  of  each  of  the  4  sizes 
should  be  kept  on  hand.  Only  one  sponge  is  placed  in  the  sponge-carrier  at  a  time. 
These  sponges  are  made  for  the  author  by  Messrs.  Johnston  and  Johnston,  of  New 
Brunswick,  N.  J.,  and  are  known  as  "bronchoscopic  sponges." 

rivet  and  do  not  begin  to  have  the  strength  of  grip,  nor  the  strength 
against  breakage  when  the  forceps  of  necessity  is  long  and  slender,  as  in 
bronchoscopy  and  esophagoscopy,  though  for  the  larynx  where  a  short 
and  relatively  heavy  and  rigid  instrument  is  required,  the  alligator- jaw 
fulfills  all  purposes. 

Instrument-makers,  either  through  carelessness,  or  more  likely. from 
the  taking  of  a  later  and  still  later  instrument  as  a  model,  drift  farther 
and  farther  away  from  the  original  design,  so  that  very  often  the  devisor 
of  an  instrument  can  scarcely  recognize  it  when  it  comes  to  hand.  In 
some  instances  forceps  are  made  so  far  wrong  that  they  will  not  go  in 
the  bronchoscope.  More  often  the  errors  are  in  the  little  details,  such  as 
the  serrations  of  forceps.  Killian  in  his  early  forceps,  such  as  the 
"bean''  forceps  (Fig.  32),  especially  designed  the  serrations  to  have  a 
cant  backward  so  as  to  make  the  forceps  easy  to  push  down  over  a  for- 
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eigii  body  but  to  grip  firmly  on  withdrawal.  Copying  after  Killian,  the 
author's  early  forceps  were  all  thus  made ;  but  instrument  makers  have 
drifted  away  from  the  original  model  until  now  they  are  turned  out  with 
evenly  notched  serrations  that  are  very  smooth  on  the  top  edges  instead 
of  being  sharp  and  canted  as  shown  in  Fig.  30.  The  shape  of  serrations 
and  their  action  can  be  readily  understood  by  looking  at  the  lower  feed 
mechanism  of  any  sewing  machine  or  the  gripping-jaw  of  any  pipe- 
wrench.  Such  forceps,  however,  are  capable  of  much  traumatism  if 
carelessly  used,  and  under  no  circumstances  whatever  should  such  a  for- 
ceps be  placed  blindly  into  a  bronchus  which  is  so  small  that  the  closure 


Fig.  28.  Author's  universal  handle  with  one  form  of  foreign-body  jaws  at- 
tached. This  handle  mechanism  is  so  simple  and  delicate  that  the  most  exquisite 
delicacy  of  touch  is  possible.  Unfortunately,  instrument  makers  have  often  omitted 
the  little  thumb  nut  indicated  above,  with  the  result  that  the  stylet  was  pulled 
through  when  strong  traction  was  made.  The  cannulae  are  45  cm.  and  60  cm.  long. 
There  is  a  smaller  size  made  for  infant  use,  just  half  of  the  dimensions  except 
those  of  the  handle. 


of  the  forceps  cannot  be  watched.  If  blind  groping  in  a  small  bronchus 
is  ever  justifiable,  it  is  only  so  with  forceps  whose  serrations  are  rounded 
and  not  canted.  The  author  prefers  all  instruments,  and  especially  for- 
ceps, in  the  lightest  possible  form  consistent  with  the  amount  of  strength 
necessary  plus  a  sufficient  factor  of  safety.  Furthermore,  for  lightness  of 
touch  it  is  absolutely  necessary  to  dispense  with  springs  to  throw  the 
forceps  open.  A  spring-opposed  forceps  cannot  possibly  communicate  to 
the  fingers  the  lightness  of  touch  which  is  essential.  For  general  work, 
the  author  has  never  found  anything  better  than  the  forceps  illustrated 
in  his  first  work  on  bronchoscopy  (r>ib.  2(>J)).   The  ring  handles  do  away 
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with  the  necessity  for  opening  springs.  These  forceps  enable  exceeding 
lightness  of  touch  by  which  one  can  easily  tell  if  the  foreign  body  is  prop- 
erly grasped,  and  also  enable  the  endoscopist  to  gauge  precisely  the  de- 
gree of  pressure  that  can  be  applied  without  crushing  the  foreign  body  in 
the  case  of  friable  bodies. 

The  selection  of  the  forceps  for  use  in  a  particular  case  is  a  very 
important  matter  and  concerns  the  mechanical  problems  very  closely.    In 


Fig.  29.     Side-curved  jaws  for  the  author's  forceps.    Reproduced  here  to  em- 
phasize their  usefulness.     (Bib.  269.) 


Fig.  30.  Enlarged  view  of  the  author's  foreign-body  jaws,  showing  proper 
slant  of  serrations  to  prevent  slipping.  This  slant  is  often  lacking  in  the  instru- 
ments in  the  shops. 


Fig.  31.  Schema  showing  test  of  author's  forceps.  If  properly  adjusted,  the 
point  of  the  jaws  of  the  forceps,  F,  will  pick  up  the  epithelium  and  elevate  the  skin 
from  the  palm  of  the  hand  (S)  held  vertically  in  contact  with  the  point  of  the 
forceps  jaws,  when  traction  is  made.  This  shows  that  the  jaws  come  together  first 
at  the  point  in  closing. 


Fig.  32.  Killian's  "bean  forceps"  showing  the  cant  of  the  serrations  to  prevent 
slipping  which  should  be  on  all  foreign-body  forceps.  The  fenestra  are  to  lessen 
the  tendency  to  crush  friable  bodies  like  beans. 

most  instances,  however,  the  plain  jaw-forceps  with  canted  serrations 
shown  in  Fig.  28,  will  serve  every  purpose.  Almost  equally 
useful  is  the  side-curved  forceps  shown  in  Fig.  29,  and  if  the  author  were 
limited  to  a  single  forceps,  it  would  be  this  side-curved  form  (Fig.  29). 
The  jaws  projecting  sidewise  are  easily  seen  closing.  A  large  proportion 
of  the  successful  foreign-body  extractions  by  the  author  have  been  done 
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with  these  two  forms  of  jaws.     The  exceptions  to  their  use  are  when 
the  foreign  body  must  be  turned  in  order  to  make  the  proper  points  pre- 
sent themselves.     In  the  case  of  pins  and  needles,  the  side-curved  for- 
ceps can  always  be  used  to  cause  presentation  of  the  foreign  body  in  the 
proper  axis  for  removal.     With  irregular  objects,  however,  having  one 
point  sharp  such  as  angular  pieces  of  bone,  it  is  very  necessary  to  disen- 
gage the  foreign  body  near  the  point  with  a  forceps  that  will  permit  rota- 
tion; and  for  this  purpose,  the  rotation  forceps  shown  in  Fig.  33  are 
ideal,  because  the  points  will  hold  firmly,  yet  will  permit  the  foreign  body 
to  turn  in  the  direction  of  least  resistance.  In  another  class  of  cases  they 
can  be  made  to  throw  the  point  out  from  the  wall  and  into  the  mouth 
of  the  tube  where  the  point  is  shielded  from  doing  damage  to  the  tracheal 
or  esophageal  wall,  as  will  be  explained  in  connection  with  the  mechanical 
problems  of  brpnchoscopic  and  esophagoscopic  extraction  of  foreign  bod- 
ies.   The  author  has  a  separate  handle  for  each  forceps  in  order  that  not 
a  moment  may  be  lost  in  changing  handles  at  a  critical  moment,  should  a 
different  form  of  jaw  be  required.     The  jaws  can  be  adjusted  at  any 
angle,  but  it  is  the  author's  practice  always  to  have  them  open  in  an  up 
and  down  direction,  and  when  other  directions  are  needed,  the  forceps' 
handles  are  turned  in  the  proper  way;  thus  a  certain  co-ordination  and 
nerve-cell  habit  is  established  by  which  the  operator   always  knows  in 
which  direction  the  jaws  are  opening.    This  facilitates  promptness  in  the 
ocular  endoscopic  recognition  of  the  jaw  movement,  because  the  observ- 
er knows  for  what  to  look.    The  curved-jaw  forceps  should  always  have 
the  curve  to  the  left  of  the  operator,  as  this  is  the  most  convenient  posi- 
tion in  which  to  observe  the  jaws  close  and  to  guide  their  work  with  the 
eye.      Unfortunately,    many    instruments    were    turned    out    by   various 
manufacturers  labeled  with  the  author's  name  which  were  heavily  con- 
structed, having  the  jaws  of  poor  temper  and  without  the  very  essential 
little  thumb  nut,  Fig.  28.  This  omission  may  have  been  partly  due  to  the 
fact  that  it  was  not  shown  clearly  on  the  early  illustrations.    This  thumb 
nut  permits  the  operator  to  exert  great  power  without  any  danger  of  the 
jaw-stem  pulling  through.   The  screws  at  the  side  are  still  used  in  order 
to  lock  the  jaw-stem  so  that  it  will  push  forward  for  opening  the  jaws. 
Another  misfortune  is  the  fact  that  many  of  these  instruments  are  very 
clumsily  manufactured.    The  author  uses  two  different  strengths  of  for- 
ceps, the  one  reasonably  heavy  for  use  through  all  except  the  very  small- 
est tubes.       For  the  infant  bronchoscopes,  very  lightly  constructed  for- 
ceps are  used  because  great  strength  is  not  necessary.   It  is  necessary  to 
see  the  forceps  close,  and  for  this  very  slender  forceps  are  required. 
They  are  just  half  the  strength  and  half  the  size,  in  all  dimensions,  of  the 
regular  forceps,  except  that  the  handle  is  the  regular  size.    They  are  45 
cm.  in  length  of  cannula. 


36  INSTRUMENTS. 

Occasionally,  it  is  desired  to  twist  a  foreign  body.  The  regular  for- 
ceps will  be  found  to  give  all  the  rotator}^  force  that  it  is  safe  to  use. 
If  excessive  twisting  movement  is  to  be  applied,  use  may  be  made  of 
the  author's  forceps  with  square  cannula,  into  which  the  stilette,  also 
squared,  works  at  a  good  easy  fit,  yet  will  not  spring. 

For  cutting  in  two  of  pins,  w-ires  and  the  like,  Casselberr^^'s  forceps, 
Fig.  34,  are  excellent.  Before  using,  however,  it  is  well  to  test  them 
on  a  pin  similar  to  the  one  in  the  patient,  because  if  not  correctly  made 
they  will  not  hold  the  fragments. 


Fig-  33'  Pointed  jaws  for  the  author's  forceps.  Useful  when  it  is  desired  to 
permit  turning  of  a  foreign  body  to  a  safer  relation  for  withdrawal,  while  securely 
held,  as  with  l)ones,  vulcanite  dentures,  pin-buttons,  safety-pins,  etc.  The  points  must 
meet  point  to  point  exactly;  the  bend  must  be  acute  and  the  length  of  the  point  from 
the  bend  must  be  short — not  over  2  mm.  These  forceps  are  especially  valuable  for 
the  esophagoscopic  removal  of  open  safety-pins  by  the  author's  method  of  pushing 
them  to  the  stomach,  turning  and  withdrawing  as  elsewhere  herein  explained. 
They  are  called  '^rotation  forceps." 


Fig.  34.     Casselberry's  forceps  for  endoscopic  pin  cutting.  When  correctly  made 
the  ends  of  the  pin  are  held  by  the  forceps  so  as  not  to  be  lost. 


Brimings  uses  an  extensible  forceps  which  can  be  adjusted  for  dif- 
ferent tube  lengths. 

Tissue  forceps.  For  the  removal  of  specimens  from  any  part  of  the 
air  or  food  passages,  the  author's  forceps  illustrated  in  Fig.  1^5.  far  sur- 
pass anything  ever  tried  by  him.  The  movable  jaw  will  take  hold  direct- 
ly on  the  side  wall,  and  there  is  no  need  of  a  side-acting  forceps.  Indeed, 
a  side-acting  forceps  will  not  work  because  it  cannot  be  pushed  sidewuse 
unless  the  lateral  push  is  furnished  by  the  movement  of  the  endoscopic 
tube.  With  the  forceps  illustrated  in  Fig.  35,  however,  a  ready  hold  is 
gotten  in  any  kind  of  tissue  without  any  lateral  movement  of  the  endos- 
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coptc  tube  through  which  the  forceps  is  passed.  The  jaws  can  be  turned 
in  any  direction,  though  the  author's  own  personal  habit,  as  with  foreign 
body  forceps,  is  to  leave  the  jaws  fixed  in  the  up  and  down  direction  and 
to  get  all  movements  by  placing  the  handle,  during  the  work,  in  the  de- 
sired position,  leaving  the  jaws  always  in  the  same  position  relative  to 
the  handle.    It  is  wonderful  what  facility  can  be  develojied  by  using  this 
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Kig.  35.  Aiitlior's  tissue  forceps.  The  side  jaw  will  1 
The  cross  forms  llie  bottom  of  a  basket  to  hold  the  tissu 
very  delicate,  there  being  no  *;prines.  The  sense  of  touih 
nosis.  The  best  form  for  removal  of  a  specimen  and  for  < 
actual  lengths  of  the  forceps  cannulae  are  6o  cm.  and  30  c 
being  for  laryngeal  use. 


a  flat  lateral  wall, 
removed.  The  action  is 
an  often  make  Ihc  diag- 
idoscopic  operations.  The 
I.,  respectively  ;  the  latter 


Fig.  36.  Author's  alligator  punch  forceps  with  bar  across  both  upper  and  low- 
er rings  to  form  a  "basket"  to  hold  the  excised  fragments.  These  forceps  will  go 
through  ihe  author's  adult  laryngoscope,  but  he  finds  it  advantageous  to  insert  the 
forceps  alongside  the  larynRoscope,  which  latter  is  only  used  to  look  through  in  the 
ocular  guidance  of  the  forceps. 

method.  Of  course,  different  lengths  are  required  for  work  in  the  larynx 
and  in  the  esophagus,  but  clinically  forceps  with  a  30  cm.  cannula 
are  best  for  the  larynx,  and  a  GO  cm.  cannula  will  cover  all  other 
needs.  There  are  no  springs  to  oppose  the  bite,  and  it  is  often  possible 
to  distinguish  the  nature  of  the  tissue  bitten  by  the  sensation  communi- 
cated to  the  fingers,  so  delicate  are  the  touch  and  action  of  the  forceps. 

Sliding  punch  forceps  should  have  the  upper  ring  the  smaller  one  in 
order  that  the  view  of  the  growth,  as  the  jaws  close,  shall  not  be  ob- 
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scured,  as  would  be  the  case  if  the  nearer  ring  were  the  larger.  Thus 
precision  may  be  assured  in  operating  or  in  the  removal  of  specimen,  as 
the  case  may  be.  The  author  has  seen  a  number  of  instruments  in  the 
shops  with  his  name  attached,  in  which  this  arrangement  of  jaws  has 
been  neglected  (Fig.  ^T). 

With  a  guillotine  attached  to  the  author's  tissue  forceps,  a  project- 
ing mass  may  be  am|nitate(l  without  injury  to  the  basal  tissue  where  thi*; 
is  deemed  desirable. 

Mouth-gag.  Wide  gagging,  as  pointed  out  by  the  author  (Bib.  236), 
prevents  proper  laryngeal  exposure  and  may  thus  defeat  efforts  at  bron- 


Fift-  37-  Correct  and  incorrect  forms  of  punch  forceps.  A,  correct  model.  The 
near  jaw  is  the  smaller.  B  and  C  incorrect  forms.  The  near  jaw  is  the  larger,  and, 
consequently,  ohscnres  the  view  of  the  cutting  edge.     B  has  a  swell  on  the  shank 

which  also  obscures  the  view. 


^^^ 


Fig,  38.  Boyce  thimble  bite  block,  to  be  used  instead  of  a  gag  to  prevent  the 
palicnl  biting  the  tube.  A  gag  makes  peroral  endoscopy  difficult  by  jamming  the 
mandible  down  on  the  hyoid  bone. 


choscopy  and  esojihagoscopy  by  forcing  the  mandible  down  on  the  hyoid 
bone.  All  that  is  needed  in  the  way  of  a  gag  is  a  bite  block  to  prevent  the 
patient  closing  his  jaws  on  the  delicate  tube.  For  this,  Dr.  Boyce  devised 
the  thimble  bite  block  (Fig.  38)  which  has  recently  been  modified  in 
shape  by  Dr.  McKee  and  an  ether  tube  has  been  added  by  Drs.  McKee 
and  JfcCready  (Fig,  ;!!>).  Ether  is  insufflated  when  needed  for  esoph- 
agoscopy.  In  bronchoscopy  the  insufflation  is  done  through  the  bron- 
choi^cope  if  general  anesthesia  is  used. 
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Snares.  For  indirect  laryngoscopy  the  snare  has  the  advantage  that 
it  can  do  no  harm  as  could  the  forceps  if  misapplied.  For  direct  laryngo- 
scopy the  forceps  can  be  used  so  accurately  that  the  snare  is  rarely  use- 
ful except  for  large  tumors  of  the  laryngopharynx  and  the  upper  laryngeal 
apertnre.  For  these  purposes  and  for  the  amputation  of  the  cancerous  and 
the  tuberculous  epiglottis  the  aiithor  has  found  useful  a  very  heavy  snare 
cannula  (Fig.  41)  armed  with  No.  '>  steel  piano  wire  and  fitted  to  the 


Fifr,  39-  Thimble  bite  block  (on  finger)  originally  suggested  by  Boyce  and  im- 
proved by  McKee  and  McCready.  Ether  is  insufflated  through  the  tube,  if  needed, 
for  esophagoBcopy,    The  tutie  on  the  bite  block  is  not  used  in  bronchoscopy. 


Fig.  40,  Author's  mechanical  spoon  for  the  endoscopic  removal  of  soft  friable 
bodies  like  beans,  peas,  meat,  and  nul  kernels.  The  spoon-shaped  extremity  is  in- 
serted alongside  the  intruder  which  is  then  lifted  and  drawn  into  the  end  of  the 
bronchoscope  or  esophagoscope  by  tiie  action  of  the  spoon  when  the  handle  is  de- 
pressed as  shown  by  the  doited  line. 

massive  handles  of  the  Peters  tonsil  snare.  By  firm  downward  pressure 
on  the  cannula  the  loop  can  be  made  almost  completely  to  amputate  the 
involved  epiglottis  en  masse,  as  demonstrated  by  dissection  of  the  re- 
moved tissues.  The  cannula  is  passed  beside  the  laryngeal  speculum,  not 
through  its  lumen.  Bronchoscopic  and  esophagoscopic  snares  are  oc- 
casionally of  service  in  solving  the  mechanical  problems  of  foreign  body 
extraction.     The  author  on  rare  occasions  uses  a  very  delicate  snare 
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Fig.  43.  Clips  for  anesthetic  solutions  designed  originally  by  Yankauer  for 
nasal  use.  Being  heavy  and  broad  based,  they  do  not  upset  readily.  The  author 
has  had  a  red  band  painted  on  one  (B)  which  is  for  20  per  cent  solution,  which  is 
used  with  great  caution. 


31. 


Fig.  44.  The  author's  endoscopic  syringe  for  injection  of  solutions  of  radium 
salts,  local  anesthetics,  and  other  medicaments.  It  is  made  in  60  cm.  length  for 
bronchoscopic  and  esophagoscopic  use,  30  cm.  for  direct  lar>ngoscopic  use.  The 
capacity  is  25  mgm.,  though  it  could  be  made  for  larger  quantities  of  solution  if 
desired. 


Fig.  45.    The  author's  small  dilator  for  bronchoscopic  dilatation  of  bronchial 
strictures.  The  dilator  is  actuated  by  the  author's  universal  forceps  handle. 


Fig.  46.  The  author's  larger  dilating  forceps  with  a  channel  in  each  member. 
so  as  to  furnish  a  canal  when  the  dilator  is  closed  for  insertion.  In  use,  this  canal 
permits  the  dilator  to  be  pushed  down  over  the  presenting  point  of  such  bodies  as 
tacks.    An  enlarged  form  of  this  is  sometimes  used  for  the  larynx. 
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very  large  eyes.  If  astigmatic,  hypermetropic  or  myopic,  correction  is 
necessary  and  duplicate  spectacles  must  be  in  charge  of  a  nurse.  If 
presbyopic,  two  pair  of  spectacles  for  40  cm.  distances  and  two  pair  for 
(55  cm.  distance  must  be  at  hand.  The  reason  for  duplicates  is  that  there 
is  little  or  no  loss  of  time  in  cleaning  spattered  lenses.  One  nurse  is  de- 
tailed for  spectacles  and  she  keeps  them  on  a  gauze-covered  basin  of 
warm  water  on  the  stand  of  which  hangs  a  dry  towel.  The  nurse  cleanses 
the  soiled  spectacles  and  has  them  ready  for  immediate  exchange.   Hook- 
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Fig.  47.  The  author's  galvanocautery  electrode  for  endoscopic  use.  It  is  es- 
pecially adapted  to  cauterization  of  subglottic  edema,  and  subglottic  hyperplasia 
such  as  follows  diphtheria.  As  with  the  author's  pointed  electrode  (Bib.  26q)  the 
hard  rubber  is  vulcanized  onto  the  conducting  wires,  assuring  cleanliness.  Thread 
wound  electrodes  become  filthv  with  blood  and  secretions. 


Fig.  48.     Mosher's  esophageal  dilator.    B.    Actual  size  of  distal  end. 


Fig.  49.     Plummer's  double  olive  bougie.     The  stem  between  the  two  olives  is 
ve  neb  rated. 


temple  frames  should  be  used.  Eye-glasses  are  objectionable  because 
they  are  not  so  quickly  placed  by  the  nurse  when  exchanging,  and  also 
because  they  are  ver}*  apt  to  become  displaced  while  working.  Of  course, 
the  operator  cannot  handle  them  after  he  has  sterilized  his  hands. 

Endoscopic  table.     In  an  emergency  any  sort  of  table  can  be  used, 
but  where  a  special  table  is  to  be  provided,  the  best  one  to  be  obtained  is 
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that  of  Dr.  T.  R.  French  (Fig.  54)  designed  especially  for  nasal  and 
throat  operations.  The  ease  with  which  a  trained  assistant  can  raise  or 
lower,  or  change  the  angle  of  inclination  of  the  patient  is  a  great  con- 
venience. The  shortening  and  lengthening  of  the  head-end  of  the  table 
enables  the  operator  to  have  any  desired  degree  of  overhang  of  the  shoul- 
ders. All  of  these  movements  are  under  perfect  control  of  the  wheels 
manipulated  by  the  second  assistant.  The  table  should  be  covered  with 
a  good  pad  against  which  a  child  can  be  held  firmly  without  discomfort. 
Operating  room.  All  peroral  endoscopy,  except  the  diagnostic  ex- 
aminations of  children  suspected  of  diphtheria,  should  be  done  in  an 


Fig.  50.  Author's  eyed  bougie  for  esophagoscopic  threading  over  a  swallowed 
braided  silk  string.  Twelve  bougies  with  successive  sizes  of  olives  are  made.  The 
proximal  end  of  the  string  is  threaded  through  the  esophagoscope.  The  esophago- 
scope  is  passed ;  then  the  bougie  is  threaded  and  passed  along  the  thread  which  is 
held  taut. 


Fig.  51.  Upper  illustration.  Author's  eyed-probe  for  endoscopic  use.  Lower 
illustration.  Author's  string-cutting  esophagotome.  The  braided  silk  cord  works 
in  a  protecting  groove  on  one  side  of  the  olive,  the  cutting  being  done  on  the  other 
side  which  is  turned  toward  the  cicatrix  when  the  latter  is  not  annular. 


operating  room.  A  room  which  can  be  darkened  is  a  necessity  for  en- 
doscopy. Absolute  darkness  is  of  course  not  necessary  nor  desirable. 
There  should  be  enough  illumination,  of  a  feeble  kind,  to  permit  the 
nurses  and  assistants  to  find  what  is  needed  on  the  sterile  table.  It  is 
quite  necessary  that  whatever  windows  there  are  should  be  at  the  back 
of  the  operator,  because  a  little  streak  of  light  leaking  in  past  blinds  and 
shining  directly  into  the  eye  of  the  operator,  is  particularly  annoying  and 
an  inconvenience.    The  expert  operator  will  get  along  with  quite  a  bright 
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light  in  the  room,  but  when  it  comes  to  intricate  and  difficult  work,  it  is 
necessary  to  have  a  darkened  room.  All  endoscopy  should  be  done  with 
both  of  the  endoscopist's  eyes  open.  Prolonged  work  with  the  left  eyelid 
closed  is  very  fatiguing,  and  interferes  with  vision  of  the  right.  Ignoring 
of  the  image  of  the  open  left  eye  is  facilitated  by  a  darkened  room. 

Operating  room  organization.     Once  an  endoscopic  procedure  has 
been  started,  moments  are  exceedingly  precious.  For  this  reason,  every  de- 
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F"ig.  52.  Author's  dilator  for  endoscopic  use  in  bronchial  and  esophageal  stric- 
tures. Invaluable  in  dilating  successively  each  of  a  series  of  strictures,  especially 
when  the  lumina  of  the  lower  ones  are  eccentric  to  those  above,  because  it  does 
not  need  to  be  inserted  far. 


<- 


60*cm * '^ 

»^t —  : 


Q 

< --^cm •> 

F'g-  53-  Filifonn  bougie  for  minute  cicatricial  strictures  of  the  esophagus. 
The  filiform  silk  woven  end.  A,  is  joined  securely  to  a  spring  steel  shaft,  B,  thus 
giving  all  the  advantages  in  safety  of  a  silk  woven  bougie  at  the  tip  with  a  stiff 
shank  that  enables  the  bougie  to  be  carried  down  rigidly  through  the  length  of  the 
esophagoscope.  Twelve  sizes  are  made.  The  total  length  of  60  cm,  is  only  neces- 
sary in  case  of  a  very  low  stricture  in  an  adult.  For  use  in  children,  the  bougie 
can  be  shortened  by  unscrewing.  The  great  advantage  of  the  steel  shaft  over  any 
sort  01  stylet  inserted  into  a  hollow  filiform  is  that  the  small  diameter  of  the  steel 
shank  permits  of  more  accurate  ocular  guidance.  These  bougies  are  modeled  after 
those  of  Guisez. 

tail  must  be  carried  out  including  ever>'  instrument  that  would  ever  be 
wanted.  Instnmients  not  likely  to  be  needed  are  kept  sterile  on  a  separate 
table,  so  that  the  working  table  will  not  be  encumbered  by  anything  but 
the  regular  working-set  of  instruments.  The  tubes  are  all  kept  with  the 
batteries  in  the  manner  shown  in  Fig.  55,  so  that  the  surplus  tubes  not 
in  use  will  in  no  way  interfere  with  the  quick  handling  of  forceps  and 
sponge  carriers.  The  arrangement  of  the  instrument  table,  the  assistants, 
the  battery,  instrument  nurse  and  anesthetist,  as  shown  on  page  46  in 
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the  earlier  volume,  has  been  proven  to  be  invaluable  in  expediting  care- 
ful work.  The  great  advantage  of  having  these  regular  positions  is  the 
avoidance  of  confusion.  Anything  needed  is  always  in  precisely  the 
same  location.  The  author  has  been  able  by  this  means  to  do  just  as 
good  work  in  one  hospital  as  in  another  by  taking  an  assistant  and  a 
nurse  with  him.  This,  however,  is  not  meant  to  say  how  good  or  how 
bad  the  work  may  have  been,  but  such  as  it  was,  it  represented  the  best 
that  the  author  could  do  under  any  circumstances. 

Oxygen  tank  and  tracheotomy  inslriimtnts.  in  all  instances,  as  a 
matter  of  routine,  instruments  for  tracheotomy  should  be  on  the  sterile 
table  ready  for  immediate  use  in  every  case  of  bronchoscopy  or  esoph- 
agoscopy.  or  direct  la rjngoscopy.     It  is  exceedingly  rarely,   relatively, 


Fifi,  54.  Dr.  T.  K.  French  operating  tabic.  AH  positions  are  readily  obtained 
by  tbe  three  control  wheels.  The  head  board  can  be  extended  or  shortened  to  bring 
the  shoulders  of  the  patient  to  the  best  position. 


that  they  will  be  required,  but  when  needed,  they  should  be  immediately 
at  hand,  sterile  and  ready.  By  having  these  preparations  always  part  of 
the  sterile  table  settings,  a  few  lives  can  be  saved  that  otherwise  would 
be  lost  by  the  delay  or  by  sepsis.  An  oxygen  tank  in  a  roller  stand 
(Fig.  5fi)  is  most  manageable,  it  should  be  covered  with  sterile  towels 
pinned  on,  over  valve-wheel  and  all,  and  a  length  of  sterilized  rubber  tub- 
ing should  be  connected.  If  this  lank  should  be  prepared  only  in  such 
cases  as  may  seem  beforehand  likely  to  need  it,  the  surgeon  will  find,  to 
his  chagrin,  that  when  most  wanted  it  will  not  be  at  hand.  It  is  just 
such  little  details  that  make  the  difference  between  high  and  low  mortal- 
ity in  any  surgical  procedure.  In  respiratory  arrest  from  the  pressure 
of  the  esophagoscope  or  of  the  foreign  body,  tumor,  diverticulum  full  of 
food,  respiration  will  not  be  started  again  unless  a  bronchoscope  be  in- 
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troduced  into  the  trachea  or  a  tracheotomy  be  done  for  oxygen  and  amyl 
nitrite  insufflation.  Amyl  nitrite  should  always  be  at  hand  in  the  form 
of  capsules. 

Head  cover.  The  author  uses  a  head  cover  for  the  patient,  which 
is  simply  a  muslin  bag  large  enough  to  go  down  to  the  shoulders.  A 
round  hole  about  four  inches  in  diameter  is  cut  at  the  level  of  the  mouth. 
This  cap  enables  the  operator  and  the  second  assistant  to  hold  the  head 
without  infecting  their  hands.  It  involves  a  grave  risk  to  handle  instru- 
ments that  go  into  the  lung  after  handling  a  patient's  head. 

Asepsis.  The  author's  early  insistence  (Bib.  269)  upon  strictly 
aseptic  operating-room  technic  in  all  forms  of  peroral  endoscopy,  while 
much  ridiculed  at  the  time,  has  come  to  be  recognized  everywhere  as  quite 
essential  in  a  procedure  which  necessarily  frequently  comes  in  contact 
with  tuberculosis,  pneumonia,  diphtheria,  erysipelas,  lues  and  other  in- 
fectious diseases  and  pyogenic  infections.  It  is  a  matter  of  great  grat- 
ification to  the  author  that  in  fifty  examinations  of  swabs  used  for  wiping 
secretions  from  the  bronchi,  in  no  instance  was  there  found  any  trace 
of  such  epithelial  cells  or  of  such  forms  of  bacteria  as  would  prove  .that 
the  instruments  had  been  in  any  way  contaminated  by  contact  with  the 
mouth.  This  is  worthy  of  note  in  connection  with  the  obtaining  of 
inoculation  material  for  the  production  of  autogenous  vaccines  in  cases 
of  chronic  bronchitis,  etc. 

As  before  pointed  out  (Bib.  269),  it  is  necessary  to  remember  that 
though  the  field  cannot  be  sterilized,  yet  the  patient  is  more  or  less  im- 
mune to  the  organisms  that  he,  himself,  harbors,  while  he  may  be  ex- 
tremely susceptible  to  organisms  introduced  from  another  source,  even 
though  such  newly-introduced  organisms  may  be  morphologically  the 
same.  Bacteria  from  the  patient's  own  skin  and  hair  come  under  the 
class  of  foreign  organisms  when  introduced  into  the  lungs  or  into  the 
blood  and  lymph  channels  in  operative  work.  The  only  way  to  be  cer- 
tain of  avoiding  the  introduction  of  pathogenic  organisms  from  a  previ- 
ous patient,  or  from  any  other  source,  is  to  carry  out  all  the  details  of 
aseptic  operative  technic.  Then  if  a  patient  gets  pneumonia  or  any  other 
infection  the  operator  has  all  the  comfort  of  a  clear  conscience.  A  mask 
should  always  be  worn  by  the  operator  to  protect  both  the  patient  and 
himself  from  infections  that  either  may  unknowingly  have.  It  is  not 
pleasant  to  have  even  uninfective  secretions  coughed  in  one's  face.  Large 
plane  protective  spectacles  should  be  worn  over  the  operator's  eyes  it 
he  does  not  require  corrective  lenses.  The  patient  should  be  covered 
with  a  sterile  gown,  and  a  cap  coming  down  to  the  shoulders  with  a 
hole  in  it  corresponding  in  position  to  the  mouth,  but  larger:  about  10 
cm.  in  diameter.    Assistants,  even  the  one  who  holds  the  head,  and  also 
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the  anesthetist,  if  one  is  needed,  should  put  their  hands  through  the  same 
process  of  steriHzation  as  for  any  surgical  operation.  All  of  the  sterile 
team  should  wear  sterile  caps.  Instruments  should  be  sterilized  by  boil- 
ing, except  the  lamps,  light  carriers,  knives  and  scissors.  These  should 
be  immersed  in  alcohol.  Extra  lamps  should  be  sterilized  so  as  to  be 
ready  if  needed.  Conducting  cords  may  be  wiped  with  alcohol,  but  it 
must  be  strong  alcohol,  because  alcohol  diluted  with  water  may  tem- 
porarily impair  insulation.  Conducting  cords  should  be  covered  with 
close-fitting  rubber  tubing  for  cleanliness. 

UST  OF  INSTRUMENTS. 

The  following  list,  given  as  a  convenient  basis  for  equipment,  has 
been  listed  from  the  author's  armamentarium.  The  essentials  for  ordi- 
nary work  are  marked  with  an  asterisk.  Bougies,  dilators  and  the  like 
are  not  so  marked  because  they  are  not  emergency  instruments ;  though 
they  are  essential  to  the  endoscopist  who  expects  to  deal  with  all  kinds  of 
cases.  Special  instruments  may  need  to  be  devised  for  special 
cases.  The  instruments  listed,  unless  names  are  mentioned,  are  of  the 
author's  design.  These  might  not  suit  others,  and  it  is  better  for  the  en- 
doscopist personally  to  examine  and  select  instruments  that  appeal  to 
him  personally. 

Tubes: 

*  *1  direct  laryngoscope  for  children. 
%    *1  direct  laryngoscope  for  adults. 

*  *1  bronchoscope,  4  mm.  x  30  cm.,  for  children. 

*  *1  bronchoscope,  5  mm.  x  30  cm.,  for  children. 

*"  *1  bronchoscope,  7  mm.  x  10  cm.,  for  adults  and  older  children. 
•►  *1  bronchoscope,  9  mm.  x  40  cm.,  for  adults. 
'  ^    1  esophageal  speculum  for  children. 
••  1  esophageal  speculum  for  adults. 
*1  esophagoscope,  7  mm.  x  45  cm.,  for  children.    (Slanted  end.) 

1  esophagoscope,  8  mm.  x  45  cm.,  for  older  children. 
♦1  esophagoscope,  10  mm.  x  53  cm.,  for  adults.     (Slanted  end.) 
Extra  lamps.    (At  least  1  dozen.) 

Accessories: 

-  *1    bite  block,  McCready-McKee. 

*1  Sajous  laryngeal  cotton  forceps,  long,  full,  curved. 
*1  aspirator  and  tubing  for  both  positive  and  negative  pressure. 
*18  sponge  holders  with  long  screw  collar. 

*1  forceps,  plain  foreign  body  jaws  with  handle  45  cm.  and  60  cm. 
1  forceps,  side  curved,  with  handle  45  cm.  and  60  cm. 
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1  forceps,  with  rotation  jaws  with  handle,  45  cm.  and  GO  cm. 

1  Casselberry's  pin-cutting  forceps. 

*1  laryngeal  tissue   forceps  with  basket  tip. 

*1  Mosher  alligator  forceps. 

1  punch  forceps  with  round  and  triangular  jaws. 

1  guillotine  forceps. 

*1  mechanical  spoon. 

1  bronchoscopic  snare. 

1  esophagoscopic  snare. 

1  Lister  hook.  * 

*1  full-curved  hook. 

1  half-curved  hook. 

2  bronchoscopic  dilators,  large  and  small. 

1  safety-pin  closer. 

*1  steel  measuring  rule,  20  cm.  long. 

2  cautery  electrodes  and  cord. 
1  bent  hook  mouth-aspirator. 

]   laryngeal  dilator,  parallel  blades. 

1   Moshers  esophageal  dilator  for  cardia. 

Bougies  metal  with  silk-woven  ends. 

1  bougies,  double  olive. 

Porcelain  cups  for  local  anesthesia  solutions,  1  with  red  band. 
*vSponges,  a  good  supply  would  be  about  4  dozen  of  each  size. 

4  extra  battery  cords. 
*2  dr}"^  cell  batteries  with  two  circuits  each. 

2  battery  covers. 

1  face  cap  for  patient. 

Tracheotomy  instruments. 

Extra  spectacles  with  large  lenses  to  protect  operator's  eyes. 

Care  of  instruments.  Next  in  importance  to  having  a  well-made 
and  carefully  selected  instrumental  equipment,  is  the  keeping  of  the 
equipment  in  proper  order.  For  this  purpose  the  endoscoi)ist  should  have 
an  instrument  nurse  in  his  own  employ,  or  he  should  look  after  the  care 
himself,  for,  unfortunately,  the  constantly  changing  working- force  in  the 
usual  operating  room  results  in  the  instruments  falling  into  the  hands  of 
a  new  nurse  at  frequent  intervals,  and  alas  too  often  a  pupil-nurse,  who, 
however  competent  to  scrub  and  polish  the  instruments  of  the  general 
surgeon,  will  work  sad  havoc  with  the  endoscopist's  equipment ;  and  con- 
sequently the  next  time  a  bronchoscopy  is  in  order  the  endoscopist  will 
find  his  work  difficult  or  impossible  because  of  forceps  bent  or  corroded, 
small  parts  lost,  tubes  dinged,  canals  choked  with  blood  or  secretions, 
adherent  to  the  inner  walls  and  coagulated  by  boiling.     The  sooner  the 


INSTRUMENTS. 


49 


endoscopist  realizes  that  he  is  simply  a  mechanic  and  that  to  do  good 
work  a  mechanic  must  have  good  tools  kept  in  proper  order,  the  better 
his  residts  will  be.  Otherwise,  he  will  never  obtain  the  high  percentage 
of  successes  of  the  good  mechanic  who  keeps  his  tools  in  good  order. 
To  keep  instruments  in  the  proper  condition  requires  not  only  good  care 
but  very  frequent  careful  inspection,  for  the  frequent  cleansings,  the  tak- 
ing apart  and  putting  together,  the  boiling  as  well  as  the  actual  use  of 
the  instruments,  result  in  deterioration.  This  applies  especially  to  for- 
ceps, which  have  the  heaviest  work  to  do.  and  which  must  necessarily  be 
delicate  in  construction.    The  jaws  at  the  end  of  all  forms  of  tube  for- 


I'^ig.  55.  Manner  of  arranging  sterile  instruments  and  batteries.  The  battery 
li<ls  nre  opened  back  outward  in  opposite  directions,  ibcn  each  is  covered  "ilh  :i 
special  sterile  cover  The  crevice  liclwcen  is  used  to  hold  tubes  which  are  readilv 
identihed  by  their  distal  ends  which  are  always  uppermost.  Laryngoscopes  are  in 
the  battery  lids. 


ceps  are  necessarily  tempered  to  a  spring  temper.  If  the  temper  is  a  lit- 
tle too  high,  or  if  slight  corrosion  has  taken  place,  the  forceps  are  very 
apt  to  break.  This  is  an  exceedingly  embarrassing  accident,  resulting  not 
only  in  the  loss  of  the  foreign  body,  but  in  the  introduction  of  a  fresh 
foreign  body  in  the  form  of  a  lost  part  of  the  instrument.  Consequently 
after  much  use  it  is  wise  to  throw  away  the  slylel  jaws  of  tube  forceps 
anil  replace  them  with  new  ones.  This,  with  careful  in-;i)ection  before 
each  operation,  will  prevent  accidents  and  failures.  After  operation  the 
canal  for  the  light  carrier,  and  in  the  case  of  the  esoph  ago  scope,  the  drain- 
age canal,  should  be  cleaned  first,  by  forcing  cold  water  through  the  canal 
with  the  aspirating  syringe,  and  then  by  pushing  through  a  long  cotton 
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brush  formed  on  wire,  such  as  used  for  cleaning  the  canal  in  the  stem  of 
a  tobacco  pipe.  As  usually  sold  in  the  tobacco  shops  it  is  cut  in  short 
lengths,  but  it  can  be  obtained  from  the  factory  in  coils.  It  is  stiff  enough 
to  be  pushed  through  the  canals,  provided  the  canals  are  always  cleaned 
immediately  after  operation  and  the  secretions  not  permitted  to  stick  in 
the  canal,  either  by  coagulation  or  by  boiling.  Forceps  should  be  taken 
apart  and  the  cannula  cleaned  thoroughly  by  running  cold  water  through 
it.  The  stilette  should  be  cleaned  and  then  polished  with  a  bit  of  emery 
paper  and  carefully  oiled  before  replacing  it  in  the  cannula.  If  the  can- 
nulae  of  forceps  are  made  of  spring-tempered  brass  tubing,  they  are 
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Fig.  56.  Oxygen  tank  stand.  Very  light  and  convenient  to  go  under  the  head 
of  the  operating  table  when  needed  so  as  to  be  out  of  the  way  during  bronchoscopic 
oxygen  insufflation. 

much  less  subject  to  corrosion  than  steel  is  to  rust.  It  is  necessary  to  see 
that  the  sliding  edges  of  the  direct  laryngoscope  are  not  injured  and  that 
the  slide  works  freely  and  comes  away  readily,  unless  as  is  now  done  by 
many  the  oval  laryngoscope  is  used  without  the  slide.  Roughness  of 
tubes  is  readily  detected  by  passing  the  finger  all  over  them.  The  distal 
ends  are  particularly  prone  to  get  little  rough  places.  Rubbing  with  the 
smoothest  quality  of  emery  paper  will  remove  roughness.  Some  of  the 
plating  may  be  thus  removed,  but  the  author  prefers  instruments  not  plat- 
ed anyway,  for  plating  is  apt  to  scale  off.  To  keep  in  order  batteries  of 
the  form  used  by  the  author,  it  is  only  necessary  to  renew  the  dry  cells 
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once  every  three  or  four  months,  whether  used  or  not.  If  care  is  taken 
to  see  that  all  connections  are  screwed  up  tightly,  no  one  should  ever  fail 
for  want  of  current.  Before  sterilizing,  the  cords  and  lamps  should  be 
tested,  the  lamps  being  allowed  to  remain  in  the  light  carriers  which 
are  then  immersed  in  alcohol. 

In  over  three  thousand  endoscopies  neither  Dr.  Patterson  nor  the 
author  has  ever  failed  for  want  of  a  light.  This  has  not  been  a  matter 
of  luck ;  but  rather  a  little  attention  to  see  that  everything  is  right  before 
starting,  and  the  observance  of  a  rule  always  to  have  a  duplicate  in  re- 
serve, precisely  as  is  done  in  all  commercial  lighting  installations  or  in 
the  "dual  ignition"  systems  of  modern  internal  combustion  motors.  This 
is  not  boasting.  It  is  too  trivial  a  matter.  In  fact  the  matter  is  so  very 
trivial  that  few  operators  will  give  the  electric  details  any  attention. 
There  is  no  mystery  about  electric  trouble ;  and  he  who  is  master  of  his 
instrument  and  its  few  and  simple  details  will  always  have  satisfactory 
light.  Violin  strings  are  prone  to  break ;  but  this  does  not  cancel  the  vir- 
tuoso's concert  nor  make  him  resort  to  wire  strings. 


CHAPTER    II. 

Anatomy. 

Anatomical  knowledge  of  the  kind  required  for  bronchoscopy  and 
esophagoscopy  cannot  be  obtained  from  a  book.  The  anatomy  of  the 
tracheo-bronchial  tree  and  of  the  esophagus  was  considered  in  the  au- 
thor's earlier  work.  In  addition  to  the  notes  there  given  the  broncho- 
esophagoscopist  is  advised  to  study  the  anatomy  as  given  in  the  standard 
anatomical  works  and  then  to  pass  the  bronchoscope  and  the  esophago- 
scope  repeatedly  on  the  cadaver  with  the  thorax  opened  to  full  view  in 
order  to  get  in  mind  the  precise  relations  of  the  various  surrounding 
viscera.  As  the  identification  of  landmarks  is  very  much  easier  on  the 
cadaver  because  of  the  stillness  and  the  absence  of  renewal  of  secretions 
once  they  are  removed,  the  bronchoscopist  should  practice  the  identifica- 
tion of  the  bifurcation  and  of  the  orifices  of  the  upper,  middle  and  the 
lower  lobe  bronchi  on  the  right  side,  and  of  the  upper  and  lower  lobe 
bronchi  on  the  left  side.  X'ariations  of  the  endoscopic  appearances  in  the 
tracheo-bronchial  tree  and  in  the  esophagus  were  considered  in  the  earlier 
work  and  will  be  alluded  to  still  further  when  writing  of  the  introduc- 
tion of  the  bronchoscope  and  of  the  esophagoscope.  The  articles  of  Tn- 
gals.  Ikown- Kelly,  Aloshcr,  and  particularly  the  interesting  article  of 
Licbault  (  IJib.  :)-^*n  and  the  very  elaborate  paper  by  Mchnert  (  l>ib.  101) 
arc  well  worthy  of  careful  study.  The  latter  authority  distinguishes  thir- 
teen physiological  constrictions  in  the  esophagus.  For  endoscopic  pur- 
poses only  four  of  these  need  be  considered,  namely,  the  cricoidal,  the 
aortal,  the  bronchial,  and  the  hiatal.  To  these  some  authors  would  add 
the  cardia.  Consideration  of  the  endoscopic  appearances  of  the  four  con- 
strictions mentioned  will  be  alluded  to  in  coimection  with  the  introduction 
of  the  eso])hagoscope.  The  endoscopic  anatomy  of  the  larynx  will  be 
studied  from  the  new  direct  view-point  under  the  heading  of  direct  laryn- 
goscopy and  elsewhere.  The  illustrations  and  even  the  laryngeal  image  of 
the  indirect  method  are  (juite  misleading,  and  we  cannot  obtain  true  di- 
rect image  simply  by  inverting  a  drawing  of  the  indirect  image. 
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Preparation  of  the  Patient  for  Peroral  Endoscopy. 

The  suggestions  of  the  author  in  the  earUer  volume  in  regard  to  pre- 
paration of  the  patient,  as  for  any  operation  by  a  bath,  laxative,  etc.,  and 
especially  by  special  cleansing  of  the  mouth  with  25  per  cent  alcohol 
have  received  general  endorsement.     Artificial  dentures   should  be   re- 
moved.   Even  if  no  anesthetic  is  to  be  used,  the  patient  should  be  fasted 
for  fi\G  hours  if  possible,  even  for  direct  laryngoscopy  in  order  to  fore- 
stall vomiting.     Except  in  emergency  cases  every  patient  should  be  gone 
over  by  an  internist  for  organic  disease  in  any  form.     If  an  endolaryn- 
geal  operation  is  needed  by  a  nephritic,  preparatory  treatment  may  pre- 
vent  lar>'ngeal   edema   or  other   complications.      Hemophilia   should   be 
thought   of.     It   is  quite  common    for   the   first   symptom   of  an  aortic 
aneurysm  to  be  an  impaired  power  to  swallow  or  the  lodgment  of  a 
bolus  of  meat  or  other  foreign  lx)dy.     If  aneurysm  is  present  and  esoph- 
agoscopy  is  necessary,  as  it   always   is  in   foreign   lx)dy   cases,   "to   be 
forewarned  is  to  be  forearmed."     Pulmonary  tuberculosis  is  often  un- 
suspected in  very  young  children.     There  is  great  danger  from  tracheal 
pressure   by   an   esophageal    diverticulum   or    dilatation    distended    with 
food ;  or  the  food  may  be     regurgitated  and  aspirated  into  the  larynx 
and  trachea.     Therefore,  in  all  esophageal  cases  the  esophagus  should 
be  emptied  by   regurgitation  induced  by  titillating  the   fauces  with  the 
finger  after  swallowing  a  tumblerful  of  water,  pressure  on  the  neck,  etc. 
Aspiration  will  succeed  in  some  cases.     In  others  it  is  absolutely  neces- 
sary to  remove  the  food  with  the  esophagoscope.     If  the  aspirating  tube 
becomes  clogged  by  solid  food,  the  method  of  swab  aspiration  mentioned 
under  bronchoscopy  will  succeed.     Of  course  there  is  usually  no  cough 
to  aid.  but  the  involuntary  abdominal  and  thoracic  compression  helps. 
Should  a  patient  arrive  in  a  serious  state  of  water-hunger,  as  explained 
under  **Contraindications  to  Esophagoscopy,"  the  patient  must  be  given 
water  by  hypodermoclysis  and  enteroclysis,  as  part  of  the  preparation 
and  if  necessary  the  endoscopy,  except  in  dyspneic  cases,  must  be  de- 
layed until  the  danger  of  water-starvation  is  past. 

Every  patient  should  be  examined  by  indirect,  mirror  laryngoscopy 
as  a  preliminary  to  peroral  endoscopy  for  any  purpose  whatsoever ;  and 
it  becomes  doubly  necessary  in  cases  that  are  to  be  anesthetized  as  ex- 
plained in  the  beginning  of  the  chapter  on  direct  laryngoscopy. 


CHAPTER    IV. 

Anesthesia  for  Peroral  Endoscopy. 

While  it  is  impossible  to  lay  down  any  hard  and  fast  rules  for  anes- 
thesia in  tube  work,  yet  the  time  has  arrived  when  we  may  formulate 
a  few  general  principles  from  which  deviation  can  be  made  to  suit  the 
particular  case  or  the  operator's  personal  equation.  The  herein  given 
rules  were  submitted  by  the  author  for  discussion  at  a  meeting  of  the 
American  Laryngological  Association.* 

In  the  very  interesting  and  extensive  discussion  which  followed, 
the  conclusions  were  endorsed  in  the  main.  Particular  emphasis  was 
placed  upon  the  statement  that  the  personal  equation  of  the  operator  and 
of  the  particular  case  should  govern  the  question  as  to  whether  general, 
local,  or  no  anesthetic  at  all  is  to  be  used. 

Total  abolition  of  the  cough-reflex  should  only  be  for  short  periods. 
The  facile  operator  will  do  good  work  in  many  cases  in  spite  of  a  mod- 
erate degree  of  cough.  After  a  short  period  of  tubal  contact  in  bronchos- 
copy, coughing  lessens  and  often  practically  ceases,  especially  in  infants. 
Following  the  general  rule  in  surger}^  an  anesthetic  should  never  be  used 
at  all  unless  necessary;  never  in  greater  quantity  than  the  needed  mini- 
mum. In  general  surgery,  anesthesia  is  required  for  three  purposes: 
(1)  The  obtunding  of  pain  (really  analgesia)  ;  (2)  the  abolition  of  re- 
flexes (relaxation),  and  (3)  for  psychic  effect  (mainly  abolition  of  ap- 
prehension). For  peroral  endoscopy,  analgesia  is  not  required,  for  the 
pain  in  careful  work  is  exceedingly  slight;  but  anesthesia  for  the  lessen- 
ing of  the  reflexes  and  for  the  lessening  of  the  apprehension  which  in- 
tensifies the  reflexes,  is  necessary  under  certain  circumstances.  These 
reflexes  are  manifested  by  spasmodic  action  of  certain  muscular  systems, 
chiefly  those  of  vomiturition  and  coughing.  In  so  far  as  these  may  be 
excited  by  mucosal  contact  they  may  be  controlled  by  local  anesthesia 
alone ;  for,  of  course,  local  anesthesia  is  purely  and  simply  mucosal  anes- 

•Proceedings  Amer.  Laryngol.  Association,  1912,  p.  88. 
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thesia.  Muscular  contractions,  as  well  as  pain,  resulting  from  psychic 
mechanism,  or  traction  upon  tissues  remote  from  the  mucosa  can  only 
be  controlled  by  deep  general  anesthesia,  or  to  a  less  degree,  by  the  con- 
trol of  the  patient's  mental  state  by  the  personality  of  the  operator.  The 
degree  of  this  control  varies  widely  with  the  personal  equation  of  the 
operator  as  well  as  of  the  patient.  The  operator  who  can  keep  his  pa- 
tient free  from  apprehension  and  who  can  keep  his  patient's  mind  fixed 
on  the  task  of  breathing  slowly,  deeply,  and  regularly  will  get  along 
without  any  anesthetic  and  do  better  work  than  another  operator  imder 
profound  general  anesthesia.  As  Briinings  has  pointed  out,  the  operator 
who  is  not  sufficiently  practiced  to  pass  the  tubes  without  general  anes- 
thesia is  not  justified  in  using  general  anesthesia  to  overcome  faults  in 
technic. 

Anesthesia  for  esophagoscopy.  1.  For  foreign  bodies,  no  anes- 
thetic is  needed  in  either  adults  or  children,  except  in  case  of  very  large 
and  sharp  foreign  bodies,  wherein  the  relaxation  of  the  esophageal  mus- 
culature, by  deep  general  anesthesia,  will  obviate  the  trauma  incident  to 
the  withdrawal  of  the  intruder  through  a  spasmodically  constricted 
lumen. 

2.  In  case  of  a  sharp  foreign  body  threatening  perforation,  espe- 
cially open  safety-pins,  it  is  safer  to  abolish  antiperistalsis  by  deep  gen- 
eral anesthesia. 

3.  In  cases  of  suspected  esophagismus  and  '"cardiospasm,"  the  spas- 
modic element  can  be  entirely  eliminated  by  deep  general  anesthesia. 

4.  In  case  of  large  foreign  bodies,  general  anesthesia  adds  enor- 
mously to  the  danger  of  respiratory  arrest  from  pressure  of  the  foreign 
body  on  the  trachea  and  on  the  peripheral  nervous  respiratory  mechanism. 

5.  The  use  of  a  general  anesthetic  will  greatly  lessen  the  need  for 
skill  in  the  introduction  of  the  esophagoscope ;  but  such  use  is  utterly  un- 
justifiable. 

6.  Local  anesthesia  is  needless  for  esophagoscopy.  If  used  at  all, 
it  should  be  applied  only  to  the  laryngo-pharynx,  never  to  the  esophagus. 

Anesthesia  for  direct  laryngoscopy.  1.  For  diagnosis.  In  infants 
and  children,  no  anesthetic  whatever  in  any  case.  In  adults  who  tolerate 
indirect  laryngoscopy  well,  no  anesthetic,  general  or  local,  is  needed. 

2.  Foreign  bodies.  In  infants  and  children,  no  anesthesia,  general 
or  local. 

3.  For  the  removal  of  foreign  bodies  from  the  larynx,  both  local 
and  general  anesthesia  should  be  avoided,  lest  their  application  lead  to 
dislodgment  of  the  intruder. 

4.  For  papillomata  in  children,  no  anesthetic,  general  or  local,  is 
needed.  In  adults,,  local  anesthesia  is  usually  necessary  for  accurate 
work  in  removing  specimens  or  entire  neoplasms  of  any  kind. 
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5.  In  a  few  adults,  intolerant  and  uncontrollable  general  excitability, 
and  in  some  cases  of  hysteria  a  general  anesthetic  may  be  necessary  for 
accurate  work  in  the  removal  of  laryngeal  neoplasms;  but  such  cases  are 
exceedingly  rare. 

Oral  bronchoscopy.  1.  For  diagnosis,  in  children,  no  anesthesia, 
general  or  local :  in  adults,  local  anesthesia  of  the  trachea  and  bronchi,  as 
well  as  of  the  larynx  will  be  needed. 

2.  For  foreign  bodies  in  the  trachea  and  bronchi  of  infants  and 
small  children  no  anesthetic,  general  or  local,  is  needed,  except  possibly 
in  very  complicated  removals,  such  as  in  case  of  oi)en  safety-pins.  For- 
eign bodies  in  the  trachea  and  bronchi  of  adults  can  often  be  removed 
without  any  anesthesia,  general  or  local ;  but  in  most  cases  local  anes- 
thesia is  needed,  (icneral  anesthesia  is  needed  only  in  complicated  cases 
where  there  is  a  stricture  to  dilate  to  reach  the  foreign  body,  or  where 
the  mechanical  problem  of  removal  is  complex,  or  where  the  cough 
threatens  to  cause  perforation. 

'K  For  the  after-treatment  of  stricture  local  anesthesia  is  sufficient, 
and  in  some  cases  none  is  needed,  because  tolerance  to  manipulation  be- 
comes established  after  repeated  passage  of  the  instruments. 

Trachcotomic  bronchoscopy.  If  lower  bronchoscopy  is  ever  justi- 
fiable, it  is  only  so  in  cases  with  extremely  severe  dyspnea,  and  even  in 
such  cases  the  facile  operator  will  slip  in  a  bronchoscope,  through  which, 
with  the  aid  of  amyl  nitrite  and  oxygen,  artificial  respiratory  aid  can  be 
supplied  with  greater  facility  than  through  a  tracheotomy  wound.  Should 
the  bronchoscopist  prefer  tracheotomy  it  never  need  be  done  under  gen- 
eral anesthesia :  and  in  a  dyspneic  case  general  anesthesia  is  utterly  un- 
justfiable  because  as  soon  as  anesthesia  begins,  respiration  ceases,  owing 
to  the  loss  of  the  aid  of  the  accessory  respiratory  musculature.  Cocaniza- 
lion  of  the  trachea  and  bronchi  niav  be  used  for  trachcotomic  bronchos- 
copy  in  adults ;  no  general  anesthetic  is  necessary. 

General  rules  for  local  anesthesia.  Anesthetic  adjuncts,  such  as 
adrenalin,  antipyrin,  and  various  synthetic  compounds,  the  author  has 
never  used  ;  consecjuently.  he  cannot  formulate  any  rules,  even  in  a  sug- 
gestive way.  and  he  is  compelled  to  rely  upon  Drs.  Ingals.  Coolidge,  May- 
er, Mosher.  W'inslow,  ^'ankauer,  Casselberry.  and  other  eminent  co- 
workers to  supply  the  deficiency.  Doubtless,  adrenalin  by  the  ischemia 
which  it  induces,  increases  anesthesia  and  also  prolongs  it  by  slowing 
the  c^rrying-away  of  the  cocaine  by  the  blood.  Uromides  in  large 
closes,  some  hours  beforehand,  as  suggested  to  the  author  by  Dr.  Frank 
D.  Sanger,  of  Baltimore,  have  a  marked  effect  in  lessening  cough  re- 
Ilex  and  lessening  the  amount  of  C(X\'iine  needed.  Morphine  has  this  also, 
but  its  use  is  objectionable  because  of  after-nausea  ;  and  in  cases  where 


ANKSTIIKSIA  I'OU  PKRORAL  ENDOSCOPY.  57 

repeated  sittings  are  necessary,  there  is  risk  of  drug  habit.  Heroin  is  an 
adjunct  useful  in  some  cases.  None  of  these  antibechics  should  be  used 
in  such  large  doses  as  to  abolish  the  cough-reflex  for  a  long  time  be- 
cause, as  the  author  has  frequently  pointed  out,  the  cough-reflex  is  the 
watchdog  of  the  lungs,  quickly  ridding  the  lungs  of  irritative  and  infective 
materials 

For  esophagoscopy,  local  anesthesia  is  needless.  If  used  at  all,  its 
application  should  be  limited  to  the  epiglottis  and  laryngo-phar}mx  (not 
hypo-pharynx).  The  esophagus  is  insensitive  as  anyone  may  determine 
for  himself  by  swallowing  very  hot  coffee.  After  the  pharynx  is  passed 
the  burning  sensation  ceases,  though  sometimes  it  is  felt  again  slightly 
when  the  stomach  is  reached. 

RULKS  rOR  TIfK  USK  OV  COCAINK. 

(1)  Cocaine  should  never  be  used  in  infants  or  small  children. 

(2)  Its  use  should  be  avoided,  if  possible,  in  all  cases,  such  as 
cases  of  papillomata,  in  which  frecjuent  sittings  are  necessary. 

(3)  The  patient  should  never  know  the  name  of  the  drug. 

(4)  The  amount  used  should  be  the  minimum  as  to 

(a)  Strength  of  solution. 

(b)  Quantity  of  solution. 

(c)  Mucosal  area  touched. 

Hence,  only  certain  highly  sensitive  areas  should  be  touched  with 
the  stronger  solutions ;  the  less  sensitive  areas  receiving  only  the  weaker 
solutions,  either  by  direct  application  or  by  the  incidental  flow  over  the 
moist  mucosal  surface  following  the  application  of  the  stronger  solutions 
to  the  highly  sensitive  areas. 

(5)  Solutions  may  be  applied  by 

(a)  Spray. 

(b)  Syringe. 

(c)  Painting  syringe  (Briinings). 

(d)  Applicator   carrying  cotton  or  gauze  saturated,  but  not 
dripping,  with  solution. 

Preference  should  be  given  to  either  or  both  of  the  last  two  methods 
as  being  more  precise.  The  spray  is  useful,  if  the  operator  desires  to  use 
any  anesthetic  at  all  in  cases  of  foreign  body  in  the  larynx,  as  a  spray  is 
much  less  liable  to  displace  the  intruder  than  a  swab;  but  for  this  very 
reason  any  form  of  anesthesia  had  better  be  omitted  in  cases  of  laryn- 
geally  lodged  foreign  bodies. 

(6)  The  stomach  should  always  be  empty,  not  only  because  the 
tendency  to  vomiturition  and  vomiting  are  thus  lessened ;  but  because,  as 
proven  by  Briinings,  absorption  of  cocaine  is  thus  lessened. 
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cr   autho/s  techmc  for  local  anesthesia.    The  author  has  two  por- 
celair-i.       j  a.rs,  thick  and  hea\'y,  though  small,  i  about  2  c.  c.)  carried  with 
the   ^""^^^^trumentarium.     In  one.  an  S  per  cent  cocaine  solution  is  freshly 
prep^^:x-^cl,  and  in  the  other  a  20  per  cent  solution.    The  latter  is  known 
by  ^       ^x*^cl  band  around  the  jar,  burned  into  the  porcelain.  Fig.  43.     This 
solvit  "m.  ^z^xi  is  used  only  with  extreme  caution  and  in  small  quantity.     In  no 
cases      ^i^re  the  jars  refilled,  hence  the  total  quantity  is  always  limited ;  and, 
ot    cic::>xarse,  most  of  it  is  thrown  away  in  the  swabs  and  escapes  with  the 
seer*  ^t ions,  so  that  only  a  ver\-  small  portion  of  the  solutions  is  absorbed 
by     ^Vie   patient.    Used  in  this  way.  the  author  has  never  had  a  serious 
syim.p>tom.    This  method  was  adopted  after  the  death  of  a  child  in  rhyth- 
rn\<r ..    symmetrical  convulsions  one  hour  after  the  removal  of  a  papilloma 
i>t      t\ic  larynx  under  cocaine  anesthesia.     He  has  never,  however,  used 
d>-cume  in  children  since,  and  never  will.    All  of  his  endoscopy  on  chil- 
i\tim\  under  seven  years  of  age  is  done  without  any  anesthetic,  general  or 
\<>cal.  except  in  a  very  few  cases  of  complicated  foreign-body  extractions, 
Huch  as  the  closure  of  safety-pins.     The  author's  method  of  application 
for  h)cal  anostliosia  is  as  follows:     With  a  dossil  of  cotton  held  in  a 
Sajous  larvn^oal  forceps,  the  lar>ngo-phar}'nx  is  swabbed  with  an  8  per 
rrnt  solnlion  of  cocaine,  bv  sense  of  touch,  without  a  mirror.    After  two 
minutes'  wait,  the  laryngv>scope  is  introduced,  and  the  anterior  and  pos- 
terior surfaces  of  tlie  epiglottis  are  painted  with  a  small  gauze  sponge 
(  Imj;.  Vi  )  sat\iratcd  with  the  20  per  cent  cocaine  solution  and  carried  in 
vvitii  a  s|»on^e  lu)ldcr  (Fig.  25).     A  fresh  sponge  is  saturated  and  car- 
\\vk\  \\\VKA\y}\  the  ijlottis  and  down  the  trachea.     After  a  two  minutes' 
wail,  the  l>rt)nclu>scopc  is  introduced  if  desired  and  deeper  applications 
inadf  \\s  nni'ssarv.    The  posterior  tracheal  wall  and  the  neighborhood  of 
the  liilurcatit»n  are  the  sources  of  much  reflex-cough,  and  the  bronchus 
In   lie  enleied   may   need  an  application;  but  the  skillful  operator  will 
nlleii   ihspense  with  local  anesthesia  after  the  first  application,  as  the 
t  nni'l»  u'tle\   in  inanv   instances  soon  ceases  to  be  troublesome,  and   a 
MMtiiin  ainnunt  ot  cough  need  not  interfere  with  work.     In  case  of  im- 
pai  le<l  lort'ij^Mi  bodies,  it  is  of  advantage  to  hold  the  swab  in  contact  with 
I  he  '.11111)1111(1111^  tissues  for  about  half  a  minute. 

Tn  Imic  of  ijcneral  anesthesia.  For  esophagoscopy  and  gastroscopy, 
ether  or  chloroform  mav  be  started  by  the  usual  method  and  continued 
bv  iliojiping  upon  a  folded  bit  of  gauze,  several  layers  thick,  laid  over 
till-  iiiouth  after  the  tube  is  introduced.  Undoubtedly,  there  is  a  remote 
ihU  I  lorn  tlie  jiiflaniniability  of  ether,  w^hich  is  too  often  forgotten. 

I'oi  tia<  h«'o  l>ro!i(hosco])y,  ether  or  chloroform  may  be  started  in  the 
ii-Uiil  way  and  <  (>!iiinued  by  holding  a  gauze  sponge  with  a  hemostat  in 
honl  ol   iIm-  \\\\h',  though  this  means  frequent  interruption  of  the  work 
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as  well  as  of  the  anesthetic.  So  far  as  interruptions  of  the  anesthetic  are 
concerned,  they  are,  in  the  author's  opinion,  factors  of  safety,  if  care  be 
taken  to  avoid  excessively  deepening  the  anesthesia  to  prolong  the  inter- 
val. Or,  after  starting  in  the  usual  way,  chloroform  and  ether  may  be 
continued  by  means  of  the  Buchanan  attachment  (Fig.  17)  directly  to 
the  bronchoscopic  tube,  care  being  taken  carefully  to  time  the  insuffla- 
tions properly  in  relation  to  inspiration.  It  is  preferable  to  start  with 
ether  and  continue  with  chloroform,  which  is  relatively  quite  safe  after 
the  stimulant  effects  of  ether  are  established. 

ADDITIONAL  NOTES  ON  GENERAL  ANESTHESIA  FOR  PERORAL  ENDOSCOPY. 

The  foregoing  is  reprinted  here  exactly  as  presented  and  discussed 
at  the  meeting  mentioned.  The  following  observations  may  be  added 
and  some  points  may  be  emphasized. 

A  serious  error  has  crept  into  medical  literature  in  regard  to  an- 
esthesia for  direct  laryngoscopy,  and  unfortunately,  error  in  medical  lit- 
erature persists  and  is  handed  down  from  author  to  author  long  after 
men  doing  the  work  realize  the  error.  The  statement  has  been  repeatedly 
made  that  general  anesthesia  is  necessary  for  direct  laryngoscopy  in 
children.  Nothing  could  be  farther  from  the  truth,  because  in  children, 
no  anesthetic,  general  or  local,  is  required  in  any  case  for  direct  laryn- 
goscopy. In  certain  adults  with  short,  thick  necks  and  of  a  very  muscu- 
lar type,  with  engorged  irritable  throats  it  requires  a  high  degree  of  skill 
to  do  accurate  work  by  direct  laryngoscopy,  even  with  local  anesthesia. 
In  such  cases  there  is  ample  justification  for  the  beginner  to  use  a  general 
anesthetic,  provided  there  is  no  dyspnea  and  no  obstruction  in  the  larynx. 
But  in  children,  no  one  is  worthy  of  the  name  of  direct  laryngoscopist  if 
he  cannot  examine  the  larynx  of  any  child  without  any  anesthetic,  gen- 
eral or  local.  Children  with  papillomata  are  quite  likely  to  die  on  the 
tabic  if  a  general  anesthetic  be  given,  unless  the  operator  is  exceedingly 
prompt  with  a  bronchoscopic  oxygen  insufflation,  or  a  prompt  tracheot- 
omy with  insufflation  of  amyl  nitrite  and  oxygen. 

In  the  case  of  a  combative  child  who  is  also  dyspneic  it  must  be 
remembered  that  compelling  the  child  to  undergo  the  anesthetic  will  be 
even  more  than  usually  dangerous,  for  dyspnea  is  always  increased  by 
exertion.  If  a  struggle  on  the  part  of  the  patient  ends  in  succumbing  to 
the  anesthetic  the  danger  is  so  great  that  only  quick  work  will  save  the 
child.  If  on  the  other  hand  the  struggle  had  ended  with  the  insertion  of 
a  bronchoscope  instead  of  the  administration  of  an  anesthetic,  the  child 
would  be  safe  at  the  end  of  the  struggle  instead  of  moribund. 

The  author  has  never  seen  a  case  of  arrested  respiration  by  pres- 
sure on,  or  irritation  of,  the  peripheral  nervous  respiratory  mechanism. 


no 
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such  as  the  so-called  "vagus  reflex."  Such  arrest  is,  in  his  opinion,  al- 
ways due  to  occlusion  of  the  air  passages,  iox  the  following  reasons. 
Respiratory  arrest  never  occurs  in  work  without  anesthesia  unless  the 
air  passages  are  occluded  until  the  patient  asphyxiates.  On  the  other 
hand,  when  apnea  vera  has  occurred  in  the  cases  that  have  come  to  the 
writer's  knowledge,  it  has  always  been  under  deep  anesthesia,  when,  of 
all  times,  the  patient  should  be  less  susceptible  to  reflex  arrest  of  res- 
piration by  presence  of  the  endoscopic  tube.  Therefore,  the  author  be- 
lieves that  the  occasionally  given  "vagus  reflex''  as  a  cause  of  death  in 
esophagoscopy  or  "laryngeal  reflex"  in  bronchoscopy,  are  unwarranted 
by  the  facts. 

Angiomata,  edematous  polyps,  and  a  few  vascular  growths  will  shrink 
so  completely  under  cocaine  as  to  render  accurate  removal  impossible. 
When  this  is  found  to  be  the  case  a  general  anesthetic  will  be  necessary. 

Small  grow^ths  projecting  from  the  ventricle  in  adults  may  be  very 
readily  hidden  by  the  over-riding  projection  of  the  ventricular  band. 
This  projection  is  very  much  more  pronounced  under  even  thorough 
anesthetization  by  local  means,  so  that  unless  extremely  expert,  the 
operator  will  require  the  use  of  general  anesthesia,  which  has  the  effect  of 
lessening  very  much  the  projection  of  the  ventricular  band.  Esophagos- 
coi)y  upon  the  struggling,  resistant  patient  whose  pharyngoesophageal 
musculature  is  in  a  state  of  spasm,  is,  in  the  hands  of  the  less  skillful, 
not  without  risk  unless  care  is  exercised.  The  skillful  esophagoscopist 
will  do  it  without  the  slightest  danger.  The  ordinary  risks  of  anesthesia 
are  very  much  enhanced  by  risks  of  respiratory  arrest,  be  this  from 
reflex  inhibition  or  mechanical  obstruction  of  the  trachea  from  the  bulk 
of  the  tube  or  of  the  foreign  body  or  both,  or  from  other  causes.  Spas- 
tic conditions  of  the  hypo-pharyngeal  and  esophageal  musculature, 
whether  from  the  presence  of  a  foreign  body  or  other  causes,  are  com- 
l)letely  relaxed  by  general  anesthesia.  For  esophagoscopy  the  author 
would  advise,  if  any  anesthesia  is  desired,  ether  insufflation  with  the 
Elsberg  apparatus  (Fig.  57)  because  it  introduces  an  element  of  safety 
which  has  never  pertained  to  esophagoscopy  under  general  anesthesia 
before,  except  in  the  hands  of  the  most  skillful.  As  elsewhere  men- 
tioned, there  have  been  in  the  ])ractice  of  various  operators  a  number  of 
deaths  on  the  table  from  arrest  of  respiration  during  esophagoscopy  un- 
der general  anesthesia.  This  occurred  especially  in  foreign-body  cases 
where  the  bulk  of  the  tube  and  the  bulk  of  the  foreign  body  together  com- 
l)ressed  the  trachea  when  the  esophagoscope  over-rode  the  foreign  body. 
The  author  is  not  prepared  to  advocate  the  Elsberg  anesthesia,  or  any  oth- 
er method,  to  overcome  the  faults  of  technic  in  esophagoscopy ;  but  it  cer- 
tainly insures  safety,  so  far  as  respiratory  arrest  is  concerned,  to  have 
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a  silk  woven  catheter  in  the  trachea  insuring  the  supplying  of  air  to 
the  lungs,  and  assuring  the  impossibiUty  of  complete  obhteration  of  the 
tracheal  lumen,  for  enough  lumen  must  exist  at  both  sides  of  the  tube 
to  permit  the  return-flow  of  air.  The  author  does  not  hesitate  to  say  to 
those  who  wish  to  use  general  anesthesia  for  esopliagoscopy  that  a  death 
on  the  table  is  practically  impossible  with  ether  insufflation.  Of  course, 
the  presence  of  the  catheter  in  the  trachea  would  render  possible  trauma 
by  the  tube  mouth,  but  only  by  the  grossest  technical  faultiness. 

In  many  cases  of  foreign  body  in  the  esophagus,  the  foreign  body 
is  prevented  from  going  downward  by  muscular  contractions.  There- 
fore, if  a  general  anesthetic  is  given,  the  relaxation  of  this  clonic  con- 
traction by  the  anesthetic  permits  the  foreign  body  to  escape  downward. 
The  author  believes  this  to  be  one  of  the  reasons  why  it  has  so  rarely 
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Fig.  57.     r.lsljcrt!  apparatus   for  imrairacheal  i 


happened  in  the  Pillsburgh  Clinic  that  a  foreign  body  has  been  lost 
downward.  In  the  absence  of  anesthesia,  the  presence  of  the  tube  ex- 
cites still  greater  spasmodic  contractions  of  the  esophageal  wall  and  the 
foreign  body  is  held  all  the  more  tightly,  which  gives  the  operator  a 
good  chance  to  approach  it  with  the  tube  and  seize  it  with  the  forceps. 
Out  of  20*;  cases,  only  S  went  down,  and  of  these,  only  ;(  went  down 
after  the  commencement  of  the  e soph agos copy.  Of  the  3.  2  were  under 
general  anesthesia,  which  leaves  but  a  single  case  where  a  foreign  body 
escaped  downward  during  esophagoscopy  without  anesthesia,  general  or 
local. 

In  the  last  ll»7  bronchoscopies  and  e  soph  agos  co]  lies  for  foreign  bodies 
in  children  under  a  years  of  age,  done  in  the  Pittsburgh  Clinic,  no  an- 
esthetic, general  or  local,  has  been  used.  A  number  of  adolescent  and 
adult  cases  have  been   done  also  without  anesthesia,  general  or  local. 
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after  bronchoscopy,  which,  by  the  way,  always  have  occurred  in  cases 
in  which  an  anesthetic  had  been  given,  were  probably  due  to  paralysis 
of  the  respiratory  center  by  the  combined  toxic  action  of  the  chloroform 
with  morphine  or  with  codein.  Atropin  counteracts  the  effect  of  mor- 
phine to  some  extent  in  this  direction,  but  it  would  seem  that  to  give 
chlorofoma,  codeine,  cocaine,  adrenalin,  morphine  and  atropine  is  loading 
up  the  organism  with  a  great  many  drugs.  In  the  case  of  children  it  is 
an  utterly  needless  lot  of  drugs,  as  any  one  will  admit  who  has  seen 
bronchoscopy  in  children  without  anesthesia,  general  or  local.  In  ado- 
lescents, morphine  may  be  used  in  conjunction  with  ether  or  the  usual 


Fig.  58.    Schema  illustrating  the  method  of  hyoid  bone  elevation  to  free  the 
air  passages  during  general  anesthesia. 


morphine  and  atropine  hypodermic  combination  may  be  used,  though  in 
uncomplicated  cases  no  anesthetic  is  necessary.  In  adults  this  combina- 
tion is  useful  especially  in  difficult  foreign-body  cases.  The  use  of 
atropine  as  advocated  by  Ingals  to  lessen  secretions  during  bronchoscopy, 
not  only  checks  secretions  but  is  a  valuable  stimulant  to  both  the  cardiac 
and  respiratory  centers,  so  that  it  would  seem  to  be  advantageous  from 
a  number  of  points  of  view.    The  safety  of  scopolamine  is  unproven. 

When  using  general   anesthesia  and  the  patient  does  not  take   it 
well,  the  best  thing  to  do  is  promptly  to  insert  a  silk-woven  catheter  and 
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proceed  with  the  anesthesia  by  ether  insufflation  with  the  Elsberg  or 
similar  apparatus.  If  for  any  reason  this  is  considered  undesirable  or 
the  apparatus  is  not  at  hand,  the  breathing  may  be  promptly  cleared  by 
hyoid-bone  elevation,  using  either  the  direct  laryngoscope  or  the  fore- 
finger, Fig.  58,  as  described  by  Dr.  Ellen  J.  Patterson  (Bib.  429),  the 
head  being  forced  into  extreme  extension.  This  extension  of  itself  will 
usually  clear  the  airway  as  shown  by  Hobart  A.  Hare. 

An  interesting  case  of  tracheal  obstruction  by  an  aneurysmal  com- 
pression, plus  a  small  mass  of  mucus  is  reported  by  Pratt  (Bib.  43G). 
During  anesthesia  the  patient  became  cyanotic  in  spite  of  violent  respira- 
tory muscular  activity.  Insertion  of  an  intratracheal  tube  gave  immediate 
relief.  No  case  of  paralysis  of  the  larynx,  even  if  only  monolateral,  should 
be  given  a  general  anesthetic  except  by  intratracheal  insufflation.  If  this 
cannot  be  arranged,  the  patient  should  be  tracheotomized.  Hence,  every 
adult  patient  should  be  examined  with  the  throat  mirror  before  anesthesia, 
and  the  necessity  becomes  doubly  imperative  before  goitre  operations.  A 
number  of  fatalities  have  occurred  from  neglect  of  this  precaution. 

Davis  reports  the  use  of  the  intra-muscular  injection  of  ether  into 
the  buttock  of  a  child  primarily  rendered  unconscious  by  ethylchlorid. 

Joseph  A.  Stucky  and  William  Stucky  have  used  rectal  ether  anes- 
thesia with  excellent  results. 

ADDITIONAL   NOTKS  ON   LOCAL   ANESTHESIA. 

If  local  anesthesia  be  used  in  children,  the  author  urges  care  and 
gentleness  in  its  application  especially  to  the  subglottic  region  of  children. 
For  direct  laryngoscopy. in  adults,  some  endoscopists  have  proposed  in- 
jecting an  anesthetic  solution  with  a  syringe  armed  with  a  hypodermic 
needle  into  the  laryngeal  tissue.  This  the  author  believes  to  be  unneces- 
sary as  contact  anesthesia  will  suffice  for  all  cases  if  the  patient*s 
eyes  are  covered  and  the  operator  can  ge^t  the  patient  to  ^x  his  attention 
on  deep  breathing.  Some  very  apprehensive  patients  will  anticipate  cough 
at  the  contact  of  the  instrument  and  will  cough  semi-voluntarily  in  the 
absence  of  a  true  reflex,  if  they  are  allowed  to  see  the  instrument  enter 
through  the  speculum.  If  it  is  desired  to  anesthetize  locally  for  esophagos- 
copy  the  best  method  is  to  make  a  preliminary  application  of  an  8  per 
cent  solution  over  the  epiglottis  and  into  the  lar)^ngophar}'nx  with  cotton 
on  the  Sajous'  applicator.  Then  either  the  laryngeal  or  the  esophageal 
speculum  is  passed  and  the  right  pyriform  sinus  is  swabbed  once  with  a 
20  per  cent  solution  on  a  gauze  sponge  held  in  a  straight  sponge-holder 
and  allowed  to  remain  for  about  a  minute.  Examination  may  begin  one 
minute  later.  Cocaine  tablets  may  be  sterilized  by  placing  a  formalde- 
hyde pastille  in  the  bottom  of  a  bottle  in  which  the  tablets  are  kept. 
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Anesthesia  for  the  use  of  the  esophageal  speculum.  For  the  use  of 
the  esophageal  speculum,  local  anesthesia  is  not  necessary,  but  lessens 
the  slight  discomfort.  General  anesthesia  is  not  necessar>%  but  if  deep, 
aflfords  a  very  much  better  view  of  the  upper  end  of  the  esophagus  be- 
cause it  prevents  spasm  of  the  inferior  constrictor  and  of  the  esophageal 
musculature  in  general.  The  author's  custom,  however,  is  to  use  no 
anesthesia,  general  or  local,  in  either  adults  or  children.  For  local 
anesthetization,  the  method  just  given  for  esophagoscopy  may  be  used. 

For  gastroscopy,  no  anesthetic,  general  or  local,  is  needed  to  enable 
the  skillful  esophagoscopist  to  put  the  gastroscope  into  the  stomach ;  but 
once  there,  in  the  absence  of  the  complete  relaxation  of  general  anesthesia, 
the  gastroscope  remains  fixed  because  of  the  muscular  activity  of  the 
diaphragmatic  musculature.  To  gain  full  relaxation  of  this  musculature 
and  of  the  abdominal  wall,  in  order  that  the  gastroscope  may  be  freely 
movable,  profound  anesthesia  is  essential.  Intratracheal  ether  insuffla- 
tion is  most  convenient. 

ANESTHETIZING  A  TRACHEOTOMIZED   PATIENT. 

Xo  hesitation  need  be  felt  in  giving  a  general  anesthetic  to  a  trache- 
otomized  patient  so  far  as  the  tracheotomic  wound  is  concerned.  Such 
a  patient  is  far  safer  than  one  not  tracheotomized  and  there  is  no  trouble 
with  the  tongue  or  the  tissues  attached  to  the  hyoid  bone  falling  back- 
ward and  downward  obstructing  breathing.  They  take  the  anesthetic 
quietly.  It  has  been  necessary  many  times  for  Dr.  Patterson  to  remove 
tonsils  from  patients  under  treatment  for  laryngeal  stenosis.  In  every 
instance  the  patient  went  under  ether  quietly  and  was  kept  fully  under 
until  the  operation  was  completed,  all  vessels  twisted  and  oozing  stopped. 

The  technic  is  simple.  A  fold  of  gauze  is  laid  over  the  tracheotomy 
cannula  and,  if  the  laryngeal  stenosis  is  not  complete,  another  over  the 
mouth.  The  ether  is  dropped  upon  both  pieces  so  that  no  matter  which 
way  air  is  takeA  in,  it  carries  the  ether  with  it.  It  is  necessary  to  see 
that  a  good  stout  tape  is  securely  attached  to  the  cannula  and  tied  back 
of  the  neck  in  the  regular  way.  One  assistant  or  nurse  trained  to  tracheal 
work  should  be  stationed  to  give  undivided  attention  to  the  cannula  and 
secretions  coming  from  it. 

INSUFFLATION    ANESTHESIA. 

The  experiments  of  Melzer  and  Auer  and  the  developments  by  Els- 
berg,  Janeway,  Carrel,  Quinby,  Cotton,  Robinson,  and  others  have  placed 
intratracheal  insufflation  anesthesia  on  a  firm,  scientific  and  practical  basis. 
Thyrotomy  can  be  readily  done  under  local  anesthesia  by  those  who  fully 
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understand  the  technic  of  tnfillratioii.  Much  time,  however,  will  be 
saved  by  insufflation  anesthesia;  and  the  strong  return-flow  keeps  the 
blood  and  secretions  from  gaining  an  entrance  to  the  lower  air-passages. 
This  return-flow  is  in  every  way  more  advantageous  for  the  purpose 
than  the  use  of  the  tampon  cannula,  the  Trendelenberg  position,  or  even 
the  excellent  plan  of  Moure,  using  the  ordinary  cannula  with  a  gauze 
tampon  in  place  above  the  cannula.  It  is  surprising  how  liltle  room  the 
insiiillation  catheler  introduced  through  Ihe  mouth  requires  in  the  opened 
larynx.  It  lies  close  along  (he  posterior  wall  in  a  region  which  it  is  not 
necessary    to    invade,    bccaiise   thyrolomy    is   apt    to    be    unsuccessful    in 


Fig,  Vi.  Insufflation  ethrr  ant-sllic^a  with  tbc  F.lsberg  apiiaratiis  in  the  clinic 
of  Dr,  Ottr.  C-  Gaub-  The  anesthetist,  Dr.  Wade  Elphinslone,  has  exposed  the 
larynx  and  is  about  to  introduce  the  silk  woven  catheter  in  a  case  of  head  surKerv. 
Note  the  full  extension  with  the  head  on  the  table. 


malignancy  if  the  involvement  has  reached  the  party  wall.  Should  it  he 
necessary  in  benign  conditions  to  operate  upon  this  wall,  it  is  ver>'  easy 
to  displace  the  catheter  sideways.  In  malignant  cases,  if  il  is  found  that 
the  growth  is  not  removable  by  thyrotoniy  and  that  a  laryngectomy  is 
necessary,  it  is  verv  easy,  after  amputating  the  trachea,  to  insert  the 
insufflation  catheter  into  the  cut-end  of  the  trachea  and  thus  carry  out  a 
complete  laryngectomy  with  the  anesthetist  entirely  out  of  the  way  and 
with  no  loss  of  time.     Dr.  Otto  C.  Gauh  and  Dr.  W.  P.  Barndollar  have 
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demonstrated  the  great  advantage  of  the  intratracheal  insufflation  method 
of  anesthesia  in  the  extiq^ation  of  a  nasopharyngeal  fibroma,  which  was 
so  large  that  it  pressed  the  soft  palate  forward  on  the  tongue  and  pro- 
duced dangerous  dyspnea.  If  to  this  had  been  added  the  free  flow  of 
blood  usual  in  such  cases,  the  patient  would  have  been  asphyxiated.  On 
the  contrary,  in  this  case,  from  the  moment  the  insufflation  was  started 
the  patient's  color  was  good.  All  blood  and  clots  came  back  out  of  the 
mouth  and  the  operation  required  only  a  few  minutes  because  it  was  un- 
interrupted. The  presence  of  the  catheter  in  the  mouth  produced  no  in- 
convenience  whatever.  The  day  of  tracheotomy  preliminary  to  the  extir- 
pation of  nasopharyngeal  fibromata  is  past.  In  all  prolonged,  bloody, 
nasal,  pharyngeal,  buccal,  and  laryngeal  operations  insufflation  ether  an- 
esthesia diminishes  the  time  of  operation  at  least  three-fourths.  In 
aural,  ophthalmic,  and  all  forms  of  general  head  and  neck  surgery  the 
distant  removal  of  the  anesthetist  from  the  field  is  not  only  a  time-saving 
convenience,  but  it  eliminates  a  serious  infective  risk.  In  general  sur- 
gical operations  requiring  a  prone  position  of  the  patient,  insufflation  an- 
esthesia is  ideal.  In  the  short,  thick-necked,  alcoholic  "full-blooded"  type 
of  patient  that  ordinarily  behaves  so  badly  under  ether  by  the  open 
method,  insufflation  anesthesia  gives  a  quiet  and  perfect  anesthesia  impos- 
sible by  any  other  means. 

All  the  foregoing  classes  of  cases  are  particularly  the  sphere  of  in- 
sufldation  anesthesia ;  but  it  is  an  ideal  method  for  anesthesia  in  any  sort 
of  case,  because  of  its  safety  and  its  precision  and  minimization  of  dosage. 
Meltzer  refers  to  the  mouth,  phar^^nx,  larynx,  and  trachea  as  the  **death 
space,**  a  particularly  expressive  term,  for  there  can  be  no  doubt  what- 
ever that  most  of  the  deaths  from  anesthesia  have  been  due,  directly  or 
indirectly,  to  purely  mechanical  obstruction  in  these  regions.  In  re- 
suscitation from  respiratory  arrest,  or  collapse,  or  cardiac  failure,  it  is 
this  ''death  space"  which  is  hardest  to  fight  because  of  the  difficulty  of 
keeping  up  artificial  respiration  in  a  good  and  efficient  way  in  the  flabby 
state  in  which  the  tongue  and  all  the  tissues  attached  to  the  hyoid  bone 
are,  at  such  times.  Some  sort  of  artificial  airway  is  essential.  In  in- 
sufflation anesthesia  the  "death  space"  is  entirely  eHminated  and  acci- 
dents prevented.  In  regard  to  the  effect  on  the  mucosa  of  the  air  pas- 
sages, the  author  is  able  to  state  from  post-anesthetic  laryngoscopy  in  80 
cases  that  there  is  no  reaction  in  the  larynx  from  the  presence  of  the 
insufflation  tube,  even  in  a  prolonged  anesthesia  by  insufflation.  In  quite 
a  number  of  the  cases  anesthetized  by  the  ordinary  open  method  there 
has  been  quite  a  great  deal  of  local  laryngeal  reaction,  probably  from 
ether  mucus  bubbling  back  and  forth  in  the  larynx,  so  that  from  an  ob- 
servation of  these  80  cases  the  author  is  prepared  to  say  that  there  is 
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less  irritation  of  the  larynx  from  an  intra-tracheal  insufflation  than  from 
an  anesthesia  of  corresponding  duration  by  the, open  method.  In  the 
mucosa  of  the  trachea  and  bronchi  in  sixteen  cases  there  was  less  mucosal 
reddening,  and  not  nearly  as  much  mucus  as  is  usually  seen  in  patients 
etherized  by  the  open  method.  Bronchoscopic  observations  of  the  author 
have  proven  that  the  "ether  mucus"  of  the  ordinary  open  method  of  ad- 
ministration is  from  the  salivary  glands  and  not  from  the  tracheo-bron- 
chial  mucosa.  True,  patients  etherized  by  the  open  method  are  found 
to  have  their  trachea  and  bronchi  full  of  mucus,  but  it  has  been  aspirated 
from  above  owing  to  abolition  of  the  cough-reflex.  The  management 
of  the  apparatus  varies  so  much  with  the  form  of  apparatus,  and 
the  apparatus  have  become  so  numerous,  that  the  technical  manage- 
ment of  each  cannot  be  given  here.  Explicit  directions  reprinted  from 
the  writings  of  the  surgeons  who  have  devised  the  instruments  are  sup- 
plied by  the  makers.  The  dosage  is  regulated  according  to  the  effect  on 
pulsC;  respiration,  reflexes,  color  of  skin,  etc.,  as  in  any  other  method 
of  administration.  The  great  difference,  however,  is  the  quickness  of 
response  to  increase,  diminution,  or  withdrawal  of  the  ether-content  of 
the  insufflated  air.  The  anesthesia  can  be  deepened,  shallowed,  or  the 
patient  brought  out  with  a  promptness  and  precision  that  seems  incred- 
ible to  those  accustomed  to  the  slow  response  inevitable  with  other  meth- 
ods in  all  of  which  control  is  befogged  by  the  unknown  and  unknowable 
residual  ether-content  of  the  air  and  food  passages.  With  insufflation 
there  is  no  fluid  ether  anywhere  in  the  body,  except  that  already  absorbed 
^into  the  blood,  and  as  soon  as  the  ether  is  shut  off,  the  warmed  air-cur- 
rent blows  out  the  ether-vapor  from  the  air  passages.  The  author's  first 
experience  with  insufflation  anesthesia  was  with  the  insufflation  attach- 
ment to  the  bronchoscope  (Fig.  17)  suggested  to  the  author  by  Dr.  T. 
Drysdale  Buchanan.  (Bib.  220).  This  was  for  the  insufflation  of  chloro- 
form during  bronchoscopy  and  was  intended  simply  to  carry  on  anesthesia 
without  interruption  of  the  work  through  the  bronchoscope,  for  which 
purpose  it  is  ideal.  It  was  not  intended  for  a  method  of  anesthesia  for 
other  procedures. 

Tcchnic  of  insertion  of  intratracheal  insufflation  tubes.^  Practical- 
ly all  authorities  are  now  agreed  that  the  larynx  should  be  inspected  be- 
fore the  insertion  of  the  insufflation  catheter  or  tube,  for  the  purpose  of 
ascertaining  whether  or  not  there  is  disease  present  in  the  larynx,  and 
also  to  determine  the  size  of  the  larynx,  so  that  the  size  of  the  insufflation 
tube  may  be  selected  accordingly,  in  order  to  make  sure  that  there  is  an 
ample  laryngeal  lumen  around  the  tube  for  the  return-flow.     Not  only 

•This  section  contains  liberal  quotations  from  the  author's  communication  to 
the  Clinical  Congress  of  Surgeons  of  North  America,     Nov.,  1913   (Bib.  266). 
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do  the  sizes  of  the  larynges  vary  in  normal  individuals,  but  the  laryngeal 
lumen  may  be  modified  by  lesions  present  or  past.  There  is  another 
reason  why  the  larynx  should  be  inspected ;  namely,  throughout  the  whole 
category  of  diseases  to  which  human  flesh  is  heir,  it  is  a  frequent  thing 
for  patients  to  date  complaints  from  some  particular  period,  accident, 
or  operation  in  cases  in  which  the  physician  or  surgeon  is  absolutely  cer- 
tain that  the  disease  existed  long  before  the  incident  blamed  by  the 
patient.  In  view  of  this,  it  behooves  the  surgeon  to  know  whether  the 
larynx  is  diseased  or  not  at  the  time  the  insufflation  catheter  is  inserted. 
One  such  case  has  occurred  where  the  patient  dated  laryngeal  trouble 
from  the  taking  of  an  anesthetic  given  by  the  ordinary  open  method. 
The  author's  own  case-records  and  sketches  showed  that  the  larynx  had 
been  the  seat  of  an  infiltration  of  tuberculous  origin  for  years  before 
the  anesthetic  was  given,  showing  that  the  anesthesia  was  in  no  way  re- 
sponsible, and  showing,  also,  the  necessity  of  knowing  the  state  of  the 
larynx  beforehand.  Only  one  thing  seems  to  deter  anyone  from  using 
the  method  advocated  by  Elsberg  of  inspecting  the  larynx  and  passing 
the  catheter  or  tube  by  sight.  This  is  the  lack  of  confidence  in  the  ability 
promptly  and  skillfully  to  expose  the  larynx  with  the  laryngeal  speculum 
No  one  capable  of  giving  an  anesthetic  should  hesitate  for  one  moment 
about  this  procedure,  if  he  will  take  the  trouble  to  pay  attention  to  a 
few  points. 

RULES  FOR  INSERTION  OF  INSUFFLATION  ANESTHESIA. 

1.  The  patient  should  be  fully  under  the  anesthetic  by  the  open 
method  so  as  to  get  full  relaxation  of  the  muscles  of  the  neck. 

2.  The  patient's  head  must  be  in  full  extension  with  the  vertex 
firmly  pushed  down  toward  the  feet  of  the  patient,  so  as  to  throw  the 
neck  upward  and  bring  the  occiput  down  as  close  as  possible  beneath  the 
cervical  vertebrae. 

3.  No  gag  should  be  used,  because  the  patient  should  be  sufficiently 
anesthetized  not  to  need  a  gag,  and  because  wide  gagging  defeats  the  ex- 
posure of  the  larynx  by  jamming  down  the  mandible. 

4.  The  epiglottis  must  be  identified  before  it  is  passed. 

5.  The  speculum  must  pass  sufficiently  far  below  the  tip  of  the  epi- 
glottis so  that  the  latter  will  not  slip. 

6.  Too  deep  insertion  must  be  avoided,  as  in  this  case  the  speculum 
goes  posterior  to  the  cricoid,  and  the  cricoid  is  lifted,  exposing  the  mouth 
of  the  esophagus,  which  is  bewildering  until  sufficient  education  of  the 
eye  enables  the  operator  to  recognize  the  landmarks. 

The  most  important  thing  of  all  is  the  position  of  the  patient,  and 
next  to  that  comes  recognition  of  the  epiglottis,  and  next  the  proper  mo- 
tion of  lifting  the  hyoid  bone  to  expose  the  larynx. 
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The  correct  position  will  be  understood  by  reference  to  the  illus- 
trations. In  Fig,  (JO,  the  patient  is  placed  on  a  pillow  in  a  natural  posi- 
tion. The  larynx  can  readilv  be  examined  in  this  position,  if  it  is  de- 
sired merely  to  inspect  it,  and  is  useful  for  laryngeal  diagnosis  and  some 
endolaryngcal  operations;  but  for  the  insertion  of  an  insufflation  tube, 
bronchoscope,  or  other  instrument,  it  is  absolutely  necessary  for  any  but 
the  most  expert  to  have  the  head  in  full  extension.  It  has  been  customary 
to  draw  the  head  over  the  table  to  gain  the  full  extension  in  the  Eoycc 
position,  and  for  bronchoscopy  [his  is  needed  for  the  purpose  of  moving 


Fig.  60, 


Fig.  60.  Photograph  of  (latieiit  ivilli  litad  niiun  a  pillow,  llie  head  flexed.  In 
this  position  it  is  easy  to  examine  the  larynx  with  the  larjnKoscopc  (or  diagnosis, 
but  the  larynx  will  nut  he  exposed  in  a.  line  with  the  tracheal  axis  so  that  this  posi- 
tion is  not  adapte<l  to  the  passing  of  ttilies  through  the  laryngoscope. 

Fig.  6t.  The  pillow  is  removed,  the  head  is  fiat  on  the  table  and  the  anesllietist 
is  lieginning  to  force  the  head  into  the  cxieniied  position.  The  thumhs  are  on  the 
forehead  and  the  fingers  ^re  at  the  side  of  the  head.  The  direction  of  motion  is 
shown  by  the  dart. 

Fig.  62.  The  anesthetist  is  lifting  with  the  lip  of  the  laryngoscope  in  the  direc- 
tion of  the  dart.  The  larjngoscope  is  always  held  in  the  left  hand.  The  right  hand, 
of  which  the  index  has  been  protecling  the  upper  lip,  has  now  received  tlie  catheter 
from  the  nurse.    The  head  must  be  in  fnll  extension. 


the  head  and  the  bronchoscope  about  so  as  to  enter  the  particular  bronchus 
desired.  But  for  Ihe  insertion  of  the  insufflation  tube,  it  is  quite  unneces- 
sary to  have  the  head  extend  beyond  ihe  table,  and  in  fact  it  is  unde- 
sirable. The  author's  "elbow  rest  position,"  so  called  because  the  oper- 
ator's left  elbow  can  be  rested  upon  the  table  during  long  en  do -laryngeal 
operations,  is  admirably  adapted  to  the  introduction  of  insufflation  tubes. 
.\\\  that  is  necessary  to  do  to  the  patient  is  to  remove  the  pillow,  place  the 
thumb  of  each  hand  (as  shown  in  Fig.  (il )  on  the  forehead  of  the  patient 
with  the  hands  at  the  sides  of  the  head  and  Ihen  force  the  forehead  vigor- 
ously downward  and  backward,  causing  an  anterior  movement  of  the 
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skull  on  the  atlas  and  throwing  all  the  cervical  vertebrae  forward  (upward 
in  the  recumbent  position).  The  effect  of  this  is  to  throw  the  hyoid  bone 
and  all  the  tissues  of  the  neck,  including  the  larynx,  high  up  and  to  ele- 
vate the  tongue.  The  neck  and  shoulders  are  arched  up  away  from  the 
table.  In  a  fully  relaxed  patient,  it  is  not  necessary  for  an  assistant  to 
steady  the  head  in  this  position,  while  the  anesthetist  takes  the  speculum 
always  in  the  left  hand,  his  right  index  being  used  to  pull  the  upper  lip 
of  the  patient  out  of  the  way  so  that  the  lip  will  not  be  pinched  between 
the  speculum  and  the  upper  teeth.  The  spatular  end  of  the  speculum  is 
now  inserted  posteriorly  to  the  tongue  over  the  dorsum  of  which  it  is 
passed  until  the  epiglottis  comes  into  view.  The  spatular  end  is  made 
to  pass  posteriorly  to  the  tip  of  the  epiglottis,  and  inserting  the  speculum 
a  distance  of,  on  the  average,  about  1  cm.,  the  hyoid  bone  and  all  of  the 
attached  tissues  are  lifted  by  a  motion  which  is  best  expressed  as  the 
suspension  of  the  head  of  the  patient  on  the  epiglottis  by  the  tip  of  the 
spatular  end  of  the  laryngeal  speculum.  Great  care  is  necessary  at  this 
point  not  to  use  the  upper  teeth  as  a  fulcrum  upon  which  to  pry  upward 
with  the  tip.  The  motion  is  rather  the  lifting  of  the  epiglottis  and  es- 
pecially the  hyoid  bone  by  the  tip  of  the  instrument  just  as  if  it  were 
desired  to  lift  the  patient's  neck  upward.  Hyoid  bone  elevation  opens 
the  laryngeal  door.  After  the  larynx  is  exposed,  the  right  hand  releases 
the  upper  lip,  which  is  now  safe,  and  the  catheter  of  the  desired  size  is 
handed  to  the  anesthestist  by  the  nurse  and  the  introduction  is  simple 
and  easy,  because  the  trachea  is  in  a  straight  line  with  the  laryngeal  spec- 
ulum. This  is  the  great  advantage  of  the  extended  position  with  the 
head  on  the  table.  At  first  sight,  it  might  be  thought  that  the  speculum, 
as  shown  in  Fig.  G2,  could  not  be  in  line  with  the  axis  of  the  trachea.  It 
seems  to  be  the  erroneous  conception  quite  prevalent  among  the  profes- 
sion that  the  trachea  is  perpendicular  in  the  neck  and  chest.  As  a  matter 
of  fact,  it  enters  the  chest  in  a  direction  backward  as  well  as  downward, 
as  illustrated  schematically  in  Fig.  64,  so  that  in  the  extended  position 
proper  for  the  exposure  of  the  larynx  and  the  insertion  of  any  sort  of 
tube  into  the  trachea,  the  axis  of  the  speculum,  as  shown  in  Fig.  02,  is 
precisely  in  line.  This  must  be  remembered  in  placing  the  patient  in 
position,  but  for  the  insertion  of  the  speculum  it  is  well  to  forget  it  and 
remember  only  that  the  motion  is  a  strong  lifting  of  the  tip  of  the 
speculum,  as  shown  in  Fig.  (»2.  In  some  patients  after  the  introduction 
of  the  catheter  there  may  be  a  large  amount  of  thick  tenacious  secretion 
enter  the  catheter  which  may  occlude  respiration  through  the  catheter, 
so  that  the  hand  held  in  front  of  it  does  not  receive  the  expiratory  blast, 
leading  to  the  impression  that  the  catheter  is  not  in  the  trachea.  If  there 
is  any  doubt  on  this  point  it  is  better  to  insert  the  speculum  and  to  lift 
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the  epiglottis  and  note  particularly  that  the  arytenoid  eminences  are 
posterior  to  the  catheter.  Of  course  in  cases  in  which  the  patient  is  not 
deeply  anesthetized  cough  will  free  the  catheter  but  when  the  cough-re- 
flex is  abolished  the  patient  will  breathe  on  each  side  of  the  occluded 
catheter  through  the  lumen  of  which  no  air  will  emerge  at  ordinary 
respiratory  pressure.  If  occluded  a  fresh  catheter  may  be  substituted,  but 
in  most  instances  probably  no  harm  whatever  would  come  from  inserting 
the  nozzle  of  the  insufflation  apparatus  and  proceeding  with  the  insuffla- 
tion anesthesia  in  the  regular  way,  because  the  catheter  will  be  blown 
clear  by  the  insufflation  pressure  and  brought  out  by  the  return  flow. 
The  reason  why  the  expiratory  current  does  not  clear  it  is  that  there  is 
so  much  room  for  expiratory  air  around  the  catheter  that  there  is  very 
little  pressure  on  the  secretion  in  the  catheter.  The  author  recently  in- 
sufflated a  patient  with  bilateral  laryngeal  paralysis.  He  put  in  an  extra 
tube  for  the  return-flow  but  found  it  quite  unnecessary,  for,  even  with 
the  tracheotomic  wound  closed  with  the  finger,  there  was  ample  return- 
flow  between  the  flaccid  cords  which  flapped  in  the  breeze  of  the  return- 
current.  He  had  feared  that  in  the  absence  of  the  inspiratory  abducting 
excursion  there  might  be  some  obstruction  in  the  larynx  and  the  tracheo- 
tomic wound  was  obstructed  with  granulations.  For  the  introduction  of 
insufflation  tubes  the  side-opening  laryngoscope  (Fig.  15)  has  some  ad- 
vantages. After  the  catheter  is  inserted,  the  laryngoscope  may  be  re- 
moved sideways  through  the  lateral  opening.  After  skill  in  direct  laryn- 
goscopy is  acquired,  the  slide  may  be  left  oflF  entirely,  but  at  first  one  is 
apt  to  be  troubled  by  the  tongue  curling  in  and  obstructing  the  view. 
This  is  prevented  by  passing  the  speculum  to  the  right  of  the  tongue,  thus 
leaving  the  tongue  on  the  closed  side  of  the  speculum.  The  author's  per- 
sonal preference  is  for  the  regular  laryngoscope.  Fig.  14. 

Mention  is  made  above  of  deep  anesthesia.  Once  the  knack  is  ac- 
quired no  anesthetic  whatever,  general  or  local,  is  needed  to  expose  the 
larynx  in  any  patient;  but  to  the  beginner  it  simplifies  the  acquiring  of 
the  knack  of  direct  laryngoscopy  to  abolish  the  reflexes  of  vomiturition 
and  coughing,  and  to  abolish  entirely  the  antagonism  of  certain  muscles 
attached  to  the  hyoid  bone.  In  the  author's  clinic  an  anesthetic,  general 
or  local,  is  never  used  for  direct  laryngoscopy,  bronchoscopy  or  esophagos- 
copy  in  any  child  under  6  years  of  age,  and  rarely  in  adults,  except  for 
a  few  special  procedures ;  but  for  insufflation  anesthesia,  the  patient  may 
as  well  be  put  completely  under  by  the  open  method  as  only  partially. 
To  cocainize  the  larynx  for  the  insertion  of  an  insufflation  tube  to  help 
along  in  partial  anesthesia  is  an  utterly  needless  waste  of  time. 


CHAPTER    V. 

Bronchospic  Oxygen  Insufflation. 

Brofichoscopic  oxygen  ittsufHation.  Some  experiments  made  upon 
the  clog  by  Dr.  Otto  C.  Gaub,  with  the  assistance  of  the  author,  showed 
clearly  that  the  lung  which  ordinarily  collapses  when  the  pleural  cavity 
is  opened  may  be  inflated  with  oxygen,  deflated  or  held  partially  inflated, 
by  the  bronchoscopist  at  the  command  of  the  surgeon.  Oxygen  can  be 
admitted  to  the  unoperated  lung  and  a  constant  return-flow  maintained 
so  that  the  vital  pulmonary  hemic  changes  go  on  normally  and  pleural 
shock  is  also  lessened.  Furthermore,  the  lung  on  the  operated  side  can 
be  allowed  to  collapse  without  danger  to  the  patient,  thus  allowing  the 
surgeon  ample  room  for  work  with  the  hands  and  instruments  within  the 
thorax.  Again,  independent  of  inflation  and  deflation  a  constant  supply 
of  oxygen  is  kept  streaming  through  the  lungs  supplying  every  need,  as 
shown  by  the  pink  color  of  the  blood.  The  usefulness  of  this  procedure 
so  far  as  thoracotomy  is  concerned  has  disappeared  since  the  method  of 
intratracheal  insufflation  anesthesia  has  been  introduced  by  Melzer  and 
Auer  and  developed  by  Elsberg,  Janeway  and  others;  but  for  the  bron- 
choscopist, the  bronchoscopic  oxygen  insufflation  is  a  life-saving  pro- 
cedure always  at  immediate  command.  The  method  is  simple  and  is 
shown  schematically  in  Fig.  63.  The  bronchoscope  preferably  of  small 
size  (7  mm.  for  adults,  4  mm.  for  children)  is  inserted  through  the  glot- 
tis. The  tube  from  the  oxygen  tank  is  attached  to  the  anesthesia-inlet 
of  the  bronchoscope  and  the  oxygen  turned  on  at  the  tank  valve  (V). 
There  is  no  danger  from  over-pressure  because  the  bronchoscope  is  open. 
The  operator's  thumb  (T)  must  never  be  placed  over  the  proximal  open- 
ing of  the  bronchoscope,  because  of  the  danger  of  over-pressure.  The 
fundamental  law  which  must  be  constantly  before  the  mind  is  that  of 
Crile.  In  brief,  the  intrapulmonary  pressure  must  not  exceed  the  capil- 
lary blood  pressure  or  the  compression  of  the  capillaries  and  consequent 
ischemia  will  prove  fatal.  This  cannot  occur  if  the  orifice  of  the  broncho- 
scope is  open  because  there  is  such  an  ample  return-flow  through  the 
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bronchoscopic  lumen  that  absolute  safety  from  over-pressure  is  assured. 
Of  course  the  lungs  cannot  be  thus  forcibly  inflated,  and  the  usual  arm- 
motion  artificial  respiration  must  be  used  in  addition  in  this  form  of 
bronchoscopic  oxygen  insufHation.  But  the  bronchoscope  establishes  an 
artificial  airway  which  is  strongly  charged  with  oxygen  and  which  can- 
not be  obstructed  by  dropping  back  of  the  tongue.  A  small  esophago- 
scope  may  be  used  instead  of  the  bronchoscope,  the  oxygen  tubing  from 
the  tank  being  attached  to  the  drainage  outlet.  The  drainage  canal  will 
thus  carry  oxygen  right  down  to  the  bifurcation.  Nitrite  of  amyl  pearls 
should  be  carried  in  every  bronchoscope  box  as  amyl  nitrite  is  the  most 


Fig.  63.  Schema  showing  bronchoscopic  oxygen  insufflation.  The  broncho- 
scope is  in  the  trachea.  Oxygen  enters  by  the  small  branch  tube  and  is  taken  in 
by  natural  or  artificial  respiratory  movements.  If  an  esophagoscope  is  used  the 
oxygen  can  be  blown  in  through  the  auxilliary  drainage  canal  to  the  distal  end  of 
the  esophagoscope.  This  is  safe.  The  lungs  could  be  inflated  by  momentarily  clos- 
ing the  escape  by  putting  the  thumb,  T,  over  the  proximal  end  of  the  bronchoscope 
alternately  releasing  it,  but  this  would  be  a  very  dangerous  procedure  unless  over- 
pressure be  carefully  guarded  against.  If  preferred,  the  independent  drainage  tube 
used  for  aspiration  can  be  inserted  through  the  bronchoscope. 


promptly  available  stimulant  in  such  cases.  A  pearl  may  be  broken  in  a 
tuft  of  cotton  and  thrown,  cotton  and  all,  into  the  wash  bottle  of  the 
oxygen  tank.  There  is  only  from  two  to  three  minutes  between  the 
respiratory  and  the  cardiac  arrest,  so  that  in  cases  of  serious  respiratory 
arrest  in  which  the  operator  does  not  feel  confidence  in  the  promptness 
and  certainty  of  his  bronchoscopic  introductor}-^  technic,  it  is  far  safer  to 
do  an  emergency  tracheotomy,  dilate  the  wound,  crack  an  amyl  nitrite 
pearl  in  cotton,  hold  the  cotton  over  the  wound  and  blow  oxygen  past 
the  cotton  into  the  trachea,  while  an  assistant  performs  artificial  respir- 
ation.   In  this  case  it  is  necessary  for  the  operator  to  stand  at  the  head- 
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end  of  the  table  facing  the  patient's  feet  so  as  not  to  interfere  with  the 
arm  movements.  The  great  drawback  to  machines  for  artificial  respira- 
tion using  masks  is  that  the  vocal  cords,  because  of  their  shape,  else- 
were  shown,  have  a  natural  tendency  to  be  forced  shut  by  the  in-going 
blast,  and  because  of  the  pharyngo-lar^ngo-faucial  danger-zone.  The 
latter  can  be  overcome  to  a  great  extent,  in  using  the  mask,  but  the  laryn- 
geal closure  cannot.  Roth  danger-zones  are  very  much  increased  by 
the  flaccid  condition  of  the  parts  in  impending  death  from  res- 
piratory arrest ;  but  this  same  flaccidity  is  a  great  advantage  in  the  peroral 
insertion  of  a  bronchoscope  because  of  the  associated  total  absence  of 
spasm.  When  a  tube  is  inserted  into  the  trachea  for  the  insufflation  of 
oxygen,  conditions  are  ideal  because  there  is  no  obstruction  to  the  return- 
flow  such  as  there  is  to  the  in-flow.  This  does  not  mean  that  there  is  no 
danger  from  excessive  plus  pressure,  which  must  be  carefully  guarded 
against ;  nor  should  any  of  the  foregoing  be  taken  as  a  criticism  of  ma- 
chines of  pulmotor  type.  Such  machines  are  life-savers  of  the  greatest 
value,  because  they  can  be  used  by  anyone  with  but  little  instruction, 
without  the  training  necessary  for  the  insertion  of  an  intratracheal  tube. 
Yet  this  does  not  alter  the  fact  that  intratracheal  oxygen  insuflllation  is 
ideal  and  everyone  who  has  to  deal  with  respiratory  arrest  should  be 
taught  the  technic  of  laryngeal  exposure  for  intratracheal  insuflllation, 
because  the  visual  method  is  the  only  one  which  is  certain  under  all  con- 
ditions. For  instance,  the  author,  in  one  of  our  hospitals  was  called  into 
an  adjoining  operating  room,  where  a  surgeon  and  his  assistants  had 
tried  forced  mask  respiration,  then  tracheal  intubation  by  blind  method. 
The  mask  method  had  given  relief  for  a  time  but  the  patient  had  grad- 
ually become  unconscious  and  cyanotic.  The  surgeon's  assistant  was  an 
expert  at  blind  intubation  and  could  not  understand  his  inability  to  in- 
tubate in  this  instance.  The  author  took  with  him  his  laryngoscope  and 
exposure  of  the  larynx  revealed  occlusion  with  a  grayish  mass  which 
proved  to  be  meat.  Intratracheal  oxygen  insufflation  after  removal  of 
the  meat  kept  the  man  alive  until  he  could  be  trusted  to  do  his  own 
breathing.  The  man  was  in  a  state  of  profound  alcoholism  when  brought 
in  from  the  gutter  in  front  of  the  hospital  and  doubtless  the  meat  had 
been  vomited.  That  the  respirator  machine  had  forced  the  meat  farther 
into  the  larjnx  is  no  criticism  against  the  machine  for  the  general  run  of 
cases;  and  the  surgeon,  had  a  laryngoscopist  not  been  available,  would 
have  done  a  tracheotomy,  with,  doubtless,  an  equally  happy  result;  yet 
this  does  not  lessen  the  force  of  the  lesson  that  in  cases  of  respiratory 
arrest  the  fundamental  requirement  is  to  see  that  the  larynx  is  free  from 
obstruction.  If  this  larjngeal  inspection  required  special  aptitude  the 
author  would  not  feel  like  urging  it  so  strongly;  but  anyone  capable  of 
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dealing  with  respiratory  arrest  at  all  can  by  practice  acquire  the  ability 
to  inspect  any  case,  and  the  easiest  of  all  cases  is  the  one  of  respiratory 
arrest,  because  of  the  total  absence  of  spasm.  Such  a  patient  is  just  like 
a  cadaver  and  practice  upon  the  cadaver  is  excellent  training  for  this 
work.  There  is  the  same  insertion  of  the  direct  laryngoscope  and  the 
raising  and  suspension  of  the  limp  head  on  the  beak  of  the  spatular  end, 
the  operator  being  in  the  standing  position  for  a  patient  on  a  table,  and 
kneeling  on  the  floor,  for  a  patient  recumbent  on  the  floor.  Of  course 
the  cadaverous  limpness  and  ashy  blue-blackness  of  the  mucosa  does  not 
conduce  to  the  operator's  equanimity,  but  the  confidence  in  his  ability 
promptly  to  expose  and  inspect  the  larynx  and  to  catheterize  the  trachea, 
which  comes  with  practice,  will  meet  the  emergency.  Life-saving  effic- 
iency demands  that  every  well-equipped  hospital  shall  have  at  least  one 
man  trained  for  this  emergency  work. 


CHAPTER    VI. 

Position  of  the  Patient  for  Peroral  Endoscopy. 

General  considerations.  The  position  of  the  patient  varies  with  the 
age  of  the  patient,  the  part  to  be  examined,  the  purpose  of  the  examina- 
tion and  especially  with  the  personal  equation  of  the  operator.  Prac- 
tically all  procedures  of  the  laryngologist  other  than  endoscopy  are  done 
"face  to  face"  with  the  patient.  When  the  patient  is  dorsally  recumbent 
all  the  interior  anatomy  seems  strangely  unfamiliar ;  and  all  the  more  so 
because  the  book  illustrations,  w-hich  unconsciously  form  the  basis  of 
mental  pictures,  have  never  shown  the  parts  in  this  position.  It  is  the 
effort  of  this  book  to  supply  this  need  as  to  illustrations,  and  to  en- 
courage others  to  practice  diligently  to  overcome  the  preference  for  the 
sitting  position  and  for  the  exceedingly  awkward  lateral  recumbent  po- 
sition. Once  the  habit  of  working  in  the  recumbent  position  has  been 
acquired,  better  work  can  be  done  in  both  adults  and  children  because  of 
the  greater  ease  with  which  secretions  and  foreign  bodies  are  removed 
unopposed  by  gravity.  In  children  we  have  the  added  reason  of  greater 
controllability;  not  but  that  a  child  can  be  held  as  is  usual  (though  not 
necessarily  desirable)  for  laryngeal  intubation ;  but  harm  may  be  done 
if  the  child  is  not  perfectly  controlled.  There  is  no  upright  control  that 
compares  with  the  fixity  of  the  child  held  down  on  a  well  padded  flat 
table  top.  In  dyspneic  cases,  should  tracheotomy  become  necessary, 
the  bronchoscope  can  be  inserted  for  breathing,  and  then  the  child  is 
all  ready  upon  the  table  for  tracheotomy. 

In  children  from  every  point  of  view,  therefore,  it  is  desirable,  for 
every  form  of  peroral  endoscopy,  to  use  the  dorsally  recumbent  position, 
which,  if  correctly  posed,  is  much  easier  for  both  patient  and  operator 
than  the  lateral. 

The  lateral  position  for  bronchoscopy  and  esophagoscopy,  in  either 
adults  or  children,  has  found  but  little  favor  in  America.  Its  only  real 
advantage  is  the  facility  with  which  secretions  drain  from  the  lowermost 
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comer  of  the  mouth.  This  can  be  accomplished  almost  as  well  in  the 
dorsal  position  with  a  wick  of  gauze  hanging  out  over  from  the  pharynx, 
the  outer  end  the  longer.  If  secretions  are  too  thick  to  drain  by  capil- 
larity, the  gauze  is  frequently  replaced  by  a  fresh  piece.  An  aspirating 
drainage  tube  of  metal  (Fig.  24)  connected  with  the  author's  esophagos- 
copic  aspirator  (Fig.  23)  is  hooked  into  the  lowermost  portion  of  the 
patient's  mouth  in  bronchoscopy.  This  rids  the  mouth  of  secretions 
while  the  patient  is  in  the  dorsal  position.  One  thing  that  has  led  some 
endoscopists  to  think  that  the  lateral  position  is  easier  is  that  in  the  lat- 
eral position  the  operator  does  not  so  readily  make  the  mistake  of  ex- 
tending the  cervical  spine  instead  of  extending  simply  the  head  upon 
the  atlas.  If  the  operator  should  stand  instead  of  crouch,  in  doing  a 
peroral  endoscopy  upon  a  patient  in  the  dorsal  position,  he  would  have 
the  correct  head-position  of  the  patient. 

In  foreign-body  cases,  whether  in  adults  or  children,  no  matter  where 
the  foreign  body  is  located  (even  in  the  fauces  or  nasopharynx),  the 
patient  should  always  be  recumbent,  never  erect,  because  in  the  erect 
position  gravity  works  against  the  operator,  and  the  foreign  body  may 
reach  a  deeper  point  in  the  air  passages  than  it  would  in  the  recumbent 
position.  This  is  particularly  true  of  foreign  bodies  in  the  larynx  and 
pharynx,  which  should  never  be  touched  unless  the  patient  is  in  the 
Trendelenberg  position.  Quite  a  large  proportion  of  the  foreign  bodies 
in  the  bronchi  that  have  been  sent  in  to  the  author,  were  originally  in  the 
larynx,  pharynx,  mouth  or  nasopharynx  and  fell  down  when  displaced 
by  the  attempts  of  the  operator,  w^ho  first  saw  the  case,  to  remove  the 
intruder  with  the  patient  in  the  sitting  position. 

In  adults.  For  the  diagnosis  of  laryngeal  disease  and  for  the  re- 
moval of  specimens,  or  of  entire  growths,  by  direct  laryngoscopy  under 
local  anesthesia  the  sitting  position  of  both  patient  and  operator  is  the 
best.  In  the  few  cases  in  which  a  general  anesthetic  is  needed  for  direct 
laryngoscopy  the  recumbent  position  is  obligatory  as  well  as  advantag- 
eous. 

For  bronchoscopy  for  diagnosis,  which  is  practically  always  done 
under  local  anesthesia,  the  adult  patient  may  be  sitting.  If  there  is  much 
secretion  to  be  removed  this  is  somewhat  of  a  disadvantage,  but  with  an 
active  cough-reflex  the  secretion  may  be  gotten  rid  of  without  difficulty, 
even  in  bronchiectatic  and  pulmonary  abscess  cases.  The  author's  per- 
sonal preference  in  such  cases  is  for  recumbency.  For  bronchoscopy  for 
foreign  bodies  in  adults,  as  before  mentioned,  the  recumbent  position  is 
always  best. 

For  esophagoscopy  for  diagnosis  and  treatment,  with  or  without 
anesthesia,  the  author's  preference  is  for  the  recumbent  position.     It  has 
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great  advantages  in  dealing  without  interruption  with  the  secretions  and 
food  debris,  so  abundant  in  many  cases,  and  the  patient  is  much  more 
controllable.  When  a  start  is  made  it  is  a  waste  of  time  to  withdraw 
the  tube  because  the  patient  has  slid  off  the  stool  or  is  strangling  with 
secretions  which  have  overflowed  into  his  larynx. 

General  principles  of  all  positions.  The  general  principles  o{  all 
useful  positions  are  the  same.  The  author  was  the  first  to  call  the  atten- 
tion of  endoscopists  to  the  fact  that  the  trachea  and  esophagus  are  not 


Fig.  64.  Schematic  illustration  of  normal  position  of  the  intra-thoracic  trachea, 
and  also  of  the  entire  trachea  when  the  patient  is  in  the  correct  position  for  peroral 
bronchoscopy,  such  as  the  original  Kirstein  position,  or  that  shown  in  Fig.  70. 
When  the  head  is  thrown  backward  (as  in  the  usual  or  In  the  Rose  position)  the 
anterior  convexity  of  the  cervical  spine  is  transmitted  to  the  trachea  of  which  the 
axis  is  thus  deviated.  The  correct  position  is  produced  in  the  recumbent  patient  by 
raising  the  head.  The  anterior  deviation  of  the  lower  third  of  the  esophagus  shows 
the  anatomical  basis  for  the  author's  "high-low"  position  for  e  soph  ago  scopy.  (Figs, 
149  to  15^). 

perpendicular.  Their  long  axis  passes  backward  as  well  as  downward 
following  the  general  direction  of  the  thoracic  spine  (Fig.  64).  There- 
fore, if  we  throw  the  patient's  head  backwards  we  cause  an  anterior  con- 
vexity of  the  cervical  spine,  and  with  it  the  esophagus  and  trachea,  as 
shown  in  the  radiograph,  Fig.  66.  The  Rose  position  and  the  usual  in- 
correctly applied  extended  position  make  this  extension  throughout  the 
entire  cervical  spine  as  shown  in  Fig.  66,  rendering  peroral  endoscopy 
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Fig.  fi5.  Correct  posilioii  of  tlit  ccr\ital  spine  for  esnphagoscopv  and  brtm- 
choscopy.  (Illustration  reproduced  from  author's  article,  Jour.  A.  M.  A.,  Sept. 
35.  1909)- 


Fig.  (36,  Curved  position  of  the  cervical  s,piiic,  w 
Rose  position,  rendering  e»)p1iagoscopy  and  bronchoscopy  difficult  or  impussjljle. 
The  devious  course  of  the  pharynx.  larynx  and  trachea  are  plainly  visihle.  The 
extension  is  incorrectly  imparted  to  llie  whole  cervical  spine  instead  of  only  to  the 
occipito-atloid  joint.  This  is  the  usual  and  very  fault)-  conception  of  the  extended 
position.  (Illustration  reproduced  from  author's  article.  Jour  A.  M.  A..  Sept.  as. 
1909)- 
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extremely  difficult  or  impossible,  as  demonstrated  by  the  author  years 
ago  (Bib.  Saii).  Ill  the  correctly  posed  extended  position  the  extension 
is  at  the  occipilo-atloid  joint,  and  the  cervical  spine  is  strongly  inclined 
for\vard  (upward  in  ihe  recumbent  position  as  shown  in  Fig.  fi.i).  If 
it  is  not  desired  to  extend  the  head  the  cervical  spine  nevertheless  remains 


Fig.  67.  LnliT;il  radii.igrapli  of  a  child  of  j  years,  sliowiiig  the  normal  direc- 
lion  of  Ihe  trachea.  .\  pale  streak  is  seen  extending  backward  as  well  as  down- 
ward, ending  at  the  foreign  body  in  the  right  bronchus.  There  is  a  narrowing  of 
this  streak  at  the  bifurcalion,  representing  a  flattening  from  before  backwards. 
Compare  schema.  Fig.  64. 


extended  or  kent  midway,  the 
tiie   anterior  placing   of   the 


the  same.  Whether  the  head  is  flexed 
fundamental  principle  of  all  positions 
cervical  spine  (Fig-  "5). 

Sitting  position  of  the  adult  patient  for  direct  laryngoscopy.  The 
original  position  of  Kirstein  described  by  him  20  years  ago,  when  he 
originated  direct  laryngoscopy,  contained  the  essentials  of  the  correct 
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position  and  has  been  but  slightly  improved  upon.  As  it  seems  to  have 
been  forgotten,  an  illustration  of  it  taken  from  an  old  instrument  cata- 
logue is  here  reproduced  (Fig.  US). 

Mouret  (Bib.  100)  arrives  at  the  necessar>'  forward  position  of  the 
head  by  having  the  patient  sit  astride  of  a  narrow  backed  chair  facing 
backwards  with  the  pelvis  as  far  toward  the  front  edge  of  the  chair  as 
possible,  the  pelvis  being  tihed  forward  toward  the  operator  who  is  back 
of  the  chair  as  will  be  seen  by  referring  to  Fig.  (it). 

The  author's  position  for  direct  laryngoscopy  upon  the  sitting  patient 
under  local  anesthesia  will  be  understood  by  reference  to  Fig.  70.  This 
position  is  also  used  occasionally  for  diagnostic  bronchoscopies,  never 
for  esophagoscopies. 


Fig.  68.  Kirstcin  position  which  conlains  the  essentials  of  the  best  position  for 
direct  laryngoscopy  on  the  sitting  patient.  The  extreme  anterior  displacetnent  of 
the  cervical  spine  with  extension  only  at  the  occipito-atloid  joint  and  avoidance  of 
instrumental  counterpressure  on  the  upper  teeth  are  fundamental.  This  illustration 
is  reproduced  from  an  old  instrument  catalogue.     ( 1895)   Bib.  323. 

The  patient  should  be  seated  on  a  stool  about  30  cm.  high.  The 
operator  sits  upon  a  stool  rather  lower  than  shown  in  the  illustration. 
The  second  assi.stant  sits  on  a  high  stool  back  of  the  patient  keeping  the 
patient's  bead  far  forward  toward  the  operator,  extended  or  flexed  as 
desired,  usually  extended  as  shown,  but  always  forward.  The  assistant's 
knee  at  the  back  of  the  patient  prevents  the  patient  moving  backward, 
and,  most  important,  prevents  the  patient  arching  his  spine  backward. 
This  assistant's  right  index-finger  is  used  when  necessary  for  making 
counterpressure  externally  by  pulling  the  thyroid  cartilage  backward. 
The  oi>erator's  knee  against  the  patient's  knee  holds  back  the  patient's 
hips.     In  exposing  the  larynx   'dv   direct  laryngoscopy  it  is  absolutely 
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essential  for  prompt  work  and  especially  for  prompt  recognition  of 
landmarks  that  the  liead  be  held  exactly  in  the  anteroposterior  vertical 
plane.  In  other  words,  neither  the  cervical  spine  nor  the  head  should 
he  permitted  to  rotate.  The  head  may  be  in  any  position  desired  as  to 
flexion  or  extension,  but  the  fundamental  instruction  to  the  assistant  who 
holds  the  head  should  be :  "Prevent  rotation  of  the  head." 


Fig.  (jg.  Position  of  Moiiret.  This  has  the  advantajje  ihat  the  patient's  hody 
cannot  slide  forward  toward  the  operator  when  the  head  is  pulled  forward.  Prof. 
Mouret  demonstrated  that  the  position  of  the  pelvis  and  dorsal  spine  are  important. 


Recumbetit  position  for  direct  laryngoscopy,  bronchoscopy  and  esoph- 
agoscopy  in  adult  patients.  For  the  last  eight  years  the  author  has 
used  the  Boyce  position  for  bronchoscopy  and  esophagoscopy  and  has 
found  it  to  fulfill  every  requirement.  In  the  few  adult  patients  requiring 
general  anesthesia  for  direct  laryngoscopy  it  is  also  used.  A  full  de- 
scription written  by  Dr.  lioyce  is  given  in  the  earlier  volume.  (Bib.  2()!>, 
1907.)  Essentially  the  position  (Fig.  72)  consists  in  having  the  pa- 
tient's head  and  upper  part  of  his  shoulders  out  in  the  air  supported  by 
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the  second  assistant's  lefl  hand,  which  in  turn  is  supported  on  the  as- 
sistant's left  knee,  the  left  foot  being  upon  a  stool  whose  top  is  about  (SS 
cm.  below  the  top  of  the  table.  All  the  extension  and  raiding  of  the  pa- 
tient's head  is  done  with  the  left  hand  of  the  assistant  whose  thumb  is 
on  the  patient's  forehead,  the  fingers  being  under  the  occiput.  The  mo- 
tion is  as  if  lo  tuck  the  forehead  bark,  down  and  under,  while  at  the 


Fig.  70.  Slirnvini;  thi:  aiHlior'5  iiosilj.in  (pi  ilic  operator,  p;ilienl  and  assistant 
for  direct  laryngoscopy  nn  adult  paticiils  under  local  anesthesia.  The  sitting  posi- 
lion  of  the  operator  renders  laryngeal  exposure  easy  for  patient  and  operator ; 
whereas  the  usual  standing  position  of  the  operator  throws  the  p.itient  into  a  pos- 
ture that  renders  larjngeal  exposure  difficult  besides  throwing  the  trachea  out  of 
line     Tlie  author  prefers  a  lower  stool  as  sliown  in  Fip.  77, 


same  time  the  neck,  chin  and  whole  licad  are  raised.  The  right  hand 
is  passed  under  to  the  far  side  (left)  of  the  patient's  mouth,  the  right 
index  carrying  the  bile  block.  The  right  arm,  however,  usually  car- 
ries but  little  weight,  most  of  the  extension  and  the  very  important 
prevention  of  rotation  l>eing  done  by  the  left  hand.  If  the  operator  and 
assistant  work  together  frequently  they  cati   do  bronchoscopies  without 
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loss  of  time  and  with  a  precision  that  cannot  be  equalled  by  any  other 
method.  This  position  has  nothing  to  do  with  the  kind  of  instrument 
used.  There  is  no  instrument  made  for  bronchoscopy  or  esophagoscopy 
that  will  do  away  with  the  necessity  for  a  correct  position  of  the  patient 
for  best  results  in  quickness  and  precision.  With  the  patient  recumbent 
on  an  operating  table  of  the  ordinary  height  the  direct  laryngoscopist 
should  sit  on  a  stool  such  as  the  anesthetist  uses.  For  bronchoscopy 
(recumbent  position),  especially  after  the  bronchoscope  has  been  in- 
troduced, a  lower  stool  is  often  required  unless  the  posterior  branches 
are  being  explored.  For  the  middle  lobe  bronchus  it  is  necessary  for  the 
operator  to  sit  on  a  footstool.  In  beginning  an  esophagoscopy  the 
operator  stands.     Later  he  sits  on  a  low  stool  for  the  lower  third  of 


FiR.  71.  Child  with  high  dorsal  tuberculosis  al  the  Pittsburch  Hospital  for 
Children.  The  author  made  a  direct  laryngoscopic  examination,  without  changing 
the  child's  position  or  removing  the  apparatus,  by  standing  on  the  left  side  of  the 
bed,  as  demonstrated  by  Richard  H.  Johnston,  Fig.  11.  This  child  had  a  flabby  up- 
per laryngeal  orifice  causing  an  inspiratory  stridor. 


the  esophagus.  The  necessity  for  stools  of  different  heights  for  the 
operator  is  lessened  in  special  tables  by  the  elevation  or  lowering  of 
the  entire  table,  patient  and  all,  by  special  mechanism.  The  raising  and 
lowering  of  the  head  and  the  lateral  movements  will  be  considered  when 
writing  of  the  introduction  of  the  instruments  and  of  various  procedures. 
Mosher  (Rib.  -tDO)  demonstrated  the  value  of  flexion  of  the  head  in 
the  recumbent  position  for  direct  laryngoscopy  by  a  laterally  rotating 
speculum.  Richard  H.  Johnston  (Hib.  iW)  demonstrated  the  usefulness 
of  flexing  the  head  in  certain  cases  for  direct  laryngoscopy  on  the  re- 
cumbent patient,  putting  a  small  pillow  under  the  patients'  head,  the 
operator  standing  to  the  left  side  of  the  patient.  This  flexed  position 
is  particularly  advantageous  where  the  operator  is  without  a  regularly 


trained  assistant  with  whom  lie  is  in  the  habit  of  working,  because  any- 
one can  hold  the  head  on  the  pillow.  The  position  is  not  adapted  to 
bronchoscopy,  though  Johnston  uses  it  to  start  the  tube,  and  then  the 
head  of  the  patient  is  brought  into  the  Uoyce  position.  This  change  re- 
quires a  well-trained  assistant  and  great  care  to  prevent  any  traumatism 
to  the  trachea  in  making  the  change.  I  have  found  the  Johnston  posi- 
tion exceedingly  useful  in  disease  of  the  cervical  spine  where  the  chil- 
dren were  fixed  in  an  apparatus  which  I  did  not  need  to  disturb  to  get 
an  excellent  view  of  the  larynx   (Fig.  71  ). 


Fig.  72.  Position  of  patient  an<]  seeoiul  assi^lant  in  bronchoscotiy  and  esnph- 
agfiscopy  (Boyce  posilion).  The  left  hand  is  supported  on  the  left  knee,  the 
left  foot  being  elevated  on  a  stool.  The  right  forearm  is  under  the  patient's  neck, 
iht  right  index  carrying  ihe  hiie  block.  The  right  forearni  carries  httle  weight, 
nifisl  of  the  extension  being  done  with  the  left  liand, 

PositioH  of  the  patient.  Children.  Children  are  always  best  ex- 
amined in  the  recumbent  position,  and  there  being  no  anesthetic,  general 
or  local,  it  is  usually  required  that  they  be  held.  The  method  of  doing 
this  is  as  follows;  The  child  is  placed  in  the  correct  posKion  on  the 
table  with  reference  to  the  end  of  the  table  so  that  the  head  will  be  out 
in  the  air  for  the  second  assistant  to  hold.  Both  knees  are  held  down 
by  a  nurse  who  stands  at  the  foot  of  the  table.  Doth  hands  are  held 
down,  one  at  each  side  of  the  patient  eilher  by  a  nurse  or  by  a  physician 
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who  is  watching  the  pulse.  This  same  person  can  also  prevent  the  child 
from  throwing  ihe  chest  upward,  as  some  children  do.  Upward  move- 
ment of  ihe  chest  is  to  be  avoided  hecause  it  has  relatively  the  same 
effect  as  depressing  the  head.  The  position  of  each  of  the  three  persons 
retjuired  will  be  understood  by  reference  to  Fig.  73. 

This  holding  is  only   re<|uired   with  a   terrifiod   child  especially  the 
first  few  time';.      Must  cliil.ircn   soon  I<ivc  all    fi-ar  and  where  necessary 


Fig.  73-  Position  of  patient,  assistant  and  two  nurses  to  hold  a  child  for  di- 
rect laryngosc'.ip)',  bronchoscopy  and  esophagoscoyy.  The  assistant  holds  the  head 
in  the  Boyce  position.  The  nurse  on  ihe  palient's  right  holds  the  patient's  wrists 
down  on  the  table.  The  nurse  on  the  left  side  of  the  patient  holds  down  the  pa- 
tient's knees.  The  operator  is  holding  the  direct  laryngoscope.  As  soon  as  it  is 
inlToduced  Ihe  patient's  head  is  raised  above  the  level  of  the  table. 


to  have  repeated  endoscopies  they  souti  learn  that  the  procedure  is  not 
painful  and  submit  without  being  held. 

The  author  often  has  children  of  3  and  4  years  lie  down  on  the 
table,  open  their  months  and  wait  for  a  specuitmi  to  be  inserted  and 
papillomata  removed,  time  after  time,  without  any  holding  whatever  ex- 
cept the  support  of  the  head  by  the  second  assistant. 

As  in  the  sitting  position  of  the  patient,  one  of  the  most  important 
things  is  strongly  to  impress  upon  the  mind  of  the  assistant  who  holds 
the  head  that  never,  under  any  circumstances  is  he  to  permit  the  bead  to 
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rotate.  The  head  must  yield  freely  and  follow  the  operator  in  the 
lateral  or  vertical  plane,  but  it  must  never  rotate  on  the  axial  bone  or 
the  cervical  spine.  Such  rotation  distorts  the  endo-anatomical  land- 
marks and  renders  difficult  the  otherwise  easy  task  of  finding  the  larynx 
or  pyrifortn  sinuses,  as  the  case  may  be. 


7,^.\.  Author's  position  uf  tlic  pati 
c  Inrynx  or  from  any  of  tile  upper  ; 
will  not  be  aided  by  gravity  lo  read 


al  of   foreif 
or  food  passages.     If  disiodeci 
deeper  lodgement. 


For  the  use  of  the  esophageal  speculum  the  patient  may  be  placed 
either  in  the  sitting  position  as  for  laryngoscopy  (Fig.  70),  or  in  the 
recumbent  position  as  for  starting  the  introduction  of  the  esophagoscope 
( Fig.  t:i ) ,    The  author  prefers  the  latter. 


CHAPTER    VII. 

Direct  Laryngoscopy. 

General  considerations.  Enthusiastic  as  he  is  in  regard  to  the  use- 
fulness of  the  direct  method,  for  both  diagnosis  and  treatment,  the  au- 
thor wishes  to  state  at  the  outset  that  he  examines  every  case  by  the 
indirect  method  first,  if  it  is  possible  to  make  such  an  examination.  The 
exceptions  are  in  infants  and  small  children  who  cannot  be  examined  by 
the  mirror  unless  they  are  under  a  general  anesthetic,  and  also  an  occa- 
sional case  of  great  urgency  in  adults.  The  field  of  the  two  methods  is 
entirely  different.  The  presence  of  the  tube  excites  reflexes  which  inter- 
fere with  the  detection  of  slight  variations  in  mobility,  unless  anesthesia 
is  profound,  and  then  only  respiratory  movements  could  be  present. 
Of  course,  great  facility  enables  one  to  overcome  this  drawback  to  some 
extent  and  also  the  disadvantage  which  comes  from  the  increased  ten- 
dency to  distortion,  owing  to  very  slight  lateral  displacement  of  the  tube 
or  the  tissues.  Nevertheless  it  may  be  stated  as  a  general  rule  that  the 
direct  method  is  not  adapted  to  accurate  determination  of  motile  defects. 
One  great  advantage  of  the  use  of  both  methods  in  the  same  case,  where- 
ever  possible,  is  that  the  view-point  is  entirely  different,  the  one  supple- 
menting the  other.  The  view  obtained  in  the  mirror,  M,  Fig.  74,  is  as  if 
the  observer's  eye  were  at  the  vertex  of  the  patient's  head,  represented 
by  A  In  contrast  to  this,  in  the  direct  examination,  the  observer's  eye 
is  at  D.  Were  the  tissues  to  be  examined  a  plane  horizontal  surface,  there 
would  be  practically  no  difference,  but  in  examining  a  more  or  less  funnel- 
shaped  cavity,  like  the  larynx,  the  difference  of  the  point  of  view  becomes 
very  great,  especially  as  to  the  position  of  growths  down  within  the  funnei 
(as  for  instance  at  the  cord)  in  their  relation  to  the  upper  laryngeal  orifice. 
It  will  be  easily  understood  from  the  schema.  Fig.  74,  that  growths  on 
the  cords  always  give  the  appearance  of  being  located  nearer  the  pos- 
terior commissure  than  they  actually  are,  and  very  much  nearer  than 
they  seem  to  be  by  the  direct  method.    Another  great  difference  is  that 
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the  direct  method  gives  a  better  view  of  the  anterior  aspect  of  the  pos- 
terior wall,  H,  of  the  larynx  because  the  visual  axis  is  more  nearly  per- 
pendicular to  the  surface.  The  indirect  view  of  the  posterior  surface  of 
the  posterior  wall  can,  of  course,  be  very  much  increased  by  von  Eickcn's 
method  of  drawing  the  larynx  forward  so  as  to  see  the  hypopharynx  by 


Fig.  74. — Schema  illustrating  the  difference  between  the  views  obtained  by 
direct  and  by  indirect  laryngoscopy.  The  observer's  visual  axis  at  E,  looking 
into  the  mirror,  M,  pets  an  image  as  if  he  were  looking  from  a  point  back  of  the 
patient's  head,  A.  Looking  thus,  the  image  of  a  growth  on  the  cord  at  C  is 
seen  just  over  the  top  of  the  arytenoid  eminence  to  which  it  seems  very  close, 
because  almost  in  line.  This  schema  also  shows  how  the  anterior  surface  of  the 
posterior  wall  at  H,  is  in  the  line  of  vision  by  direct  laryngoscopy  and  more  or 
less  hidden  in  some  cases  during  indirect  examination,  by  an  apparent  forward 
overhang  of  the  border  of  the  arytenoid  eminence  and  the  ar>epiglottic  fold. 

hypopharyngoscopy.  The  hypoj)harynx  can  also  be  viewed  by  putting 
the  direct  laryngoscope  down  back  of  the  posterior  wall  at  H,  and  draw- 
ing the  entire  larynx  forward.  It  is  also  worthy  of  note  that  the  an- 
terior surface  of  the  posterior  wall  can  often  be  observed  by  the  Killian 
method  of  using  the  laryngeal  mirror  with  the  patient  standing  and  the 
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observer  kneeling,  the  patients'  head  being  bent  forward  and  downward 
toward  the  observer. 

It  may  seem  strange  at  this  late  day  for  anyone  to  advocate  the 
more  frequent  use  of  the  indirect,  mirror  laryngoscopy,  and  yet  it  is 
neglected  in  routine  surgical  work.  The  author  believes  that  general 
anesthesia  for  any  purpose  should  always  be  preceded  by  a  preliminary 
examination  of  the  larynx  by  the  indirect  method,  provided  the  patient 
can  be  so  examined ;  and  this  statement  applies  to  any  and  all  cases,  sur- 
gical or  otherwise,  for  which  an  anesthetic  is  desired  to  be  given.  It  is 
incomprehensible  why  it  is  so  generally  neglected  before  goitre  opera- 
tions. If  this  rule  were  observed,  there  would  not  be  as  many  myster- 
ious deaths  on  the  table  and  shortly  after  operation  to  be  accounted  for 
by  such  highly  hypothetical  diagnoses  as  hyperthymization,  cardiac 
failure,  etc.  The  author  knows  of  a  number  of  deaths  on  the  table 
where  paralysis  of  the  larynx  had  existed  unknown  to  the  surgeon ;  and 
a  perusal  of  surgical  literature  reveals  cases  strongly  suggestive  of  un- 
suspected laryngeal  paralysis. 

When  it  comes  to  operations,  howxver,  the  indirect  method  has  no 
place  in  the  author's  technic.  In  making  this  statement,  the  author 
wishes  to  qualify  it  by  saying  that  he  does  not  pretend  to  have  the  fa- 
cility in  indirect  operating  that  is  possessed  by  many  of  the  laryngolo- 
gists,  who,  by  a  lifetime  of  training,  have  acquired  wonderful  skill  in 
w^orking  by  the  aid  of  the  reversed  image  seen  in  the  mirror.  The  skill 
of  such  men  as  Delavan,  Semon,  St.  Clair  Thomson,  Bryan,  French,  Cur- 
tis, McKemon,  Simpson,  Tilley,  Dundas  Grant,  Moritz  Schmidt  and 
others  in  overcoming  the  disadvantage  of  being  compelled  to  move  a 
forceps  backward  when  it  is  desired  to  bring  it  forward,  and  to  make 
a  diagonal  movement  by  combining  a  reversed  antero-posterior  and  a 
true  lateral  movement,  is  marvelous  and  probably  will  not  be  equalled 
by  any  future  generation  of  laryngologists  because  there  is  not  now  the 
incentive  to  spend  the  lifetime  at  practice  necessary  to  acquire  the  skill 
to  work  under  the  peculiar  circumstances  of  having  the  antero-posterior 
movement  reversed  while  the  lateral  movements  are  unchanged.  This 
must  not  be  taken,  however,  to  mean  that  good  work  can  be  done  by  the 
direct  method  without  a  large  amount  of  practice,  nor  that  a  superlative 
degree  of  skill  cannot  be  acquired  in  the  direct  method.  The  same  amount 
of  work  will  produce  equally  marvelous  results  with  the  direct  method 
as  were  accomplished  by  the  indirect,  and  the  results  will  be  vastly  great- 
er because  of  the  greater  possibilities  of  the  direct  procedure. 

Very  young  children,  because  of  their  being  intractable  and  terri- 
fied, are  difficult  cases  for  the  mirror-method  of  indirect  laryngoscopy, 
but  in  addition,  as  shown  by  Swain  (Bib.  •')08),  the  epiglottis  adds  great- 
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ly  to  the  difficulty  as  compared  to  the  adult  epiglottis.  Moreover,  the 
child's  epiglottis  is  prone  to  curl.  In  the  direct  method,  on  the  other 
hand,  we  have  a  method  by  which  the  larynx  of  any  infant  or  older 
child  can  be  examined  without  any  anesthesia,  general  or  local.  The 
erroneous  statement  that  anesthesia  is  required  has  crept  into  the  litera- 
ture, and  has  prevented  the  widest  use  of  direct  laryngoscopy  for  the 
diagnosis  of  the  various  causes  of  croupy  cough  in  children  too  young 
for  mirror  inspection.  Nearly  all  cases  of  papilloma  and  of  unsuspected 
foreign  body  in  the  larynx  have  had  diphtheria  antitoxin  given  because 
it  was  supposed  that  the  larynx  could  not  be  examined  without  anes- 
thesia. Worse  still,  are  the  deaths  from  attempts  to  administer  an  alto- 
gether unnecessary  general  anesthetic  to  a  child  with  a  stenosed  larynx. 

In  dyspneic  cases,  the  possibility  of  retropharyngeal  abscess  must 
be  borne  in  mind,  and  the  posterior  pharyngeal  wall  should  always  be 
carefully  inspected  before  bronchoscopy.  Of  course,  this  can  be  done 
with  the  fingers  by  palpation,  but  the  most  ready  way  is  just  habitually  to 
note  the  condition  of  the  posterior  pharyngeal  wall  when  introducing  the 
direct  laryngoscope. 

Contraindications  to  direct  laryngoscopy.  The  author  can  recall  no 
absolute  contraindications  to  direct  laryngoscopy  in  any  cases  where  di- 
rect laryngoscopy  is  really  needed  for  either  diagnosis  or  treatment.  In 
extremely  dyspneic  cases  if  the  operator  is  not  prompt  and  certain  in  his 
introduction  of  a  bronchoscope  it  may  be  wise  to  do  a  tracheotomy  first. 

The  direct  laryngoscopic  appearances.  The  illustrations  in  this  book 
may  seem  a  little  queer  to  those  accustomed  to  the  old  indirect  illustra- 
tion. The  views  in  the  sitting  patient  seem  "upside  down."  Yet  simply 
to  reverse  an  indirect  view  will  not  give  a  direct  picture  because  the  view 
point  is  diflfercnt  as  already  explained.  The  epiglottis  does  not  show  be- 
cause it  is  hidden  by  the  direct  laryngoscope.  If  the  glottis  is  widely 
open,  the  observer  looks  directly  into  the  trachea  in  the  direction  of 
its  long  axis;  and  therefore  does  not  see  one  tracheal  wall  any  more 
than  the  other,  if  the  head  and  neck  of  the  patient  are  placed  in  the 
proper  position.  All  the  indirect  illustrations  represent  the  rings  of  the 
trachea  showing  below  the  glottis.  If  the  patient  gets  his  head  too  far 
backward  (in  the  sitting  position),  the  anterior  wall  may  possibly  be 
thus  seen,  because  in  such  a  position  the  observer's  eye  is  back  of  the 
larynx  and  is  in  almost  the  same  position  with  reference  to  the  larynx 
as  is  the  mirror  in  indirect  laryngoscopy.  This  will  be  understood  by 
referring  to  Fig.  74.  But  this  is  a  very  wrong  position  for  direct  laryn- 
goscopy, as  elsewhere  herein  explained.  When  the  patient  is  in  the  posi- 
tion shown  in  Fig.  70,  the  posterior  wall  of  the  trachea  is  more  easily 
seen  than  the  anterior,  though  if  the  position  is  exactly  correct,  neither 
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will  be  more  conspicuous  than  the  other,  because  the  operator  will  be 

looking  directly  down  in  the  tracheal  axis.     If  the  posterior  wall  is 

viewed,  no  rings  will  show  because  the  posterior  wall  of  the  trachea 
is  devoid  of  cartilage  below  the  cricoid. 

Illustrations  of  the  laryngeal  image  on  mirror  view  have  always 
been  misleading.  They  are  semidiagrammatic  and  lack  depth.  This  is 
one  of  the  things  that  contributes  most  to  the  disappointment  of  the  be- 
ginner in  direct  laryngoscopy.  He  never  knew  that  the  vocal  cords  were 
so  deep.  They  are,  in  the  adult,  nearly  3  cm.  below  the  aryepiglottic 
folds,  and  not  almost  on  a  level  with  them  as  illustrations  of  indirect 
views  have  usually  pictured  them.  When  the  beginner  in  endoscopy 
examines  them  directly,  and  still  more  when  he  first  attempts  to  operate 
upon  them,  they  seem  almost  hopelessly  far  away ;  and  to  make  matters 
worse  they  are  quite  likely  to  be  obscured  from  time  to  time  by  spas- 
modic narro wings  of  the  lumen  by  the  false  bands  and  even  by  the  up- 
per orifice  of  the  larynx  posteriorly.  The  illustration,  Fig.  9,  Plate  1, 
gives  some  idea  of  the  depth  of  the  larynx  because  the  hand  stretches 
across  near  the  level  of  the  top  of  the  false  bands.  The  reasons  for  the 
misconceptions  as  to  the  real  depth  of  the  cords  are  four:  1.  Illustra- 
tions of  the  larynx  are  made  from  memory  and  are  always  more  or  less 
diagrammatic.  2.  The  cords  are  the  central  point  of  interest  and  are 
unconsciously  always  strongly  represented  in  the  illustrations  with  a 
glistening  whiteness  that  brings  them  right  up  to  the  nearest  plane  in  the 
lar}-ngoscopic  picture.  3.  Text-book  tradition  has  called  them  white 
so  that  white  they  are  painted,  it  matters  not  whether  they  are  gray, 
pearly,  dark  greenish  gray,  bituminous,  yellowish  pink,  bluish  pink, 
bright  pink,  or  tinged  by  reflected  light.  The  artist  giving  them  their 
true  color  value  would  make  them  stand  back  at  their  true  depth.  But 
it  takes  a  lifetime  to  train  the  artist's  eye  to  see  values,  and  it  takes  an- 
other lifetime  to  train  the  laryngologist  to  see  laryngcs.  Conse- 
quently there  are  no  artist-laryngologists.  4.  There  is,  owing  to  well-known 
optical  laws,  an  actual  foreshortening  of  the  laryngeal  image  as  seen  in 
the  laryngeal  mirror.  If  anyone  doubts  the  author's  statement  that  the 
cords  are  rarely  really  white,  let  the  doubter  compare  the  whiteness  of 
some  cases  of  papilloma  or  of  the  white,  grass-like  projections  sometimes 
seen  in  certain  cases  of  malignancy.  A  good  demonstration  of  the  fore- 
shortening aflfect  of  the  mirror  is  apparent  in  comparing  the  flat  ribbon- 
like appearance  of  the  cords,  with  their  actual  appearance.  This  ribbon- 
like appearance  is  not  so  much  in  evidence  with  the  direct  method,  and 
^vhen  the  larynx  is  opened  by  thyrotomy  it  is  seen  to  have  been  an  illu- 
sion.    (See  Figs.  81  and  488). 
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In  studying  the  direct  laryiigoscopic  image  it  must  be  remembered 
that  the  larynx,  like  the  face,  is  full  of  muscles  and  is  changing  its  ex- 
pression every  moment.  The  laryngoiogist  who  sketches  as  accurately  as 
he  can  will  notice  that  no  two  sketches  are  exactly  alike.  The  author 
has  been  criticised,  by  students  who  did  not  understand  this,  for  repre- 
senting the  same  epiglottis  or  the  same  larynx  differently  at  different 
times.  It  is  only  under  the  most  profound  anesthesia  with  abolition  of 
all  except  the  deep  reflexes  that  we  see  the  glottic  chink  enlarge  and 
diminish  in  perfect  rliythm  with  the  respirator)-  movement  without  ac- 
cessory movements  in  any  part.  And  even  then  symmetry  may  be  in- 
terfered with  by  distortive  instrumental  traction.  Without  anesthesia 
there  is  usually  more  or  less  spasmodic  traction  of  the  arytenoids,  an<l 
the  ventricular  bands  are  verj'  apt  to  close  over  the  cords  and  to  narrow 


Fjg.  75. — Direct  laryngoscopic  views  local,  partial  or  no  anesthesia.  A,  epi- 
glottis. (It  is  often  more  curled  than  this.)  First  stage  of  direct  larjngeal  ex- 
posure. B,  larynx  cxpo.'icd  but  orilice  is  narrowed  by  spasm.  C,  a  moment  later 
when  orifice  widens  and  Rlottis  opens  on  deep  inspiration.  D,  posterior  part  of 
larynx  as  usually  seen  at  beginning  of  third  stage.  This  is  more  frequently  seen 
than  B.  If  the  larynx  should  open  it  would  be  seen  that  a  much  larger  portioti 
of  the  glottis  is  visible  than  anticipated, 

the  upper  laryngeal  orifice,  so  that  no  cords  are  visible.  This  pertains, 
to  some  extent,  even  under  quite  perfect  local  anesthesia.  The  picture 
is  very  apt  to  be  as  shown  at  D  in  Fig.  75,  consisting  of  two  rounded 
masses  posteriorally  with  more  or  less  showing  of  the  rounded  masses 
anteriorally,  corresponding  to  the  ventricular  hands.  If,  however,  the 
patient  is  commanded  to  keep  on  breathing  and  not  to  hold  his  breath, 
the  first  deep  inspiration  will  open  up  the  glottis  and  then  the  view 
should  be  as  at  C  in  Fig.  T.l,  except  that  it  is  not  often  that  the  be^n- 
ner  will  he  able  to  expose  the  anterior  commissure  as  there  shown. 

The  field  of  vision  at  any  particular  moment  appears  much  larger 
than  the  diameter  of  the  tube,  and  ihe  author  has  so  drawn  and  painted 
it  in  the  illustrations.  The  field  actually  is  larger,  the  degree  being  de- 
pendent upon  the  distance  of  the  obiect  viewed  from  the  distal  end  of  the 
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tube  mouth  as  will  be  understood  by  reference  to  Fig.  76 ;  but  this  fac- 
tor, of  course,  in  a  long  tube  of  small  lumen,  is  very  slight  unless  the 
object  be  very  far  from  the  distal  tube-mouth.  What  contributes  more 
to  the  apparently  larger  size  of  the  field  as  compared  to  the  tubal  diameter 
is  the  general  law  of  optics  which  explains  why  the  farther  away  an 
object  is  from  the  eye,  the  smaller  the  image,  and  consequently  the 
greater  the  area  visible.  Perspective  contributes  also  the  additional  fact 
that  the  nearer  the  plane  of  a  receding  surface  approaches  the  visual 
axis  the  greater  the  foreshortening,  and  the  greater  the  foreshortening 
the  greater  the  area  visible.  In  plain  language  the  nearer  a  surface  ap- 
proaches to  being  seen  on  edge,  the  greater  the  area  visible  through  an 
aperture  of  a  certain  size  placed  at  a  certain  distance  from  the  eye. 
Hence,  in  endoscopically  viewed  surfaces  close  against  the  tube-mouth, 
and  vertical  to  the  axis  of  the  tube,  we  see  an  area  equivalent  to  that  of 
the  lumen  of  the  tube  mouth,  whereas  in  viewing  surfaces  receding  in 
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Fig.  y6. — Schema  showing  one  of  the  reasons  why  the  endoscopic  image  always 
seems  larger  than  the  actual  diameter  of  the  tube  through  which  it  is  seen.  This 
is  most  apparent  with  the  direct  laryngoscope.  The  field  of  vision  is  larger  in  pro- 
portion as  the  distance  between  the  tube-mouth,  A  B,  and  the  farther  limit  of  the 
visible  field.  C   D.  increases. 

planes  more  or  less  approaching  parallelism  with  the  tubal  axis  we  see 
areas  equivalent  to  many  times  the  area  of  tubal  aperture. 

Instructions  to  patients.  Before  beginning  endoscopy  the  patient 
should  be  told  that  he  will  feel  a  very  disagreeable  pressure  on  his  neck 
and  that  he  may  feel  as  if  he  were  about  to  choke,  and  that  he  cannot 
get  his  breath.  He  must  be  gently  but  firmly  made  to  understand:  (1)  that 
while  the  procedure  is  alarming  that  it  is  absolutely  free  from  danger; 
(2)  and  that  you  know  just  how  it  feels;  (3)  and  that  you  will  not  al- 
low his  breath  to  be  shut  oflf  completely ;  (4)  that  he  can  help  you  very 
greatly  as  well  as  make  the  procedure  very  much  easier  for  himself  by 
paying  close  attention  to  breathing  very  deeply  and  regularly,  in  and 
out;  (5)  that  he  must  not  draw  himself  up  rigidly  as  if  he  were  "walking 
on  ice,"  but  must  be  easy  and  relax.  It  will  contribute  very  much  to 
this  end  if  the  operator  will  be  particularly  gentle  and  careful  about  the 
early  manipulations  of  applying  the  local  anesthetic  and  the  like;  and 
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will  tell  the  patient,  after  the  epiglottis  is  exposed  and  the  application  of 
the  local  anesthetic  made  to  it,  that  there  will  be  nothing  worse  to  be 
gone  through  with.  Some  endoscopists  advocate  telling  the  patient  to  put 
np  his  hand  if  the  procedure  is  too  severe.  The  author  prefers  not  to 
do  this  because  it  leads  the  patient  to  think  that  he  is  about  to  go  through 
a  severe  ordeal  which  he  mav  not  be  able  to  survive,  and  that  he  must 
give  notice  of  impending  death.  Moreover,  he  is  apt  to  raise  his  hand 
and  grasp  the  instrument  or  the  operator's  hand.  It  is  better  to  have 
the  patient's  hands  held  down  by  a  nurse.  However,  each  operator  will 
develop  his  own  method  of  controlling  the  patient  and  the  author  does 
not  care  to  urge  his  own  method  too  strongly.  A  suggestion  of  Mr. 
Waggette  (Bib.  507)  is  particularly  good:  Namely  that  a  special  signal 
be  arranged  by  which  the  patient  may  inform  the  operator  that  the  lips  or 
teeth  are  being  painfully  pressed  upon.  The  operator  interested  in  his 
deeper  work  may  otherwise  overlook  this  little  detail  which  is  often, 
needlessly  the  painful  part  of  the  procedure. 

Technic  of  exposure  of  the  larynx  in  the  sitting  patient.  Exposing 
the  larynx  with  the  speculum  in  the  sitting  position  should  be  approached 
from  the  standpoint  of  depressing  the  tongue  to  find  the  epiglottis  and 
then  depressing  and  drawing  forward  the  epiglottis,  tongue  and  all  tis- 
sues attached  to  the  hyoid  bone.  By  keeping  this  constantly  in  mind, 
two  of  the  greatest  difficulties  and  errors  will  be  prevented;  namely,  (1) 
the  tendency  on  the  part  of  the  patient  to  throw  his  head  far  back  as  if 
he  were  about  to  have  his  neck  shaved,  and  (2)  the  tendency  on  the 
part  of  the  operator  to  follow  the  patient  and  thus  to  get  his  elbow  high- 
er and  higher,  his  own  head  farther  back  and  to  use  the  patient's  upper 
teeth  as  a  fulcrum  in  an  eflfort  to  pr}*  open  the  lar\'nx,  a  movement  that 
defeats  its  own  object.  To  avoid  this,  the  author  sits  on  a  stool  in  front 
of  the  patient  precisely  as  if  he  were  about  to  use  a  tongue  depressor 
to  examine  the  pharynx.  The  position  of  the  operator  shown  in  Fig. 
70  is  the  highest  that  should  be  attained  at  the  complete  exposure  of 
the  lar\'nx  when  the  operator  is  looking  directly  into  the  trachea.  In 
beginning  to  introduce  the  laryngoscope  the  operator  should  stoop  much 
lower,  having  his  head  about  level  with  that  of  the  patient.  (Fig.  77). 
The  introduction  of  the  instrument  should  be  considered  in  three  stages. 

1.  Exposure  and  identification  of  the  epiglottis. 

2.  Placing  the  spatular  tip  back  of  the  epiglottis. 

3.  Anterior  downward  traction  on  the  epiglottis  and  all  the  tis- 
sues attached  to  the  hvoid  bone. 

First  stage.  The  patient's  head  being  covered  with  a  sterile  cap, 
the  second  assistant  pushes  the  patient's  head  and  neck  forward  as  shown 
in  Fig.  70.     The  operator  holds  the  laryngoscope  in  his  left  hand  (Fig. 
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Fie.  ;■/.— The  upper  illuslration  shows  the  first  sta«c  of  direct  laryngoscopy. 
The  operator  is  inserting  the  lars-ngoscope  with  his  left  hand  while  he  holds  the 
patient's  upper  lip  out  of  the  way  with  the  right  index  finger.  In  order  to  show 
the  instrument  and  ihir  operator's  hands  the  operator  is  standing  to  one  side  of 
the  patient,  fn  actual  work  the  operator  sits  squarely  in  front  of  the  patient  as 
shown  in  the  lower  illustration. 
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77)  while  with  his  right  index  he  raises  the  patient's  upper  lip  so  that 
it  cannot  be  pinched  between  the  laryngoscope  and  the  teeth.  The  distal 
end  of  the  laryngoscope  is  passed  backward  over  the  median  line  of  the 
dorsum  of  the  tongue,  and,  depressing  the  tongue,  in  the  direction  of  the  , 


Fig.  78.— Schema  showing  the  first  and  third  stages  in  exposinR  the  larj'nx  in 
direct  laryngoscojiy.  At  the  left  the  tongue  is  beinp  depressed  as  indicated  by  ihc 
dart,  causing  Ihe  epiglottis  to  project  into  ihe  line  of  vision  as  shown  in  the  lower 
illustralion.  Then  Ihe  laryngoscope  is  inserted  deeper  constituting  the  second  stage. 
At  thp  right  is  shown  the  third  stage,  the  drawing  forward  of  the  epiglottis  and  all 
of  the  tissues  attached  to  the  hyoid  bone  with  the  lip  of  spatular  end,  thus  exposing 
the  spasmodically  closed  larynx  as  shown  in  the  lower  right  hand  illustration,  Al 
the  next  inspiration  the  larynx  will  open,  exposing  the  cords  and  glottis  as  shown 
in  Fig.  75.    (See  Fig.  70  for  photograph  of  the  positions  at  the  third  stage.) 


dart  in  the  left  half  of  Fig.  78,  the  upper  edge  of  the  epiglottis  will  come 
into  view,  as  shown  in  the  circle.  The  tongue  is  depressed  until  the 
epiglottis  stands  up  rather  prominently  like  the  spout  of  a  pitcher,  and 
shows  a  goodly  portion  of  its  anterior  surface.  Absolutely  no  effort 
should  be  made  to  see  the  larynx  until  the  first  stage  is  accomplished, 
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namely,  the  identification  of  the  epiglottis.  If  it  fail  to  come  into  view,  it 
must  be  searched  for  a  little  more  to  the  right  or  to  the  left;  but  deep 
insertion  must  be  strictly  avoided.  Failure  to  find  the  epiglottis  nearly 
always  means  too  deep  insertion;  because,  if  the  first  step  is  properly 
taken,  namely,  to  depress  the  dorsum  of  the  tongue  slightly  until  the 
epiglottis  comes  up  into  view,  and  if  the  speculum  is  exactly  in  the 
median  line,  the  epiglottis  will  promptly  project  upward  right  in  the  line 
of  vision,  with  the  lingual  surface  of  the  epiglottis  toward  the  operator, 
as  shown  in  A,  Fig.  75,  and  in  the  left  hand  circle  in  Fig.  78. 

Second  stage.  Having  identified  the  epiglottis  in  the  manner  just 
described,  the  next  step  is  to  pass  the  spatular  end  of  the  speculum  pos- 
teriorally  to  the  epiglottis  for  a  distance  of  about  1  cm.  or  1.5  cm. 
(slightly  less  than  1  cm.  in  a  child).  The  depth  of  insertion  cannot  be 
gauged  by  arbitrary  measurements.  Nothing  but  experience  will  enable 
the  operator  to  get  it  exactly  right  for  the  particular  case,  since  the  ne- 
cessary distance  is  subject  to  wide  individual  variations.  If  the  depth  is 
not  correctly  gauged  the  error  will  be  revealed  in  the  third  stage. 

Third  stage.  Without  permitting  the  laryngoscope  to  go  deeper, 
the  larynx  is  exposed  by  a  movement  of  the  spatular  end  of  the  laryn- 
goscope in  the  direction  of  the  dart  in  the  right  half  of  Fig.  78.  This 
movement  is  fundamental  in  exposure  of  the  larynx.  It  is,  perhaps,  best 
described  as  an  effort  to  pull  the  epiglottis  and  hyoid  bone  downward, 
outward  and  forward  toward  the  operator  with  the  tip  of  the  spatular 
end.  The  patient's  whole  head  should  be  pulled  forward  by  the  power 
exerted.  If  this  is  kept  in  mind  there  will  be  no  danger  of  falling  into 
the  error  of  trying  to  pry  open  the  larynx  using  the  upper  teeth  as  a 
fulcrum.  If  the  operator  expects  now  to  see  the  lary^nx  as  in  the  laryn- 
geal mirror,  he  will,  in  most  instances,  be  disappointed  for  reasons  al- 
ready given.  Usually  a  spasm  of  the  larynx  hides  the  cords  from  view 
and  all  that  is  seen  is  the  two  rounded  eminences  over  the  arytenoids. 
The  patient  must  be  encouraged  and  pacified  if  alarmed,  and  must  be 
frequently  admonished  to  breathe  deeply.  At  the  first  inspiration  the 
cords  will  be  seen  more  or  less  hidden  by  the  overhanging  ventricular 
bands,  if  the  laryngoscope  is  properly  placed  and  the  effort  of  the  oper- 
ator's left  hand  is  properly  exerted.  It  requires  considerable  strength 
and  endurance  in  the  wrist  to  hold  out  of  the  way  the  tissues  of  a  mus- 
cular patient  with  a  short  thick  neck.  If  the  cords  are  seen,  then  it  is 
known  that  the  laryngoscope  is  properly  placed  and  that  no  harm  can 
be  done  by  firm  pulling  in  the  proper  direction,  provided  the  instrument 
is  in  the  middle  line.  If  in  executing  the  third  stage  the  epiglottis  slips 
away  downward,  the  insertion  of  the  second  stage  has  not  been  deep 
enough,  and  the  epiglottis  must  be  very  carefully  identified  again  and  the 
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insertion  made  slightly  deeper.  If  a  hasty  movement  is  made  to  catch 
the  epiglottis  the  aryepiglottic  fold  may  be  mistaken  for  the  epiglottis 
and  then  forward  traction  will  expose  the  corresponding  pyriform  sinus ; 
which  is  bewildering  to  the  beginner  who  concludes  that  the  larynx  is 
hard  to  find.  If,  on  the  other  hand,  in  executing  the  second  stage  the 
laryngoscope  is  inserted  too  deeply,  the  hypo-pharynx  will  be  entered  and 
the  third  stage  will  fail  to  expose  the  larynx  and  very  strong  muscular 
eflfort  will  result  in  exposing  the  pyriform  sinuses  or  even  the  mouth  of 
the  esophagus. 

Difficulties.  If  careful  attention  has  been  given  to  all  the  instruc- 
tions as  to  position  of  patient  and  operator  and  to  the  successive  execu- 
tion of  each  of  the  three  stages,  there  should  be  no  great  difficulty  in  suc- 
ceeding in  an  average  case  after  a  few  trials.  But  it  is  by  no  means  easy 
to  execute  every  detail  correctly,  especially  without  a  trained  assistant.  If 
the  head  of  the  patient  has  been  allowed  to  rotate  or  to  deviate  laterally, 
the  lar}mx  w^ill  not  seem  to  be  where  it  ought  to  be — in  the  median  line. 
If  the  laryngoscope  has  not  been  held  firmly  in  the  middle  line,  the  same 
"lost  larynx"  may  result  from  the  distortion  due  to  the  slipping  sidewise 
of  the  tongue  and  its  attachments.  If  the  laryngeal  aperture  cannot  be 
found  the  patient  should  be  allowed  a  moment's  rest  during  which  he  can 
expectorate  secretions.  Each  time  the  instrument  is  removed  it  should  be 
wiped  clean  with  a  square  of  gauze,  because  a  patient  does  not  like  even 
his  own  saliva  put  back  in  his  mouth.  The  same  movement  wipes  the 
lamp.  Then  a  fresh  start  should  be  made.  If  the  larynx  still  fails  to  be  re- 
vealed the  endoscopist  should  ask  himself  which  of  the  hereinafter  given 
"rules**  he  has  violated.  If  the  larynx  is  correctly  exposed  squarely 
before  the  laryngoscope,  but  only  the  posterior  commissure  is  visible 
even  on  deep  inspiration,  the  pulling  with  the  tip  of  the  spatular  end 
should  be  increased  and  the  patient's  head  should  be  brought  further 
forward  toward  the  operator,  and  extension  lessened  rather  than  in- 
creased. If  the  anterior  commissure  still  fails  to  appear  the  second  as- 
sistant who  holds  the  head  should,  with  his  right  index  finger  externally 
on  the  neck,  pull  the  thyroid  cartilage  backward.  If  properly  done,  this 
will  expose  the  anterior  commissure  in  any  case,  and  this  is  often  neces- 
sarv,  in  order  to  counteract  the  forward  traction  of  the  larynx  bv  its  at- 
tachmcnts  to  the  hyoid  bone.  Like  all  purely  manual  procedures,  practice 
is  required  to  render  direct  laryngoscopy  easy  and  smooth  in  its  execu- 
tion, which  is  a  matter  entirely  separate  from  knowing  how  to  do  it. 

RULKS   FOR   DTRKCT  LARYNGOSCOPY. 

1.  The  laryngoscope  must  always  be  held  in  the  left  hand,  never 
in  the  right. 
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2.  The  operator's  right  index  finger  (never  the  left)  should  be 
used  to  elevate  the  patient's  upper  lip  so  that  there  is  no  danger  of 
pinching  the  lip  between  the  instrument  and  the  teeth. 

3.  The  patient's  head  must  always  be  exactly  in  the  middle  line, 
not  rotated  to  the  right  or  left  nor  bent  over  sidewise,  and  the  enure  head 
must  be  forward  with  extension  at  the  occipito-atloid  joint  only.  (Fig. 
65). 

4.  The  laryngoscope  must  always  be  passed  over  the  dorsum  of 
the  tongue  exactly  in  the  middle  line  (until  the  endoscopist  is  sufficiently 
skilled  to  try  the  oblique  position). 

5.  The  epiglottis  must  always  be  identified  before  any  attempt  is 
made  to  expose  the  larynx. 

6.  When  first  inserting  the  laryngoscope  to  find  the  epiglottis, 
great  care  should  be  taken  not  to  insert  too  deeply  lest  the  epiglottis  be 
overridden  and  thus  hidden. 

7.  After  identification  of  the  epiglottis,  too  deep  insertion  of  the 
laryngoscope  must  be  carefully  avoided  lest  the  spatula  be  inserted  back 
of  the  arytenoids  into  the  hypo-pharynx. 

8.  Exposure  of  the  larynx  is  accomplished  by  pulling  forward  the 
epiglottis  and  the  tissues  attached  to  the  hyoid  bone,  and  not  by  prying 
these  tissues  forward  with  the  upper  teeth  as  a  fulcrum. 

9.  Care  must  be  taken  to  avoid  mistaking  the  ary-epiglottic  fold 
for  the  epiglottis  itself.  (Most  likely  to  occur  from  rotation  of  the  pa- 
tient's head.) 

10.  The  tube  should  not  be  retained  too  long  in  place,  but  should 
be  removed  and  the  patient  permitted  to  swallow  the  accumulated  saliva, 
which,  if  the  laryngoscope  is  too  long  in  place,  will  trickle  down  into  the 
trachea  and  cause  cough.  (Swallowing  is  almost  impossible  while  the 
laryngoscope  is  in  position). 

11.  The  patient  must  be  instructed  to  breathe  deeply  and  quietly 
without  making  a  sound. 

12.  In  the  sitting  position  of  the  patient,  the  operator  should  also 
be  sitting. 

Direct  laryngoscopy  by  lateral  and  oblique  methods.  In  the  fore- 
going description  of  the  technic  of  direct  laryngoscopy,  it  is  stated  that 
the  instruments  should  be  passed  exactly  in  the  middle  line  over  the 
dorsum  of  the  tongue.  This  is  intended  to  render  orientation  easy.  After 
facility  is  acquired  and  the  faculty  of  readily  recognizing  various  land- 
marks is  developed,  it  w^ill  be  found  a  great  advantage  in  exposing  the 
larynx  to  pass  the  laryngoscope  at  the  side  of  the  tongue  from  the  cor- 
ner of  the  mouth,  the  head  being  turned  very  slightly  toward  the  oppo- 
site side.     Otherwise  the  position  is  the  same  as  by  the  regular  method. 
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As  the  exposure  is  obliciue,  the  larynx  will  look  somewhat  asymmetrical 
and  more  will  be  seen  of  one  wall  than  of  the  other.  This,  however,  is 
of  very  great  advantage  when  it  is  desired  to  inspect  the  ventricle,  the 
laryngoscope  being  passed  from  the  comer  of  the  mouth  opposite  to  the 
ventricle  to  be  examined ;  that  is,  through  the  right  corner  of  the  mouth 
when  the  left  ventricle  is  to  be  examined,  and  vice  versa.  The  oblique 
method  also  is  of  very  great  advantage  in  the  removal  of  tumors  from 
the  ventricle  and  from  the  subglottic  regions,  and  very  often  from  the 
cords  themselves,  the  speculum  being  passed  from  the  comer  of  the 
mouth  opposite  to  the  side  of  the  larynx  on  which  it  is  intended  to 
operate.  A  narrow  tube  laryngoscope  such  as  shown  in  Fig.  21  (child's 
size)  is  best  adapted  to  laryngoscopy  at  the  side  of  the  tongue.  The 
author  cannot  understand  Br  linings'  objections  to  the  lateral  route. 

In  using  lateral  opening  specula  such  as  the  one  shown  in  Fig.  15, 
with  the  slide  oflf,  it  is  best  to  pass  the  instrument  to  one  side  of  the 
tongue,  selecting  the  side  that  will  leave  the  tongue  on  the  side  of  the 
instrument  that  has  no  opening.  If  the  tongue  is  on  the  side  of  the 
opening  the  tongue  will  crowd  into  the  opening,  and  obstruct  the  view. 
These  lateral  opening  specula,  however,  are  not  especially  intended  for 
lateral  use.  They  are  useful  only  for  regular  dorso-lingual  passage  under 
general  anesthesia.     They  are  too  wide  for  use  under  local  anesthesia. 

Exposure  of  the  larynx  ivith  the  instruments  of  Briinings,  or  of 
Kahler,  and  with  all  modifications  of  these  and  of  the  author's  laryngo- 
scope, is  precisely  the  same  as  described  in  the  foregoing.  The  technical 
illustrations  show  the  author's  instrument  but  the  movements  are  identi- 
cal with  all  other  instruments  of  the  same  i)osition  of  handle,  which  has 
come  to  be  universally  employed  for  the  sitting  position.  The  simple 
L-shaped  laryngoscope  has  been  generally  abandoned  for  laryngoscopy 
upon  the  sitting  patient.  The  only  difference  in  the  use  of  the  various 
laryngoscopes  for  this  purpose  is  in  the  management  of  the  illumination, 
proximal,  distal  or  headband  types.  Killian  uses  an  improved  form  of 
Kirstein  headlamp  for  all  direct  laryngoscopic  procedures  except  for 
demonstration,  for  which  he  uses  the  handlamp  at  the  proximal  end  of 
the  tube. 

Subglottic  laryngoscopy.  For  examining  the  subglottic  region  in 
adults  the  child's  size  of  the  esophageal  speculum.  Fig.  21,  is  very  sat- 
isfactory. It  is  used  instead  of  the  laryngoscope  to  expose  the  larynx, 
and  then  it  is  gently  slid  down  into  the  glottis  while  carefully  keeping  in 
view  the  two  arytenoid  eminences  as  the  tip  of  the  speculum  enters  the 
glottis.  In  children,  however,  the  author  prefers  to  insert  one  of  his 
regular  bronchoscopes,  Fig.  l(i,  because  the  instmment  is  extremely 
light  and  delicate,  therefore  there   is  no  danger  of  causing   subglottic 
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edema.  The  Brunings  and  Kahler  bronchoscopes  may  be  used  for  either 
adults  or  children  in  the  way  just  described  for  the  child's  esophageal 
speculum.  Great  care  should  be  used  in  thus  examining  the  subglottic 
region  of  children,  for  the  reason  given. 

THE  TECH  NIC  OF  DIRECT   LARYNGEAL  OPERATING. 

The  preparation  of  the  patient,  local  as  well  as  general,  should  be 
carried  out  as  elsewhere  herein  suggested.  Particular  attention  should 
be  given  to  oral  antisepsis,  however  trivial  the  growth  and  its  removal 
may  seem  to  be;  and  the  general  examination  should  never  be  omitted 
except  in  great  emergency. 

Anesthesia  has  been  elsewhere  considered  in  detail.  For  direct 
laryngoscopy  upon  the  sitting  adult  patient  it  is  usually  local,  never 
general.  The  more  thoroughly  it  is  carried  out  the  easier  will  be  tHe 
operation,  because  of  the  lessening  of  the  reflex  spasm,  not  because  of 
need  of  analgesia.* 

Left-hand  exposure.  The  prime  essential  of  direct  laryngeal  oper- 
ating is  perfect  mastery  of  continuous  left-handed  laryngeal  exposure. 
The  left  hand  must  be  able,  unaided,  not  only  to  expose  the  larynx  but 
to  maintain  the  exposure  for  at  least  a  minute.  Many  operative  pro- 
cedures can  be  completed  in  this  time  if  a  proper  plan  of  working  has 
been  devised.  Those  that  require  a  longer  period  can  be  completed  by 
removal  and  reinsertion  of  the  laryngoscope.  The  author  personally 
finds  no  difficulty  in  holding  the  larynx  open  for  ten  to  fifteen  minutes 
if  need  be,  and  Dr.  Ellen  J.  Patterson  has  frequently  held  the  larynx 
exposed  for  a  twenty-five  minute  radium  application.  Yet  most  oper- 
ators find  prolonged  exposure  tiresome;  and  there  is  no  objection  to  in- 
termittent exposure,  with  intervals  for  expectoration,  provided  the  ex- 
posure is  steady  and  efficient  with  the  left  hand  only.  This  is  not  at  all 
difficult  to  acquire  if  the  student  will  begin  right,  as  previously  ex- 
plained, and  follow  precisely  the  directions  herein  given  for  direct  laryn- 
geal exposure,  always  with  the  left  hand  only.  Like  all  purely  manual 
procedures,  especially  bimanual  procedures,  such  as  the  playing  of  mu- 
sical instruments,  what  seems  at  first  difficult  becomes  easy  with  prac- 
tice to  those  who  are  not  discouraged  by  early  difficulties. 

Endoscopic  use  of  laryngeal  forceps.  Having  mastered  direct 
laryngeal  left-hand  exposure  the  next  step  is  to  learn  the  use  of  for- 

♦The  reflex  spasm  here  referred  to  is  the  ordinary  grlottic  movement.  The 
statement  of  pome  authors  that  the  interior  of  the  larynx  should  be  cocainized  to 
prevent  respiratory  arrest  from  "vagus  reflexes"  can  only  refer  to  patients  under 
general  anesthesia,  possibly  partially  under.  In  over  one  thousand  direct  laryngeal 
operations  and  bronchoscopies  by  Dr.  Patterson  and  the  author  there  has  never 
been  an  arrest  of  respiration  when  no  anesthetic,  general  or  local,  was  used. 
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ceps,  A  multiplicity  of  forceps  for  the  removal  of  growth  is  quite  un- 
necessarj'  and  is  really  a  great  hindrance  to  good  work.  It  is  far  better 
to  rely  upon  one  forceps  such  as  that  shown  in  Fig.  35,  and  by  culti- 
vating dexterity  with  this  instrument  all  the  different  forms  and  posi- 
tions of  growths  as  shown  in  Fig,  79  can  be  removed  with  far  greater 
precision  than  if  all  different  forms  and  angles  of  jaws,  guillotines,  etc., 
are  tried  first  and  found  wanting.  When  the  one  forceps  is  mastered, 
others  may  be  added  as  found  desirable.  It  is  the  author's  custom  to 
have  the  jaws  always  set  to  open  the  one  way — up  and  down.  If  any 
other  angle  may  seem  desirable,  the  forceps  are  turned  in  the  hand  even 
to  complete  reversal,  the  thumb  and  finger  exchanging  rings.  This  may 
not  appeal  to  many,  and  the  author  would  not  urge  it;  but  he  does  espe- 


vff>  v/V  v^V  siy 


Fic.  7g. — Indirect  views  of  different  types  of  laryngeal  growths.  A.  Multiple 
papillomata  in  a  woman  of  25  years,  requiring  tracheotomy.  Cured  by  repeated 
direct  larj^ngoscopic  operations.  B.  Multiple  infra-glottic  iibro-papillomata  in  a 
woman  o(  54  years,  cured  by  direct  operations.  C,  Fibroma  attached  to  the 
under  surface  of  right  cord  at  the  anterior  commissure  in  a  man  of  39  years.  Cared 
by  a  sinnle  removal.  D.  Sul)glottic  angioma  in  a  man  of  42  years.  All  of  these 
difTerenI  types  of  tumor  were  removed  with  the  oiic  form  of  tissue  forceps  (Fig.  35) 
illustrating  the  nccdiessness  of  a  large  variety  of  forceps. 


cially  urge  that  all  early  practice  work  be  done  with  the  one  forceps  and 
with  the  jaws  opening  only  one  way  until  the  eye  is  trained  to  watch  the 
forceps  open  and  close. 

The  ganging  of  depth  by  the  use  of  one  eye  only  is  at  all  times 
difficult  except  by  prolonged  practice.  It  is  more  than  usually  difficult 
in  direct  larj-ngeal  operating  because  of  the  misconception  as  to  the 
real  depth  of  the  larynx,  as  before  mentioned.  These  two  factors 
contribute  to  such  accidents  as  shown  at  B,  in  Fig.  80,  where,  in  the 
attempt  to  reach  a  growth  of  the  cord,  miscalculation  as  to  the  real  depth 
of  the  growth  and  of  the  cord  from  which  it  sprung  caused  the  oper- 
ator, who  was  a  very  skillful  man  by  the  indirect  method,  to  punch  out  a 
.<.ection  of  the  ventricular  band  leaving  the  floor  of  the  ventricle  ex- 
posed to  view.  While  this  is  not  a  very  grave  accident,  if  not  too  far 
posteriorly,  it  is  one  to  be  avoided  on  the  general  principle  that  all  un- 
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necessary  laryngeal  trauma  is  always  to  be  avoided  with  the  utmost 
care,  because  only  by  so  doing  can  we  hope  for  the  highest  percentage 
of  good  results.  Serious  vocal  impairment  may  result  from  such  an  ac- 
cident if  relatively  deep  down  posteriorly.  A  still  more  serious  acci- 
dent is  seen  at  C,  where  a  large  part  of  the  left  cord  was  afterward  dis- 
covered at  indirect  laryngoscopy  to  have  been  punched  away  leaving 
the  fibroma  unharmed.  Worse  yet  is  the  accident  shown  at  D,  where  a 
large  part  of  the  arytenoid  cartilage  has  been  removed  and  the  arytenoid 
movements  permanently  impaired.  As  shown  by  the  author  the  chief 
factor  in  the  production  of  an  efficient  adventitious  vocal  cord  is  the 
traction  of  an  unimpaired  arytenoid.  Unfortunately  misdirected  excisions 
are  especially  liable  to  be  located  posteriorly.     Only  by  practice  can  the 


—A  direct  view  showing  hiding  of  the  end  of  the  forceps  h\  spasmodic 
closure  of  the  venlriciilar  bands.  At  the  same  moment  the  upper  orifice  of  the 
larynx  closes  somewhat  also,  though  this  is  not  shown  in  order  to  illustrate  the 
spasmodic  closure  of  the  bands.  The  operator  thinking  his  forceps  correi.tl>  placed, 
closes  them,  and,  later  at  indirect  laryngoscopy,  is  surprised  to  find  the  ventncular 
band  cut  away  and  the  growth  below  unharmed,  (B).  A  worse  accident  is  shown  at 
C  where  the  posterior  half  of  the  cord  is  removed  leaving  Ihe  fibroma  unharmed. 
Still  mori-  serious  is  the  accident  at  D,  where  a  large  pari  of  the  left  arytenoid  was 
removed.  (B,  C,  and  D  were  sketched  by  the  author  from  cases  seen  in  consulta- 
tion immediately  after  the  accident.) 

faculty  of  gauging  depth  be  acquired,  and  especially  by  practice  which 
enables  the  operator  to  work  with  both  ejes  open,  ignoring  the  image 
of  the  left  eye.  A  darkened  room  assists  in  acquiring  this  faculty.  If 
the  habit  of  holding  the  left  eye  closed  is  formed,  the  vision  of  the  right 
eye  is,  for  the  time  b^jng,  impaired  and  the  operator  is  needlessly  fa- 
tigued, as  pointed  out  by  the  author  many  years  ago.  Another  factor 
in  the  avoidance  of  the  accidents  above  referred  to  is  to  make  it  a  rule 
to  work  only  by  sight.  The  jaws  must  be  seen  to  close  properly  on  the 
growth,  otherwise  they  must  not  be  closed.  In  the  event  of  a  spasmodic 
contraction  of  the  larynx,  grasping  the  forceps  as  shown  at  A,  in  Fig 
80,  the  forceps  should  be  withdrawn  and  if  working  under  a  local  anes- 
thetic more  of  the  anesthetic  solution  should  be  applied.    If  working  un- 
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der  a  general  anesthetic,  (recumbent  patient)  the  depth  of  the  anes- 
thesia should  be  increased.  If  working  without  an  anesthetic  an  oppor- 
tunity must  be  awaited  when  the  larynx  is  free  from  spasm.  A  child 
will  clean  its  throat  by  swallowing  or  the  secretions  will  drain  out  if  the 
child  is  turned  over.  If  the  field  is  covered  with  blood  or  secretions, 
rendering  accurate  guidance  of  the  forceps  impossible,  the  laryngoscope 
and  forceps  must  be  removed  and  the  patient  told  to  "clear  his  throat." 
If  a  growth  at  the  anterior  commissure  fails  to  come  into  view,  the  as- 
sistant holding  the  head  uses  his  index  finger  to  press  backward  the 
thyroid  cartilage,  at  the  same  time  steadying  it,  and  this  counterpressure, 
when  properly  exerted  will  bring  into  view  the  anterior  commissure  in 
any  case  where  the  endoscopist  is  holding  his  speculum  properly.  Either 
lateral  wall  above  or  below  the  commissure  can  be  rendered  prominent 
by  skilled  counterpressure.  Under  no  circumstances  should  the  operator 
attempt  to  reach  a  growth  anteriorly  that  he  cannot  see,  simply  from  his 
memory  of  its  location  at  previous  indirect  laryngoscopy. 

In  the  removal  of  small  tumors,  either  on  the  cords  or  below,  it  is 
often  a  very  great  advantage  to  introduce  the  speculum  and  to  work  from 
the  opposite  side ;  therefore,  in  rightsided  tumors,  the  speculum  is  put  in 
the  left  side  of  the  mouth  and  on  the  left  side  of  the  patient's  tongue. 
Then  by  moving  the  patient's  head  to  the  right,  we  get  a  good  view  of 
the  right  wall  of  the  larynx.  In  very  sensitive  adult  patients,  it  may  be 
wise  to  make  an  application  of  8  per  cent  cocaine  solution  along  the  side 
of  the  tongue  at  the  back,  on  the  side  through  which  the  speculum  is  to 
be  passed.  To  those  who  try  this  method  for  the  first  time,  there  may 
be  some  trouble  with  the  tongue  rolling  over  the  open  portion  of  the 
speculum  and  obstructing  the  view,  but  the  operator  soon  learns  to  con- 
trol this.  In  tumors  below  a  cord  (as  at  D,  Fig.  79)  there  is  a  great 
temptation  to  use  a  sliding  punch  forceps,  which,  however,  is  almost  cer- 
tain to  remove  the  cord  and  muscular  tissue.  A  better  method  is  to  tilt 
the  cord  over  sidewise  with  the  spatular  end  of  the  laryngoscope  and  the 
growth  thus  can  be  presented  fairly  in  front  of  the  spatula  by  extreme 
lateral  movement,  as  shown  in  Fig.  83,  and  by  pushing  firmly  on  the 
laryngoscope.  Then  the  tissue  forceps  (Fig.  35)  can  be  accurately 
placed  without  the  growth  slipping  away.  When  the  patient  coughs  up 
much  blood  the  lamp  may  become  somewhat  obscured.  Conditions  here 
are  very  different  from  work  in  the  tracheo-bronchial  tree  and  in  the 
esophagus  because  in  the  latter  two  regions  the  tube,  when  introduced,  is 
allowed  to  remain  throughout  the  entire  procedure,  and  the  swabs  with 
which  the  field  is  wiped  also  at  the  same  time,  without  any  effort,  wipe 
the  lamp.  In  the  larynx,  however,  working  as  is  almost  invariably  the 
case,  with  local  anesthesia  or  with  none  at  all,  the  direct  laryngoscope 
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is  frequently  withdrawn,  and  then  reintroduced  after  the  patient  has 
been  permitted  to  expectorate  the  blood  and  mucus.  At  these  inter- 
vals the  spatular  end  of  the  direct  laryngoscope  is  wiped  by  the  operator 
with  a  square  of  gauze  without  removal  of  the  light  carrier.  This  wip- 
ing cleanses  the  portion  of  the  lamp  which  emits  the  light  needed.  There 
is  no  need  to  cleanse  the  back  of  the  lamp  nor  the  socket,  nor  the  little 
pocket  in  which  the  lamp  lies.  In  working  with  the  hand  lamp  the  mir- 
ror is  cleansed  of  the  spattered  coughed-out  secretions  at  these  removals. 
With  the  head  lamp  the  lens  front  and  mirror  are  to  be  similarly  cleansed 
and  readjusted  in  the  visual  axis.  With  the  Claar  reflector  the  mirror 
and  lamp  both  are  cleansed  and  readjusted  to  position  before  the  eye. 
With  any  of  these  forehead  forms  of  illumination  a  nurse  should  be  in- 
structed as  to  this  cleansing  so  as  to  minimize  the  loss  of  time. 

In  the  foregoing  the  author  has  referred  only  to  the  one  kind  of 
forceps.  By  this  he  does  not  wish  to  disapprove  of  sliding-punch  for- 
ceps. On  the  contrary,  punch  forceps  are  very  useful  at  times,  but  their 
use  should  not  be  attempted  until  the  operator  is  quite  familiar  with  di- 
rect laryngeal  operating,  because  of  the  greater  liability  to  such  acci- 
dents as  shown  at  B  and  C  in  Fig.  80. 

Taking  of  a  laryngeal  specimen  for  diagnosis.  This  work  is  not 
concerned  with  diagnosis,  yet,  it  may  be  said  in  passing  that  the  diagnosis 
of  carcinoma  rests  largely  upon  the  histologic  examination.  The  diag- 
nosis of  sarcoma  rests  largely  on  the  exclusion  of  laryngeal  tuberculosis 
by  histologic  and  bacillary  tissue  examinations,  animal  injections  of  tis- 
sue, emulsions,  etc. ;  and  on  the  exclusion  of  lues  by  the  therapeutic, 
the  Wassermann  and  the  luetin  tests.  But  for  biopsy  to  be  of  any  value 
either  positively  or  negatively,  it  is  essential  to  have  an  ample  specimen. 
In  the  old  days  the  minute  fragment  from  an  uncertain  location  was  a 
disgrace  to  the  laryngologist,  an  enormity  of  Injustice  to  the  microsco- 
pist  and,  worst  of  all,  to  the  patient.  Too  often  the  so-called  ^'specimen*' 
was,  as  aptly  described  by  Jonathan  Wright  (Bib.  582)  "A  tiny  bit  of 
tissue  chipped  off  the  surface  of  a  laryngeal  growth  with  a  pair  of  for- 
ceps, nay,  not  even  surely  off  the  growth,  but  perhaps  from  some  other 
part  of  the  endo-laryngeal  surface  in  the  neighborhood  of  the  growth, 
with  the  assertion  from  the  operator  that  it  did  come  from  the  growth." 
Direct  laryngoscopy  for  the  removal  of  a  specimen  has  changed  all  this. 

The  best  plan  for  the  removal  of  the  specimen  depends  upon  the 
topography  of  the  laryngeal  lesion.  If  a  small  growth,  it  should  be  re- 
moved entirely  with  a  goodly  portion  of  the  normal  basal  tissues.  If  a 
large  growth,  and  there  are  objections  to  entire  removal,  the  edge  of  the 
growth  including  apparently  normal  as  well  as  neoplastic  tissue  is  ne- 
cessary.   If  the  larynx  is  the  seat  of  a  diffuse  infiltrative  process  pervad- 
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quite  certain  to  be  malignant.  Should  the  since-discovered  effect  of  ra- 
dium in  controlling  malignanc}-  fulhtl  early  promises,  this  latter  advice, 
sound  in  its  day,  may  require  modification. 

Remozal  of  groii-lhs  from  the  laryngeal  x-enlride.  Growths  in  the 
ventricle,  especially  when  of  small  size,  may  be  rendered  exceedingly 
diHicult  of  remo\"al  by  the  overhanging  projection  of  the  ventricular 
bands,  which,  for  the  time  being,  exa^erates  ver^-  much  the  outward 
depth  of  the  ventricle.  In  such  cases,  general  anesthesia  may  be  required 
and  it  is  perfectly  justifiable,  provided  there  is  no  stenosis  whatever,  and 
not  the  slightest  dyspnea.  With  thorough  coca  in  iz  at  ion,  however,  it  is 
always  possible  to  get  these  growths  by  the  lateral  method  of  operating. 
The  degree  of  overhang  of  the  ventricular  band  especially  when  in  a 
state  of  spasm  is  seldom  realized  (Fig.  f*l  i.  Where  a  growth  involv- 
ing the  cord  probably  extends  far  back  into  the  ventricle,  or  where  a 


F[fi.  Si.— Pencil  sketch  of  direct  lar)"ngoscopic  view,  silting  patient,  showing, 
at  R,  a  growth  springing  from  the  outermost  depth  o£  ihe  right  ventricle.  At  .A. 
the  growth  is  hidden  by  the  overhang  of  the  ventricular  band.  At  C.  the  dotted 
line  indicates  the  growth  under  the  overhanging  ventricular  band. 


growth  springs  from  the  ventricle  itself  and  is  hidden  by  the  ventricular 
band  as  in  Fig.  82,  it  is  not  necessary  to  punch  out  the  ventricular  band 
fas  shown  to  have  been  accidentally  done  in  Fig.  80)  in  order  to  expose 
the  floor  of  the  ventricle  and  thus  render  more  accurate  the  tumor  re- 
moval. 

In  such  a  case  as  that  shown  in  Fig.  82  the  head  of  the  patient  is 
carried  far  over  to  one  side  after  the  larynx  is  exposed  (Fig.  8:i).  If 
the  tube,  E,  has  not  been  passed  at  the  side  of  the  tongue  it  is  now 
slipped  over  to  the  lower  comer  of  the  month,  B,  and  the  patient's  head 
is  lilted  over  to  the  .same  side  while  the  observer  watches  through  the 
tube.  The  second  assistant  must  keep  the  larynx  fixed  and  in  the  ver- 
tical position.  The  lube  is  advanced  until  the  ventricular  band  is  flat- 
tened and  the  growth  can  be  removed  from  the  ventricle. 
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Removal  of  large  benign  tumors  of  the  larynx  above  the  cords. 
The  author  often  uses  for  this  class  of  case  the  alligator  punch  forceps. 
Fig.  ac.  They  can  be  inserted  through  the  author's  laryngoscope,  but 
the  best  way  is  by  the  author's  "ex-tubal"  method.  The  forceps  are  in- 
serted alongside  the  laryngoscope,  which  is  used  only  to  look  through 
for  the  accurate  ocular  guidance  of  the  forceps  as  shown  in  the  schema 
Fig.  8-1.  The  jaws  can  be  placed  and  the  bite  made  with  great  accuracy. 
The  side-slide  laryngoscope  (Fig,  !'»)  because  of  its  oval  lumen  is  pre- 


FiG.  8.1. — Schema  illiislrating  the  1at(^ral  method  of  exposing  a  growth  in  the 
ventricle  of  Morgani,  by  bending  the  patient's  head  to  the  opposite  side  while  the 
second  assistant  externally  fixes  the  larynx  with  his  hand.  M.  patient's  mouth. 
T,  thyroid  cartilaRe.  R,  right  side,  L.  left,  V.  R.  ventricular  hand.  C,  C,  vocal 
cord.  The  circular  drawing  indicates  the  endoscopic  view  oLitainaWe  by  this  method. 
The  tube,  K,  is  dropped  lo  the  corner  of  the  mouth,  IJ,  and  the  tiilw  is  inserted 
down  to  K. 


ferred  by  man>-  operators  some  of  whom  leave  the  slide  off.  In  case  of 
still  larger  tumors  with  more  or  less  pedunculated  base  the  heavy  snare. 
Fig.  41,  may  be  used  to  excellent  advantage  by  the  "ex-tubal"'  method. 
In  some  of  the  author's  cases  tumors  the  size  of  a  hen's  egg  have  been 
thus  removed.  Sessile  growths  may  l)e  removed  by  the  gal vano -cautery 
snare,  but  the  author  prefers  forceps.  Of  course,  there  could  be  no 
hope  of  thorough  removal  of  malignancy  by  stich  means ;  and  incom- 
plete removal  is  rarely  if  ever  justifiable. 
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Ill 


Amputation  of  the  epiglottis  for  palliation  of  dysphagia  in  tuber- 
culosis or  malignant  disease  is  an  operation  easily  performed  and  of 
benefit  where  the  dysphagia  is  due  to  ulceration  of  the  epiglottis.  It  is 
possible  that  very  early  malignancy  of  the  extreme  tip  can  be  cured  by 
such  means,  and  the  author  has  had  such  a  successful  result  in  two  in- 
stances. Closure  of  the  air  passages  to  the  entrance  of  food  during  swal- 
lowing seems  to  be  a  three-fold  process.  The  tilting  of  the  larynx  and 
especially  of  the  arytenoids  and  the  arytenoid  approximation  are  prob- 


(       ) 

Fig.  84. — Schema  illustrating  removal  of  a  tumor  from  the  upper  part  of  the 
larynx  by  the  author's  "ex-tubal"  method  for  large  tumors.  The  large  alligator 
basket  punch  forceps,  F,  is  inserted  from  the  right  comer  of  the  mouth,  and  the 
jaws  are  placed  over  the  tumor,  T,  under  guidance  of  the  eye  looking  through  the 
laryngoscope,  L.  This  method  is  not  used  for  small  tumors.  It  is  excellent  for 
amputation  of  the  epiglottis  with  these  same  punch  forceps  (Fig.  36)  or  with  the 
heavy  snare.  (Fig.  41.) 


ably  the  chief  factors.  In  addition  to  this,  however,  there  is  the  closure 
of  the  ventricular  bands  below  and  the  capping  by  the  epiglottis  above. 
The  least  important  of  the  three  seems  to  be  the  epiglottis  and  it  can 
very  readily  be  dispensed  with  if  necessary  to  relieve  pain  or  cure  dis- 
ease. Probably  its  chief  function  is  to  act  as  a  snow  plow  in  splitting 
the  food  bolus  and  drifting  the  two  portions  laterally  into  the  pyriform 
sinuses  thus  directing  the  food  bolus  past  the  aditus  laryngis.  Mr.  Wal- 
ter G.  Howarth  states  that  the  epiglottis  has  nothing  whatever  to  do  with 
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laryngeal  closure  during  swallowing.  As  a  clinical  fact  we  know  that 
amputation  of  the  epiglottis  is  not  often  followed  by  serious  symptoms 
and  results  in  the  relief  of  pain  are  excellent.  Lockard  (Bib.  346)  has 
collected  statistics  on  the  results  in  tuberculosis.  It  would  not  be  easy 
to  get  out  more  than  the  projecting  part  of  the  normal  epiglottis,  but  it 
is  not  difficult  to  remove  all  of  the  involved  portions.  The  projecting 
part  may  be  amputated  with  the  heavy  snare  shown  in  Fig.  41,  and  this 
is  the  better  way  in  those  rare  cases  of  disease  limited  to  the  tip  be- 
cause of  the  en  masse  removal.  In  more  general  involvement  either  the 
snare  or  the  large  basket  alligator  punch  forceps  may  be  used.  With 
either  instrument  it  is  best  to  operate  by  the  author's  "ex-tubal*'  method 
shown  in  the  schema,  Fig.  84. 

Endolaryngeal  operations  favoring  development  of  adventitious  vo- 
cal cords.  In  some  instances  liberation  of  adhesions  will  favor  the  for- 
mation of  adventitious  vocal  cords.  In  other  instances  where  there  is 
tension  from  contraction  of  cicatricial  tissue  hampering  mobility  of  the 
arytenoids  an  incision  designed  to  relieve  the  tension  and  supply  a  re- 


FiG.  85. — Author's  laryngeal  knife,  30  cm,  long.     Illustration  reoroduced  from 
the  earlier  volume. 

dundancy  of  tissue  for  later  absorption  will  bring  back  the  voice  as  illus- 
trated in  the  case  cited  in  the  section  of  this  work  that  deals  with  papil- 
loma. For  such  incisions  the  author's  laryngeal  knife,  Fig.  85,  is  ex- 
cellent. The  sharp  anterior  commissure  is  essential  to  good  phonation. 
In  Fig.  15,  Plate  1,  is  illustrated  a  case  in  which  the  action  of  the  laryn- 
geal musculature  was  unable  to  approximate  and  draw-  tense  the  adven- 
titious vocal  bands.  The  patient,  a  man  of  thirty  years,  when  convales- 
cent from  a  very  severe  attack  of  typhoid  fever  became  dyspneic  and 
was  tracheotomized  by  Dr.  James  W.  McFarlane.  When  the  perichon- 
dritis had  subsided  the  larynx  remained  stenosed  by  cicatricial  tissue,  and 
the  case  was  transferred  to  the  author's  service  at  the  Western  Pennsvl- 
vania  Hospital  for  decannulation.  The  stenosis  was  cured  by  laryngos- 
tomy  by  the  author's  method  as  described  in  a  later  chapter.  After 
decannulation  and  plastic  closure  the  patient  could  not  speak  louder 
than  a  whisper  because  of  inability  of  the  laryngeal  musculature  to  ap- 
proximate and  draw  tense  the  cicatricial  adventitious  vocal  bands  (Fig. 
15,  Plate  1 ).  With  a  sliding  punch  forceps  the  author  cleared  the  anterior 
commissure  of  all  tissue  out  to  the  perichondrium,  as  shown  by  the 
dotted  line,  with   excellent  vocal   results.     In   this   kind  of  case,   it   is 
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absolutely  necessary  to  remove  the  tissue  anteriorly  very  radically  but  to 
harm  the  tissue  at  the  sides  as  little  as  possible.  There  was  a  thick 
redundancy  of  tissue  not  under  tension.  With  a  thin  band-like  web 
under  tension  it  is  usually  better  to  incise  with  the  knife  as  in  the  case 
referred  to  under  *Tapilloma." 

Endoscopic  evisceration  of  the  larynx  is  a  procedure  which  will 
cure  a  few  cases  of  cicatricial  laryngeal  stenosis  especially  those  where 
the  cicatrices  are  thin  and  web-like.  Illustrative  cases  are  show^n  in 
Plate  1.  Fig.  1  shows  a  post-diphtheritic  stenosis  in  a  boy  of  fourteen 
years  admitted  to  the  Western  Pennsylvania  Hospital  for  decannulation. 
An  incision  was  made  in  the  plane  of  the  glottis,  so  that  the  slide  punch- 
forceps  could  be  inserted.  All  of  the  endolaryngeal  tissue  that  could 
be  removed  without  injury  to  the  arytenoid  cartilage  was  extirpated,  the 
effort  being  made  to  lay  bare  the  perichondrium  of  the  laryngeal  wall, 
as  shown  schematically  in  Fig.  80.  Healing  was  prompt  but  left  a 
slight  recurrence  of  the  cicatricial  tissue  in  the  anterior  commissure. 
Thorough  removal  of  this  with  a  pointed  slide-forceps  was  followed  by 
an  excellent  result  (Fig.  5,  Plate  1 )  both  as  to  voice  and  cure  of  stenosis. 
He  was  seen  two  years  after  decannulation  and  was  learning  a  trade  in 
a  mill.  A  similar  case  was  that  of  a  man.  aged  40  years,  who  applied  to 
the  Eye  and  Ear  Hospital  Dispensary  for  decannulation.  He  had  been 
tracheotomized  during  typhoid  fever  about  a  year  before.  The  larynx 
was  occluded  by  a  thin  membranous  cicatrix  which  left  only  a  small 
opening  posteriorly  (Fig.  4,  Plate  1).  There  was  slight  arytenoid  move- 
ment on  both  sides.  The  larynx  was  eviscerated  as  in  the  previous  case, 
but  required  tw^o  subsequent  removals  of  tissue  to  clear  the  anterior 
commissure.  An  excellent  result  was  ultimately  obtained  (Fig.  8,  Plate 
] )  and  the  patient  was  decannulated  after  two  months'  watching.  The 
voice  was  loud,  though  rough,  and  there  was  no  recurrence  of  the 
dyspnea  when  seen  two  years  later.  In  three  other  cases  the  same  meth- 
od was  not  sufficiently  successful  to  permit  decannulation  but  the  method 
is  well  worthy  of  trial  before  resorting  to  laryngostomy.  A  simple  punch- 
ing out  of  the  occluding  membrane  is  not  sufficient.  An  effort  should  be 
made  to  remove  all  of  the  tissue  in  the  larynx  clear  out  to  the  perichon- 
drium, but  without  removing  any  part  of  either  arytenoid  cartilage,  in 
non-paralytic  cases.  In  cases  of  posticus  paralysis  the  excision  may  be 
carried  farther  back,  excising  a  portion  of  the  processus  vocalis  of  the 
ar>^tenoids. 

Vocal  results.     Two  classes  of  cases  must  be  considered. 

1.  In  cases  of  laryngeal  stenosis  in  which  no  air  is  going  through 
the  larynx  on  expiration  with  the  cannula  temporarily  occluded  with  the 
finger,  the  patient  of  course  has  no  voice  except  the  '^buccal  voice"  like 
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that  developed  by  the  laryngectomized  patient.  These  patients  can  be 
promised  a  good  whispered  voice  immediately  after  operation.  Phona- 
tion  will  depend  on  the  conditions  mentioned  below  in  the  next  class  of 
cases. 

2.  In  cases  of  laryngeal  stenosis  in  which  any  expiratory  air  at  all 
is  going  through  the  larynx  when  the  tube  is  temporarily  occluded  with 
the  finger,  the  voice  is  usually  fairly  good.  Therefore,  one  of  the  first 
questions  to  be  considered  is  in  regard  to  the  voice  after  operation.  The 
author  has  demonstrated  that  the  most  important  factor  in  the  produc- 
tion of  an  adventitious  cord,  after  operative  or  morbid  loss  of  the  true 
cord,  is  the  traction  of  the  arytenoid.  The  thousands  of  pulls  daily  end 
in  a  band  which  more  or  less  perfectly  in  appearance  and  function  re- 
places the  lost  cord.    So  close  is  the  resemblance  in  some  cases  that  ex- 


FiG.  86. — Schema  showing  endoscopic  evisceration  of  the  lar>'nx  for  posticus 
paralysis.  The  attempt  is  made  with  the  sliding  punch  forceps  (Fig.  z7)  to  eviscer- 
ate all  of  the  laryngeal  tissue  inside  of  the  dotted  line.  It  is  practically  an  impos- 
sibility to  remove  all  of  the  tissue  but  the  attempt  will  relieve  the  stenosis  in  some 
instances.  In  non-paralytic  conditions  it  is  very  necessary  to  avoid  injuring  the 
arytenoid  cartilages;  for  in  these  cases  good  arytenoid  mobility  will  assist  in  the 
formation  of  an  adventitious  cord. 

pert  laryngologists  are  unaj^le  to  say  whether  a  cord  is  original  or  ad- 
ventitious. To  get  such  results,  however,  it  is  absolutely  necessary  that 
there  shall  be  mobility  of  the  cricoarytenoid  joint.  Of  course  the  whis- 
pered voice  will  never  be  lost  so  long  as  the  respiratory  air  passes  through 
the  larynx.  The  **stage  whisper,"  for  which  no  cord  is  necessary,  may 
to  be  very  loud,  and  in  some  instances  the  ventricular  bands  will  approxi- 
mate and  phonate,  but  to  phonate  effectively  requires  a  cord,  natural  or 
adventitious.  The  voice  of  the  ventricular  band  is  deep  and  rough,  and 
lacks  flexibility.  The  ventricular  band,  however,  is  mostly  removed  in 
endolaryngeal  evisceration.  From  his  results  with  endolaryngeal  eviscera- 
tion, the  author  believes  that,  in  all  forms  of  non-malignant  chronic 
laryngeal  stenosis  a  good  chance  of  a  cure  of  the  stenosis  may  be  prom- 
ised in  any  case  in  which  there  is  not  too  much  loss  of  the  cartilage 
which  maintains  the  patulence  of  the  laryngeal  box.     An  ultimate  good 
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voice  can  be  promised  in  all  cases  in  which  there  remains  good  arytenoid 
mobility.  A  fairly  loud,  though  rough  and  inflexible  voice,  can  be  prom- 
ised in  any  case  without  mobility.  Endolaryngeal  evisceration  should  be 
tried  before  resorting  to  larj-ngostomy. 

GalvanO'Cauterization  far  chronic  hypertrophic  laryngeal  stenosis. 
The  author  has  had  excellent  results  from  the  galvano-cauterization  of 
chronic  subglottic  edema  or  hyperplasia  seen  in  children  after  diphtheria. 
In  some  instances  the  children  had  been  intubated  in  others  tracheotom- 
ized  for  dyspnea  during  the  height  of  the  diphtheritic  process.  An  illus- 
trative case  is  shown  in  Fig.  87,  referred  to  the  author  by  Dr.  Torian  for 
extubation.  A  boy  of  two  years,  after  laryngeal  diphtheria  requiring  in- 
tubation, could  not  be  extubated  because  of  a  recurrence  of  dyspnea 
within  a  few  minutes  of  the  removal  of  the  intubation  tube.  A  number 
of  attempts  had  been  made  during  two  months.  In  the  recumbent  posi- 
tion the  author  removed  the  intubation  tube  through  the  direct  laryngo- 
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Fig.  Sj. — Direct  view.  Recumbent  position.  Illustration  of  the  effectiveness  of 
galvano-cauierization  of  post-<li phi h critic  subglottic  stenosis.  A,  shows  the  larynx 
immediately  after  the  removal  of  the  intubation  tube.  B,  five  minutes  later  the 
hypertrophic  subgloltic  masses  on  each  side  are  seen  to  have  closed  in  like  intumes- 
cenl  tiirbinals.  C,  the  left  mass  has  been  cauterized  and  is  boimd  down  by  a  linear 
cicatrix  parallel  with  the  long  axis  of  the  trachea,  D,  shows  the  larynx  after  cnre 
by  repeated  cauteriiations. 

scope.  A  subglottic  mass  could  be  seen  on  each  side,  but  an  ample  ciiink 
was  left  for  breathing,  as  shown  at  A,  Fig.  87.  At  the  end  of  five  min- 
utes the  masses  had  swollen  until  they  almost  met  in  the  median  line  and 
the  child  became  intensely  cyanotic.  A  bronchoscope  was  inserted  and 
left  in  the  trachea  while  a  tracheotomy  was  done.  Later  the  galvano- 
cautery  knife  was  used  to  incise  the  hypertrophic  masses,  one  such  in- 
cision being  shown  at  C.  A  perfect  cure  residted  and  the  child  was  re- 
ported well  six  months  later.  Another  case,  that  of  a  young  child 
tracheotomized  for  diphtheria  three  months  previously,  was  referred  to 
the  author  for  decannulation  by  Dr.  J.  W.  Murphy.  Galvano-cauteriza- 
tion of  the  subglottic  hypertrophies,  as  in  the  previously  mentioned  case. 


116 


1'   LARYNGOSCOPY. 


resulted  in  a  complete  and  permanent  cure.  It  was  still  well  a  year  and 
a  half  later.  In  one  case  admitted  to  the  Western  Pennsylvania  Hospi- 
tal subglottic  edema  followed  an  influenzal  tracheitis  for  which  tracheot- 
omy had  been  done.  The  same  method  resulted  in  perfect  cure  that 
has  borne  the  test  of  time.  The  method  is  ideal  for  hypertrophic  condi- 
tions, but  is  not  so  well  adapted  to  cicatricial  stenoses,  though  the  au- 
thor had  a  partial  result  in  one  case. 

Galvano-cautcry  ptincture  has  superseded  all  caustics  for  laryngeal 
use.  The  excellent  results  achieved  by  Heryng,  Hajek  and  Mermod 
(Eib.  407)  in  the  galvano-caustic  treatment  of  tuberculosis,  led  the  au- 
thor to  develop  the  endoscopic  technic  and  his  results  have  been  very  sat- 
isfactory. This  plan  of  treatment  has  al.so  been  advocated  in  an  excellent 
monograph  {Bib.  20)  by  Prof.  Loui,<i  Bar  of  Xice.    The  use  of  the  curette 
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Fic.  88. — Direct  view  (sitting  position)  of  a  tHl)crculous  larynx,  in  a  girl  of 
1?  years.  Tine  large  clnb-shaped  infi!lrations  in  the  right  hand  view  were  reduced 
by  llirce  can  I  eri  nations  at  three  weeks'  intervals  to  the  .size  shown  on  the  left  hand. 
Slight  slouRhing  occurred  near  the  right  arytenoid  (upper  left  quadrant  of  the  left 
circle).    This  is  a  rare  sc(|iiel,  aitd  it  did  no  harm. 


and  of  lactic  acid  have  been  (|uite  generally  abandoned  since  such  abun- 
dant evidence  has  been  forthcoming,  proving  the  great  usefulness  of  the 
galvano-cautery  in  the  treatment  of  tuberculous  infiltrations  in  the  larynx 
and  all  of  the  laryngologists  who  have  used  the  direct  methods  for  these 
applications  are  enthusiastic  as  to  the  precision  with  which  the  caustic 
point  can  be  applied.  The  direct  method  exposes  to  view  the  anterior 
surface  of  the  posterior  wall  of  the  arytenoid  masses,  and  thus  the  point 
can  be  applied  practically  perpendicularly  to  the  surface,  which  is  in 
great  contrast  to  the  indirect  method  by  which  a  more  or  less  lateral  ap- 
plication of  the  point  renders  accurate  puncture  more  difficult,  and  some- 
times impossible.  Furthennore,  it  matters  little  how  intolerant  the  pa- 
tient may  be  to  the  laryngoscopic  mirror;  be  caiuiot  in  any  case  what- 
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soever  prevent  the  skillful  operator  from  making  an  accurate  applica- 
tion. Direct  laryngoscopy  has  opened  up  a  new  field  in  the  local  treat- 
ment of  tuberculous  lesions.  It  seenjs  equally  well  adapted  to  ulcerative 
and  non-ulcerated  infiltrations.  Of  course,  it  is  subject  to  the  same 
general  and  local  contraindications  that  apply  to  any  surgical  treatment 
of  laryngeal  tuberculosis,  especially  the  inadvisability  in  cases  with  ad- 
vanced pulmonary  disease.  In  severely  stenosed  larynges  a  tracheotomy 
should  first  be  done,  for  though  the  reaction  is  slight,  it  might  be  suffi- 
cient to  close  the  narrowed  glottis.  Application  of  the  galvano-cautery 
to  tuberculous  lesions  below  the  larynx  has  been  unsatisfactory  in  the 
author's  hands.  The  technic  is  simple.  The  author  uses  the  electrode 
illustrated  in  his  earlier  work  (Bib.  2()i))  with  hard  rubber  insulation  vul- 
canized onto  the  copper  conductors  insuring  cleanliness.  In  a  few  in- 
stances a  right-angled  point  is  useful  but  usually  the  straight  point  is 
better.  The  larynx  is  anesthetized  locally  and  exposed  with  the  direct 
laryngoscope,  the  patient  sitting.  The  rheostat  having  been  previously 
adjusted  to  heat  the  electrode  to  a  ver)^  nearly  white  heat,  the  circuit 
is  broken  and  the  electrode  is  introduced  cold.  When  the  point  is  in 
contact  with  the  desired  location  the  current  is  turned  on  and  the  point 
thrust  in  as  deeply  as  desired.  Usually  it  should  penetrate  until  a  firm 
resistance  is  felt ;  but  care  must  be  used  not  to  damage  the  cricoarytenoid 
joint.  The  circuit  is  broken  at  the  instant  of  withdrawal.  Punctures 
should  be  made  as  nearly  perpendicular  to  the  surface  as  possible,  so  as 
to  minimize  the  destruction  of  epithelium,  and  to  minimize  the  reaction 
which  is  greater  after  a  broad  superficial  cauterization.  The  reaction 
is  usually  slight,  a  gray  fibrinous  slough  detaching  itself  in  a  few  days. 
In  one  case  the  author  had  rather  extensive  sloughing,  but  it  left  no  bad 
result.  No  after-treatment  is  needed.  Cautery-punctures  should  be  re- 
peated ever}'  two  or  three  weeks  selecting  a  new  location  each  time 
until  the  desired  result   is  obtained. 

After-care.  After  any  endolaryngeal  operation,  cleanliness  of  the 
mouth  must  be  insured  by  brushing  the  teeth  after  taking  food,  and  by 
the  rinsing  of  the  mouth  with  alcohol  1  part  to  5  of  w^ater.  If  the  oper- 
ative wound  extends  out  of  the  interior  of  the  larynx,  sterile  water  and 
sterile  liquid  food  should  be  given  for  four  days.  No  local  applications 
are  needed.  Complications  should,  of  course,  be  watched  for.  In  all 
cases,  whether  tracheotomized  or  not.  the  patient  should  be  watched  by  a 
special  tracheal  nurse.  In  cases  not  tracheotomized,  the  possibility  of 
laryngeal  dyspnea  should  be  in  the  mind  of  the  surgeon  and  the  nurse. 
Inspiratory  indrawing  around  the  clavicles,  inspiratory  indrawing  above 
the  sternum  and  at  the  epigastrium,  and  a  forward  movement  of  the 
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chin  at  each  inspiration  are  the  danger  signs  demanding  immediate 
tracheotomy.     Cyanosis  should  not  be  waited  for. 

Complications  during  endolaryngeal  operation  are  very  rare.  Dysp- 
nea may  increase  if  the  larynx  is  stenotic  before  operation,  and  tracheot- 
omy may  be  required  in  such  cases.  Idiosyncracy  to  cocaine  may  induce 
toxic  symptoms.  The  sight  and  taste  of  blood  may  nauseate  the  pa- 
tient, causing  syncope.  Serious  hemorrhage  could  occur  only  in  a  hemo- 
phile,  and  it  would  be  long  after  the  operation  before  the  loss  of  blood 
would  be  serious.  Injury  to  an  incisor  tooth  can  only  come  from  mis- 
directed effort  in  a  false  position.  The  bite-block,  however,  unless  care- 
fully handled  might  damage  a  frail  tooth,  '*bridge-work,"  a  capped  tooth, 
or  other  dental  fixture.  The  loss  of  a  portion  of  an  instrument  down 
into  the  air  passage  is  a  complication  to  be  avoided  by  having  well  made 
instruments  and  especially  by  careful  inspection  from  time  to  time. 

Complications  after  endolaryngeal  operations  are  unusual,  yet  all 
patients  should  be  watched  closely.  Inflammatory  reaction  is  rarely  se- 
vere if  the  aseptic  technic  has  been  without  a  slip.  Cervical  cellulitis 
has  been  known  to  follow  carelessness  in  this  respect.  Edema  of  the 
lar}^nx  occasionally  occurs  and  in  rare  instances  necessitates  tracheot- 
omy. Emphysema  of  the  neck  occurs  very  rarely.  It  does  not  require 
treatment  ordinarily;  but  may  be  treated  in  the  usual  way  if  desired. 
Hemorrhage  sufficient  to  require  attention,  either  at  operation  or  sub- 
sequently, is  very  rare,  except  in  hemophiles.  Hemorrhage  within  the 
larynx  of  a  hemophile  can  be  stopped  by  packing  a  roll  of  gauze  tightly 
down  into  the  larynx  from  above,  if  the  patient  is  tracheotomized ;  and 
if  not,  tracheotomy  should  be  done.  This  was  required  in  one  case  of 
the  author,  that  of  a  hemophile.  Styptics  are  very  objectionable  for 
laryngeal  use,  and  have  been  known  to  set  up  serious  lung  complications. 
Mermod  (Bib.  381)  advises  morphine  subcutaneously. 
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Exposure  of  the  larynx  in  the  recumbent  patient  is  precisely  the 
same  as  in  the  sitting  patient  so  far  as  the  relation  of  the  instrument  to 
the  patient  is  concerned,  and  so  far  as  the  position  of  the  head  and  neck 
of  the  patient  relatively  to  the  patient's  body  is  concerned.  The  manner 
of  grasping  the  handle  of  the  direct  laryngoscope,  however,  varies,  and 
the  endoscopic  image  is  reversed  with  reference  to  the  operator's  eye 
both  in  the  vertical  and  the  horizontal  direction.  What  was  to  the 
operator  the  left  side  of  the  image  now  is  the  right,  and  the  anterior 
commissure  which  before  was  at  the  bottom  of  the  circular  endoscopic 
picture,  is  now  at  the  top  of  the  circle.     For  this  reason,  practice  in  the 
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sitting  position  is  of  but  little  avail  and  a  large  amount  of  practice  is 
required  in  the  recumbent  position,  because  much  of  the  endoscopic  work, 
and  practically  all  of  the  foreign  body  work  in  the  larynx  and  the 
tracheo-bronchial  tree  is,  or  should  be,  done  in  the  recumbent  position. 
The  best  position  for  the  recumbent  patient  is  that  of  Boyce,  as  de- 
scribed in  a  previous  chapter  and  shown  in  Fig.  72  with  the  head  raised 
high    and    fully   extended.      Under    no    circumstances    during    direct 


Fig.  85- — Direct  laryngoscopy,  reciimbent  patient.  The  second  assistant  is  sitting 
holding  the  head  in  the  Boyce  position,  his  left  forearm  on  his  left  thigh,  his  left 
fool  on  a  stool  whose  top  is  65  cm.  lower  than  the  table-top.  His  left  hand  is  on 
the  patient's  sterile-covered  scalp,  the  thumb  on  the  forehead,  the  fingers  under  the 
occiput,  making  forced  extension.  The  right  forearm  passes  under  the  neck  of  the 
patient,  so  that  the  index  linget:  of  the  right  hand  holds  the  bite  block  in  the  left 
corner  of  the  patient's  mouth.  The  operator  stands,  but  may  sit  on  a  stool  of  the 
same  height  as  that  on  which  the  second  assistant  is  sitting.  An  enlarged  view  of 
the  operator's  hands  is  shown  in  Fig.  go. 


laryngoscopy  should  the  head  be  allowed  to  hang  over  the  end  of  the 
table  in  the  Rose  position. 

Before  a  start  is  made,  every  detail  mentioned  under  the  head  of 
operating  room  organization  should  have  been  carried  out.  Every  in- 
strument that  might  possibly  be  needed  should  be  sterile  anil  ready. 
sponge  holders  armed,  assistants  in  position,  including  those  who  are  to 
hold  the  patient's  arms  and  legs,  as  well  as  the  one  who  holds  the  head 
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and  the  other  who  passes  the  needed  instruments.  The  second  assist- 
ant who  holds  the  head,  then  takes  ihe  sterile  cap,  sHps  it  over  the  pa- 
tient's head  until  the  opening  comes  opposite  the  mouth  of  the  patient. 
Then  he  grasps  the  patient's  head  and  elevates  it  while  the  unsterile 
nurse  drops  the  head-board  or  shortens  down  the  back-board  of  ibe  Dr. 
French  table,  as  the  case  may  he.  leaving  the  patient's  shoulders  as  far  as 
the  ridge  of  the  scapula,  as  well  as  the  head  and  neck  of  the  patient,  out 
in  the  air  supported  by  the  second  assistant,  who  now  raises  the  head 


1  hi;'  ■  1  l.ir .  iivii-i  "|i.i,  rii-iinilrnii  )i:itiont.  Tile  laryngoscope  Js  held  in 
the  Ufl  liaml.  I  l;i-  :.v-\.  -'niid  :md  liiird  tinyors  of  the  right  hand  are  used  to 
pull  down  riic  uppci  lip  of  ihe  palient  to  prevent  pinching  the  lip  between  the 
laryngoscope  and  the  teeth.  The  camera  being  ahove  the  patient  gives  a  false  im- 
pression of  Ihe  position  of  the  head  and  chest.  The  chest  is  really  very  much  lower 
than  Ihe  head. 


with  the  left  band,  his  thumb  being  on  the  patient's  forehead,  while  the 
right  hand  is  passed  below  the  patient's  neck  so  that  the  thimble  gag  on 
his  first  finger  can  be  inserted  between  the  teeth  at  the  left  side  of  the 
patient's  mouth,  the  second  assistant  being  on  the  right  hand  side  of  the 
patient  (Fig.  8W),  The  most  important  part  of  the  procedure  at  this 
point  is  Ihe  high  elevation  of  the  patient's  head.  Under  no  circum- 
stances must  it  at  this  stage  be  permitted  to  fall  until  the  vertex  is  lower 
than  the  table  top. 
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The  introduction  of  the  direct  laryngoscope  and  the  exposure  of  the 
larynx  may  best,  for  clearness  of  description  as  well  as  for  promptness 
and  effectiveness  of  execution,  be  divided  into  two  stages. 

1.  Exposure  and  identification  of  the  epiglottis. 

2.  Elevation  of  the  epiglottis  and  all  the  tissues  attached  to  the 
hyoid  bone  so  as  to  expose  the  larynx  to  direct  view. 

The  tongue  of  the  patient  need  not  be  held  out.  The  patient  is 
simply  told  to  open  his  mouth,  or,  in  the  case  of  general  anesthesia,  the 
mouth  is  opened  and  the  bite-block.  Fig.  311,  is  inserted.  The  direct  laryn- 
goscope is  grasped,  as  shown  in  Fig,  90,  which  is  perferable  to  that 
shown  in  Fig.  59.  Absolutely  always  and  invariably  the  left  hand  must 
be  used  to  grasp  the  laryngoscope.  If  this  be  not  done,  the  operator  will 
be  seriously  handicapped  when  it  comes  to  passing  a  bronchoscope,  or  to 


Fic.  91. — End  of  first  stage  of  direct  laryngoscopy,  recumbent  adult  patient. 
The  epiglottis  is  exposed  by  a  strong  lifting  movement  of  the  spatula  tip  on  the 
tongue  anterior  to  the  epiglottis. 

operate  on  the  larynx,  because  the  right  hand  should  be  free  just  as 
soon  as  it  is  through  with  its  very  important  duty  of  drawing  the  upper 
lip  toward  the  nose  of  the  patient  in  order  to  prevent  the  lip  getting 
pinched  between  the  laryngoscope  and  the  upper  teeth.  The  Iar>ngoscope 
is  passed  into  the  patient's  mouth  posterior  to  the  dorsum  of  the  tongue, 
exactly  in  the  middle  line,  particular  note  being  taken  that  the  patient's 
head  is  exactly  square  with  the  body;  that  is,  not  deviated  to  either  side. 
nor  rotated.  The  dorsum  of  the  tongue  is  now  pressed  anteriorly,  in 
other  words,  lifted,  in  the  recumbent  position  of  the  patient,  until  the 
epiglottis  comes  into  view.  Great  care  must  be  taken  not  to  pass  the 
spatular  tip  beyond  the  epiglottis  in  this  first  stage;  and  it  is  better  to 
elevate  the  dorsum  of  the  tongue  from  time  to  time  in  order  that  there 
shall  be  no  danger  of  the  epiglottis  being  overridden.  When  the  epiglot- 
tis is  seen  to  project  into  the  endoscopic  field,  as  shown  in  Fig,  !H,  the 
first  stage  is  completed. 


122 


DIRKCT  LARYNGOSCOPY. 


Second  stage.  The  spatular  end  of  the  direct  larj'ngoscope  is  in- 
serted to  a  distance  of,  on  the  average,  about  1  cm.  and  then  the  lan'iix 
is  exposed  by  a  motion  that  is  best  described  as  a  suspension  of  the  head 
and  neck  of  the  patient  on  the  tip  of  the  spatular  end  of  the  laryngo- 
scope Fig.  92.       In  other  words  we  try  to  lift  the  patient's  head  with 


Fig.  92. — Schema  iUustrating  the  technJc  of  direct  laryngoscopy  on  the  recum- 
bent patient.  The  motion  is  imparted  to  the  tip  of  the  laryngoscope  as  if  to  lift 
the  patient  by  his  hyoid  bone.  The  portion  of  the  table  to  the  left  of  the  word 
"TABLE"  may  be  dropped  or  not,  but  the  back  of  the  head  must  never  go  lower 
than  here  shown,  for  direct  laryngoscopy.  The  table  may  be  used  as  a  rest  for  the 
operator's  left  elbow  to  take  the  weight  of  the  head.  The  author  prefers  head 
section  of  the  table  dropped.  (Note  that  in  bronchoscopy  and  esophagoscopy  the 
head  section  of  the  table  must  be  dropped,  so  as  to  leave  the  head  and  neck  of  the 
patient  out  in  the  air,  supported  by  the  second  assistant.) 


the  tip  of  the  speculum.  The  assistant,  consecjuently,  must  not  take  all 
the  weight  of  the  head.  Particular  care  must  be  taken  at  this  stage  not 
to  pry  upon  the  upper  teeth ;  but  rather  to  impart  a  lifting  motion  with 
the  tip  of  the  speculum  without  depressing  the  proximal  tubular  orifice. 
If  the  teeth  are  used  as  a  fulcrum,  there  will  be  a  tendency  to  pry  the 
head   dow  nward,   which   is   a   distinct   disadvantage ;   because   the   head 
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should  be  kept  high  as  well  as  extended.  The  view  first  obtained  of  the 
larvnx  is,  to  the  beginner,  often  unsatisfactor>-,  because  the  larjnx  is  in 
a  state  of  spasm ;  and  usually  but  little  is  to  be  seen  but  two  rounded 
masses,  and  anterior  to  them  the  ventricular  bands  in  more  or  less  close 
apposition  hiding  the  cords  (.Fig.  iV-i).  Of  course  in  deep  anesthesia, 
or  often  even  in  the  very  thoroughly  locally  anesthetized  larynx,  this 
spasm  does  not  occur,  and  the  second  sti^e  at  once  reveals  the  cords 
moving  rhythmically  with  ins])iration  and  expiration.  It  is  customary 
with  some  endoscopists  to  ask  the  patient  to  phonate  continuously  in 
order  to  render  more  easy  the  identification  of  the  glottic  chink  and 
vocal  cords.  It  is  very  much  better,  however,  in  the  author's  opinion, 
to  insist  upon  the  patient  breathing  steadily  and  deeply ;  but  the  begin- 


FiG.  9.J.— Endoscopic  \ie»  at  the  end  of  the  second  slage  of  direct  larynKOscopy. 
Recumbent  patient.  J.arvnx  exposed.  Waiting  for  larynx  to  relax  its  spasmodic 
eontraclion.  A  ileep  inspiration  will  then  show  the  cords  beautifully  exposed.  In 
the  full  relaxation  of  deep  anesthesia  this  spasmodic  closure  does  not  exist  and 
the  second  stage  reveals  the  cords  opening  and  closing  rhythmically  with  inspira- 
tion and  expiration. 


ner  should  try  both  ways,  if  his  attention  is  fixed  upon  this  before- 
hand, almost  any  adult  will  keep  on  breathing  if  the  command  is  re- 
peated frequently. 

Difficulties  of  direct  laryngoscopy.  The  difficulties  may  be  classi- 
fied under  two  heads :  Those  that  pertain  to  the  patient  and  those  that 
pertain  to  the  operator. 

The  ease  of  exposure  of  the  larynx  varies  within  very  wide  limit? 
in  adult  patients.  There  is  very  little  difference  in  children.  A  very 
muscular,  stout  adult  with  a  short,  thick  neck  and  a  full  row  of  upper 
teeth  will  usually  be  very-  much  more  difiicult  than  will  a  flaccid,  slender 
patient  with  a  long  neck  and  upper  teeth  absent.  But  it  must  be  re- 
membered that  there  is  absolutely  no  patient  whatever,  whose  larynx 
cannot  be  exposed  to  direct  view  with  the  sole  exception  of  a  patient 
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with  ankylosed  jaws,  preventing  the  opening  of  the  mouth,  so  that  while 
the  ease  of  exposure  may  vary  within  wide  limits,  there  is  none  in  whom 
direct  laryngoscopy  is  impossible. 

Failure  to  expose  the  epiglottis  is  usually  due  to  too  great  haste  to 
enter  the  speculum  all  the  way  down.  The  efforts  should  be  rather  to 
lift  the  tongue  at  its  dorsum  and  gradually  to  slide  the  spatula  down- 
ward so  as  to  get  into  the  glossoepiglottic  fossa.  When  this  is  done,  the 
epiglottis  will  loom  large.  In  some  cases  the  anterior  one-third  of  the 
larynx  does  not  readily  come  into  view,  because  it  is  drawn  upon  by  the 
elevation  of  the  hyoid  bone.  To  expose  this  anterior  one-third  all  the  way 
to  the  anterior  commissure,  it  is  in  some  cases  necessary  for  an  assist- 
ant other  than  the  one  who  holds  the  head  to  make  counterpressure  on 
the  thyroid  cartilage  externally,  pushing  the  larynx  backward  (downward 
in  the  recumbent  patient).  Either  lateral  wall  can  be  made  prominent, 
and  the  whole  larynx  can  be  fixed.  To  get  the  best  results  from  counter- 
pressure,  it  is  necessary  to  be  careful  that  the  direct  laryngoscope  is  not 
too  deeply  inserted.  It  should  not  be  deeper  than  is  necessary  to  hold 
the  epiglottis.  In  various  laryngeal  operations,  this  counterpressure  by 
an  assistant  trained  to  the  work,  is  of  great  help  to  the  operator  by  fix- 
ing the  larynx,  turning  it  to  one  side  or  to  the  other,  as  required,  to 
bring  into  view  one  or  the  other  side  of  the  larynx.  Practice  together 
on  the  part  of  the  operator  and  his  assistant,  in  this  respect  as  in  every 
other,  will  produce  results  by  "team  work"  unobtainable  in  any  other 
way.  In  most  instances  the  best  results  are  obtained  by  having  the  as- 
sistant fix  the  thyroid  cartilage  in  a  vertical  position,  while  the  head, 
only,  of  the  patient  is  turned  over  to  the  side  opposite  to  that  on  which 
the  growth  is  located.  This  side  method  of  operating  is  shown  for  the 
sitting  position  in  Fig.  83.  It  is  relatively  the  same  in  the  recumbent 
patient.  After  learning  how,  passing  the  tube  at  the  side  instead  of  over 
the  dorsum  of  the  tongue  will  render  the  most  difficult  case  easy. 

The  difficulties  that  pertain  to  the  operator  himself,  are  chiefly  due 
to  lack  of  practice.  Absolutely  nothing  will  dispense  with  the  necessity 
of  continued  practice,  and  while  much  may  be  done,  as  mentioned  under 
the  head  of  acquiring  skill,  nothing  will  take  the  place  of  frequent  work 
upon  the  patient  in  the  recumbent  position.  As  one  of  the  greatest 
difficulties  is  caused  by  the  spasmodic  contractions,  not  only  of  the 
laryngeal  muscles,  but  also  of  the  muscles  of  the  neck,  and  especially  all 
of  the  muscles  attached  to  the  hyoid  bone,  it  will  be  of  great  assistance 
if  the  operator  can  have  the  advantage  of  acquiring  the  knack  of  ex- 
posure of  the  lar}mx  first  in  patients  deeply  generally  anesthetized. 

One  of  the  greatest  difficulties  of  the  beginner  is  in  recognizing  the 
landmarks.     We  are  so  accustomed  to  seeing  classical  pictures  of  the 
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lar}'nx  during  inspiration,  expiration  and  phonation,  that  we  are  quite 
confused  and  discouraged  when  we  do  not  see  such  a  picture  by  the 
direct  method.  It  must  be  remembered,  however,  that  in  proceeding  by  the 
old  indirect  method,  observation  is  usually  terminated  when  the  patient 
has  very  much  of  spasmodic  contraction  about  the  pharynx  and  larynx, 
while  in  direct  laryngoscopy  these  spasmodic  contractions  are  no  bar  to 
a  continuation  of  the  examination ;  and  we  must  learn  to  recognize  the 
landmarks  in  the  state  of  a  high  degree  of  spasm.  This,  of  course,  is 
especially  necessary  in  working  without  any  anesthetic,  general  or  local, 
as  in  the  case  of  children.  We  must  therefore  fix  in  our  minds  the 
previously  mentioned  landmarks,  namely,  the  two  rounded  eminences, 
corresponding  to  the  arytenoids.  It  is  only  on  deep  inspiration  that  any- 
thing like  a  typical  picture  of  the  larynx  will  be  seen.  Therefore,  we 
must  terminate  our  search  upon  the  identification  of  the  two  rounded 
masses  and  wait  for  the  inspiratory  opening  to  get  a  view  of  the  in- 
terior of  the  larynx.  Herein  consists  one  of  the  great  advantages  of 
working  with  local  anesthesia.  Should  the  patient  be  anesthetized,  though 
not  quite  deeply  enough  to  abolish  the  reflexes  about  the  pharynx  and 
larynx,  and  especially  if  the  patient  has  been  given  chloroform  along 
with  any  of  the  opium  derivatives,  it  is  a  very  serious  risk  to  wait  very 
long  for  the  glottis  to  open,  because  of  the  paralyzing  effect  of  choloro- 
form  and  the  opium  derivatives  upon  the  respiratory  center.  On  the 
other. hand,  when  a  local  anesthetic  alone  is  being  used,  we  can  safely  wait 
indefinitely  for  the  patient  to  breathe,  meanwhile  telling  him  td  take  a 
deep  breath  and  not  to  hold  it,  and  reassuring  him  that  he  can  get  his 
breath  perfectly  well  if  he  only  will.  It  is  only  in  infants  and  very 
young  children  that  the  injunction  "keep  on  breathing"  will  not  be  fol- 
lowed promptly  by  an  inspiration,  but  as  these  are  examined  without  any 
anesthetic,  general  or  local,  we  can  wait  indefinitely  for  the  opening  in- 
spiration, except  in  very  dyspneic  cases. 

Elbozv-rest  position.  If  the  operator  is  not  strong  in  the  wrist 
and  forearm  he  may  experience  fatigue  in  holding  the  larynx  of  the 
recumbent  patient  exposed  for  any  length  of  time.  By  this  it  is  not 
meant  that  great  strength  is  required.  Like  most  similar  procedures 
there  is  more  in  the  knack  than  brute  strength.  If  endurance  is  being 
taxed  the  author*s  elbow-rest  position  will  enable  the  operator  to  work 
for  any  length  of  time  that  could  possibly  be  needed  for  an  endolaryn- 
geal  procedure.  The  head  board  of  the  table  is  not  dropped  for  this 
position.  If  already  dropped  the  head  board  is  raised  to  a  level  position. 
The  operator's  left  elbow  rests  on  the  table  beside  the  patient's  head, 
the  head  being  suspended  on  the  tip  of  the  laryngoscope.  The  operator 
sits  on  a  stool  at  the  head  of  the  table  facing  towards  the  patient's  feet. 
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Suspension  larynijoscopy  devised  by  Prof.  Killian  to  render  direct 
laryngoscoi)y  in  the  recumbent  position  easier,  will  be  treated  in  a  separ- 
ate chapter  by  the  great  master  himself. 

DlRlvCT    LARYNGOSCOPY    IN    CHILDREN. 

For  those  who  have  practiced  it,  direct  laryngoscopy  in  children, 
for  diagnosis,  is  a  simple,  easy  matter  requiring  but  a  minute  or  less, 
without  anesthesia,  general  or  local.  On  the  other  hand,  for  the  be- 
ginner it  may  require  twenty  minutes  at  the  end  of  which  time  he  may 
not  have  had  a  good  view  of  the  larynx.  The  procedure  is  easily  learned 
and  for  five  reasons  it  is  an  absolute  necessity  that  every  laryngologist 
be  able  to  make  the  examination  without  any  anesthesia : 

1.  Anesthesia  is  unnecessary. 

2.  It  is  extremely  dangerous  in  dyspneic  patients. 

3.  It  is  inadmissable  in  a  case  which  may  prove  to  be  diphtheria. 

4.  If  anesthesia  is  to  be  used,  direct  laryngoscopy  will  never  reach 
its  full  degree  of  usefulness,  because  anesthesia  makes  a  major  pro- 
cedure out  of  a  minor. 

5.  There  is  no  more  reason  for  anesthetizing  a  child  to  look  at  its 
larynx  than  to  anesthetize  it  to  feel  for  adenoids  with  the  finger. 

Whatever  may  be  said  on  the  subject  of  anesthesia  for  bronchos- 
copy and  esophagoscopy  in  children,  no  one  can  deny  that  the  larynx 
of  any  child  can  be  examined  quickly,  painlessly  and  satisfactorily  with- 
out anesthesia,  general  or  local.  By  this  it  is  not  meant  that  a  diagnosis 
can  always  be  reached,  but  the  nature  of  dyspnea  or  croupy  cough  can 
almost  always  be  determined.  Seeing  the  larynx  of  an  adult  bv  the  in- 
direct  method  does  not  always  mean  a  diagnosis.  Cocaine  in  children 
is  dangerous  and  its  application  is  more  of  an  annoyance  than  the  ex- 
amination. This  matter  has  been  more  fully  dealt  with  in  the  chapter 
on  anesthesia.  The  brief  mention  here  is  to  emphasize  a  matter  in 
which  there  has  been  much  misunderstanding  and  many  misleading  state- 
ments. 

In  leaving  the  subject,  the  author  wishes  to  state  that  any  operator 
who  uses  a  general  anesthetic  on  dyspneic  children  will  some  dav  re- 
gret  it.  because  of  the  death  of  a  child  from  a  needless  procedure.  If 
the  oi>erator  must  liave  a  general  anesthetic,  he  should  do  a  preliminary 
tracheotomy. 

Instruwcnts.  For  a  diagnostic  direct  lar>'ngoscopy  in  children  the 
followin«:  are  needed : 

1  child's  direct  lar}ngoscope. 
1  double  bronchoscopic  batterv. 
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1  laryngeal  alligator  forceps,  (Mosher's). 

1  bite  block. 
Tracheotomy  instruments. 

These  are  the  bare  necessities.  The  author  prefers  to  prepare  for  a 
bronchoscopy  also,  with  sponge  holders,  sponges  and  bronchoscopic  for- 
ceps complete,  as  will  be  given  on  a  future  page ;  because  very  often  the 
cause  of  the  trouble  may  not  be  found  in  the  larynx  and  not  to  inves- 
tigate the  trachea  leaves  a  doubt.  If  children  be  examined  in  the  re- 
cumbent position  and  fasting  there  will  be  little  trouble  with  secretions, 
consequently  swabs  and  aspirators  will  not  be  absolutely  necessary  for 
mere  diagnostic  examinations  of  the  larynx  only.  On  the  other  hand, 
if  the  child  has  had  food  or  water  within  four  hours,  fluid  from  the 
stomach  will  be  plentiful.  If  examined  in  the  sitting  position,  which  is 
always  inadvisable  in  children,  there  may  be  much  trouble  from  fluids  over- 
flowing into  the  larynx.  Under  no  circumstances  should  the  endoscopist 
start  to  examine  a  case  of  supposed  foreign  body  in  the  larynx  with  only 
a  laryngoscopic  outfit.  Everything  needed  for  a  direct  laryngoscopy,  bron- 
choscopy and  esophagoscopy  should  be  ready  in  order  to  get  the  intruder 
wherever  it  may  be. 

For  operative  work  on  the  child's  larynx,  such  as  the  removal  of 
papillomata,  we  must  add  to  the  above  list: 

4  sponge  holders. 

2  dozen  of  9  mm.  sponges. 
Tissue  forceps. 

Tracheotomy  instruments  are  listed  and  should  always  be  sterile  and 
ready.  Not  that  the  procedure  itself  would  ever,  in  any  normal  child, 
render  tracheotomy  necessary;  but  so  many  of  the  diseases  for  which 
a  child  is  laryngoscoped  diagnostically  are  stenotic  in  character  that  the 
endoscopist  should  be  prepared  for  a  tracheotomy. 

Direct  laryngoscopy  of  children  as  compared  to  direct  laryngoscopy 
of  adults,  A  child  is  more  difficult  to  examine  without  anesthesia  than 
the  easiest  of  adults  with  local  anesthesia ;  but  there  is  little  difference 
between  one  child  and  another,  and  any  child  is  easier  without  anes- 
thesia than  the  more  difficult  adults  with  good  local  anesthesia.  Any 
human  being,  however,  can  be  satisfactorily  laryngoscoped  directly  if  his 
mouth  can  be  opened.  In  children,  the  difficulties  of  direct  laryngoscopy 
are  not  increased  by  smallness  of  the  tube,  for  the  lumen  of  the  child's 
laryngoscope  of  the  author's  design,  is- plenty  large  (1  cm.).  The  diffi- 
culties lie  rather  in  the  very  flexible  epiglottis  of  children,  and  the  fact 
that  the  entire  larynx,  though  relatively  higher  than  in  the  adult,  is  more 
movable  and  has  a  greater  tendency  to  retreat  downward  during  ex 
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sels.  Notwithstanding  the  reddishness  due  to  engorgement,  indivi- 
dual vessels  are  mucVi  less  noticeable  tVian  in  the  adult,  part  of  the  dif- 
ference being  anatomic  and  part  being  due,  probably,  to  the  reflex  en- 
gorgement during  examination. 

The  size  and  especially  the  shape  of  the  child's  epiglottis  vary  very 
extensively.  As  the  larynx  is  higher,  depressing  (elevating  in  the  recum- 
bent patient)  the  tongue  strongly  will  sometimes  cause  it  to  project  up- 
ward in  full  view  (Fig.  1.  Plate  II).  Often  it  retreats  quickly  and  looks 
more  like  Fig.  95.  It  is  usually  more  curved  laterally  than  in  the  adult 
and  the  lateral  margins  may  curl  backward  until  they  meet  forming  a  cyl- 
inder. 

In  children  the  first  view  that  one  gets  of  the  larynx  is  often 
similar  to  A,  Fig.  94,  where  the  epiglottis  is  seen  curled  up  and  below  it 


Fifi.  94. — Direct  laryngoscopic  views  in  children.  Rccumhenl  position.  A. 
Larynx  exposed  by  elevation  with  the  spatular  tip  in  Ihe  glossoepi glottic  'ossa, 
anterior  to  the  tongue.  The  curled  epiglottis  hides  all  but  the  two  arytenoid  em- 
inences and  the  glottis  is  spasmodically  closed,  B.  Same  position  glottis  open. 
C.  Congenital  laryngeal  web  in  a  child  simulating  a  neoplasm  when  glottis  is  spas- 
modically closed.     D.  Same  patient,  deep  inspiration. 

are  seen  the  arytenoid  eminences,  \othing  can  be  seen  of  the  cords 
because  the  larynx  is  in  a  state  of  spasm.  The  normal  infantile  epiglottis 
will  curl  up  fully  as  much  as  seen  in  this  drawing.  Stronger  traction 
upward  on  the  base  of  the  tongue  will  often  expose  the  aryepiglottic 
folds  continuous  with  the  arytenoid  eminence  posteriorly  and  with  the 
edge  of  the  epiglottis  anteriorly  (B,  Fig.  iii).  Under  these  circum- 
stances, also,  the  cords  may  not  be  seen  because  they  are  covered  by  the 
spasmodic  closure  of  the  upper  orifice  of  the  larynx  especially  the  ven 
tricular  band.  --\t  the  next  inspiration,  however,  the  cords  will  separate 
and  a  good  view  down  the  trachea  can  often  be  obtained  in  this  way, 
elevating  the  larynx  with  the  spatular  end  in  the  glossocpiglottic  fossa 
anterior  to  the  epiglottis.  As  a  rule,  however,  this  examination  is  not 
so  satisfactory,  and  it  is  better  to  proceed  at  once,  as  in  the  adult,  after 
identifying  the  epiglottis,  as  at  A,  Fig.  !(-'>.  to  insert  the  laryngoscope 
sufficiently  deeper  to  go  posterior  to  the  epiglottis  and  lift  it  (in  the  re- 
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I  iiitilii'Ml  iiriBiiliiii  I  sltdiiifly  it\  M  f"  Mi'<\iKni\  ihc  child  f>y  the  hyoid  bone. 
iiolnu  iiiilv  llii'  /</'  "\  the  ejiiittilar  finl  im  the  i>*>itenor  surface  of  the 
■■plutiilHu  1 1  rlic  ('I'iffliillK  eh(i  aw;iy,  the  iitfiriilum  must  be  inserted 
all(Zlillv  ili'i'|>i't,  lull  oirly  fMoitj^h  \i>  ratrh  the  ejfiglottis.  and  great  care 
■limiM  lir  IhKiii  mil  Hi  iii«crl  Um  il<i-|fly,  as  in  that  case  the  mouth  of  the 
I'si'l'liiUJii'.  will  111'  iiiMiid  :iii<l  nfi  ammitit  of  JtftiriK  with  the  tip  will 
t'siHiM'  llif  liiiiii\.  ir>  iH'fun-  cxiiluini'd.  When  properly  exposed  the 
\liiM\  liimis  will  liiiik  very  niiuh  i-loiiKaled  antero-i>osteriorly  and  the 
<li\U'iiiiid  (-iiiiiii'iiri"<  will  iinijrct  upward  and  imtward  like  the  arms  of  a 
Ihuk  \  l''inni  llii'  lop  of  the  arms  of  the  V.  the  aryepigiuttic  folds 
»-\1i-nd  lnuv.Hit.  The  riinis  iirr  very  much  deeper  down  and  are  only 
^^*d'l^'  on  iiiNpitalitiii.  (l".  \'\^.  !i">  which  also  shows  subglottic  papil- 
U*nwi,(.i      ll   lln-  Ijiiyus   is  liflcd  away   from  the  posterior  pharyngeal 
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through  the  glottis.  When  the  mouth  of  such  a  tube  is  inserted  in  the 
upper  orifice  of  the  larynx  (being  introduced  through  the  laryngoscope 
precisely  as  if  doing  a  bronchoscopy)  it  will  hold  the  vocal  cords,  ex- 
posing to  view  the  entire  length  of  the  trachea,  the  vocal  cords  showing 
slightly  at  the  edge  of  the  endoscopic  picture.  (Fig.  'Mi).  It  is  neces- 
sary to  make  slight  pressure  on  the  tracheoscope,  which  must  be  too 
large  to  go  through.  This  was  discovered  in  one  of  the  author's  earliest 
cases  of  foreign  body,  before  lie  had  perfected  his  equipment,  and  the 
only  instrument  available  in  a  distant  city  was  a  short  tracheoscope  of 
8  mm.  internal  diameter.  A  safety-pin  was  thus  removed  with  a  hook 
from  the  trachea  of  a  twelve  months  old  infant  (Bib.  3ii4|.  To  realize 
the  mechanism  of  supraglottic  Iracheoscopy  it  is  necessary  to  understand 


Fic.  96.— Endoscopic  imaEe  obtained  liy  siipraRliitlic  tracheoscopy.  A  tracheo- 
scope or  eso|j!iago scope  or  lironchosc.pe  whose  distnl  end  is  not  slanted  and  whose 
diameter  is  too  great  tn  go  throiiRh  the  filotlis  of  the  child  is  inserted  in  the  upper 
orifice  of  the  larynx  which  is  thus  propped  open.  The  widely  spread  cords  arc 
thown  at  the  sides.  This  patient  was  suspected  of  havinR  siihglottic  hypertrophy 
but  on  tracheoscopy  was  found  to  have  a  thjniic  compression  stenosis.  A  lateral 
thymic  compression  as  hero  shown  is  cxceedinsly  rare.  Usually  this  form  of  com- 
pression is  anteroposterior. 


the  usually  overlooked  depth  of  the  larynx  above  the  cords.  It  is 
into  this  funnel  that  the  tube-mouth  is  inserted.  Supraglottic  tracheos- 
copy conid  be  used  for  the  cauterization  of  subglottic  hypertrophies 
but  direct  laryngoscopy,  as  elsewhere  explained,  gives  more  lateral  room 
in  which  to  work.  Supraglottic  tracheoscopy  is  useful  in  ihj  removal  of 
long-pedicled  subglottic  growths  that  flop  above  and  below  the  rima 
glottidis. 

Indirect  laryngoscopy  ^■.-ith  the  Hays  pharyiujoscofe."  The  Hays 
pharjngo scope  is  an  instrument  which  can  be  used  either  for  the  ex- 
amination of  the  naso-phar>'nx  or  the  larynx.  It  is  composed  of  a  small 
telescope  (similar  to  the  cystoscope)   which  is  enclosed  in  a  flat  metal 
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sheath,  in  which  run  wires  which  connect  with  small  electric  bulbs  situ- 
ated at  the  distal  end  on  either  side  of  the  prismatic  lens.  At  right  angles 
to  this  flat  piece  is  a  handle  which  connects  with  the  rheostat. 

The  instrument  is  used  like  a  tongue  depressor  and  for  the  examina- 
tion of  the  larynx  may  be  employed  in  one  of  three  ways. 

(1)  The  distal  end  is  inserted  behind  the  soft  palate  with  the  lens 
turned  up.  The  patient  is  then  told  to  close  the  teeth  and  lips  over  the 
instrument  and  relax  the  muscles  of  the  throat.  One  thus  obtains  a  view 
of  the  naso-pharynx.  If  the  lens  is  then  turned  either  to  the  right  or  left 
through  a  half  circle  a  view  of  the  larynx  can  be  obtained. 

(2)  The  lens  is  turned  down  instead  of  up  and  the  instrument  in- 
serted until  the  distal  end  almost  touches  the  pharyngeal  wall.    The  mouth  • 
is  then  closed  as  in  the  first  instance. 

(3)  In  many  instances  a  larger  and  better  view  of  the  larynx  can 
be  obtained  if  the  tongue  is  held  by  the  examiner  in  the  same  way  as  if 
the  laryngeal  mirror  was  going  to  be  used.  The  instrument  is  then  dipped 
down  towards  the  larynx  until  it  is  just  over  and  behind  the  epiglottis. 
An  excellent  view  of  the  lar}^nx  may  be  obtained  in  this  way. 

Operations  on  the  larynx  can  often  be  performed  by  the  indirect 
method,  using  the  pharyngoscope  instead  of  the  mirror.  The  chief  ad- 
vantage of  this  method  is  that  the  operator  does  not  have  to  work  at  right 
angles  to  his  line  of  vision.  In  operating  in  this  way  the  pharyngoscope 
should  be  inserted  laterally  as  in  method  three,  and  the  operative  instru- 
ments from  the  opposite  side  of  the  mouth.  [As  the  instrument  is  of  fixed 
focus,  the  observer  should  wear  his  reading  glasses. — Author.] 
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CHAPTER    VIII. 

Suspension  Laryngoscopy. 

A — HISTORICAL. 

Over  the  portals  of  the  Anatomical  Institute  at  Freiburg  in  Breisgau 
is  written  in  golden  letters:  "Mortui  vivos  docent'' — the  dead  are  the 
teachers  of  the  living.  This  expression  may  likewise  be  applied  to  sus- 
pension-laryngoscopy,  which  originated  in  the  Freiburg  Anatomical  In- 
stitute as  a  result  of  observations  on  the  cadaver. 

In  the  winter  of  1901)-10  1  had  my  artist  there  produce  the  picture 
obtained  by  direct  laryngoscopy  upon  the  cadaver.  I  utilized  the  old 
broad  Kirstein  spatula  on  an  electric  handle  and  introduced  it  with  the 
head  pendant.  As  I  did  not  have  the  time  to  hold  the  instrument  until 
the  artist  had  completed  his  picture  I  improvised  a  fixation-apparatus 
with  several  iron  rods  which  were  attached  to  the  dissecting  table.  1 
attached  the  handle  to  the  rods.  Thus  the  head  of  the  cadaver  hung 
suspended  from  the  mouth-spatula.  The  mouth  was  forced  widely 
open.  The  teeth  of  the  upper  jaw  were  missing.  I  had  a  comprehensive 
view  into  the  depths  and  was  astonished  at  the  excellent  birds-eye  view 
of  the  entire  topographical  relationship  of  the  mouth  and  pharyngeal 
cavity,  as  well  as  of  the  larynx  obtained  at  one  glance.  I  was  even  able 
to  see  into  the  hypopharynx  and,  as  the  larynx  was  raised  from  the 
vertebral  column,  through  the  esophageal  opening  into  the  esophagus. 
The  situation  was  about  as  discernible  as  in  Fig.  UK.  Laterally  from  the 
broad  tongue-spatula  the  tongue  arches.  We  recognize  the  posterior 
pharyngeal  wall  from  the  uvula  to  the  esophageal  opening  in  its  entire 
length  and  breadth.  In  the  depth  the  large  cornua  of  the  hyoid  bone 
project  on  the  right  and  left.  The  posterior  surface  of  the  larynx  is 
visible  in  its  entire  area.  Of  the  laryngeal  cavity  the  posterior  surface  is 
particularly  well  seen.  Only  the  anterior  sections  of  the  vocal  cords  are 
invisible. 


^EspeciaUy    written    by    Prof.    Killian    for    this    book.      Translated    by    J.    A. 
Hagreman,  M.  D. 
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This  experience  set  me  to  thinking.  It  showed  me  how  one  must 
proceed  to  obtain  a  broad  entry  lo  the  depths  of  the  neck.  It  pointed 
a  way  to  the  fulfillment  of  a  wish  I  had  long  harbored — to  find  a  broad 
entrance  to  the  laryngeal  cavity  in  order  to  operate  there  as  gynecolo- 
gists do  in  their  field,  liut  there  was  still  a  long  journey  to  the  suc- 
cessful consummation  of  the  procedure  upon  the  living.  At  first  I  deemed 
profound  narcosis  absolutely  essential  in  order  to  relax  the  parts  as 
thoroughly  as  in  the  cadaver.  As  sufticient  opportunity  to  narcotize  pa- 
tients for  such  purpose  was  not  afforded,  I  made  no  progress.     During 


Fir-  97- 

the  following  winter  I  therefore  procecde<]  to  practice  upon  two  clinic 
patiftits  using  only  cocaine.  These  exi>eriments  gave  me  opportunity  to 
construct  a  filling  iuBtrumentarium.  thereby  consuming  much  time.  Not 
until  the  fall  of  llMl  had  I  made  sufficient  progress  to  enable  me  to 
issue  a  stalement  at  the  International  l.aryngological  Congress  in  Berlin 
concerning  su.ipension-laryngoscopy. 

The  time  was  very  opportune  for  the  further  elaboration  of  the 
method  because  of  my  apiiointmeni  as  Director  of  the  Berlin  Laryngo- 
logical  Polyclinic.  There  I  had  sufficient  material  at  my  disposal  to 
elaborate  the  new  procedure  practically  in  all  its  miiuitiae.  New  instru- 
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menls  were  constantlv  constructed,  altered  or  abandoned.     Now  I  have 
finally  reached  the  point  where  I  can  regard  the  method  as  matured. 

Since  then  I  have  spoken  and  written  about  suspension-laryngoscopy. 
and  have  often  demonstrated  it.  The  procedure  has  been  used  by  my 
pupils,  Albrecht  and  Hoelscher.  and  also  by  Brieger  and  Seiffert,  Wolff, 
Hinsberg  and  Kleestadt,  Gerber  and  Henke,  Lautenschlaeger,  Storat, 
Kahler,  Katzenstein,  Hopmann  and  Froning,  Chiari,  Steiner,  PoUat- 
scheck,  Simoleki,  Davis  and  Howarth,  Frcudenthal,  Iglauer.  Through 
their  collaboration  the  method  has  attained  great  clinical  importance. 

B — INSTRUMENTS. 

Whoever  desires  to  familiarize  himself  with  suspension-laryngoscopy 
must  primarily  know  the  instrumentarium  thoroughly.  I  therefore  be- 
gin with  a  description  of  them. 

] — THE  OPERATING  TABLE. 

As  this  method  is  frequently  used,  it  is  desirable  to  have  an  oper- 
ating table  particularly  suited  to  this  purpose.  It  should  have  qualities 
which  make  it  most  practical  for  the  execution  of  direct  examination, 
and  if  possible,  should  be  convenient  for  the  numerous  operations  nowa- 
days performed  in  laryngolog}'  and  rhinology.  1  have,  therefore,  con- 
structed a  new  table.* 

It  seems  desirable  that  the  operator  should  be  able  to  adjust  the 
table  itself  or  at  least  to  change  its  position.  For  this  reason  all  cranks 
were  affixed  to  the  head-end  of  the  table.  I  have  always  found  it  very 
uncomfortable  to  sit  on  a  stool  or  kneel  and  assume  a  stooped  position 
while  using  the  ordinary  operating-table.  It  is  very  exhausting.  Direct 
examination  should  be  made  while  sitting  on  a  chair,  or  while  standing. 
Therefore  the  operating-table  should  be  so  constructed  that  it  can  be 
sufficiently  elevated  by  means  of  a  screw.  Kahler  has  already  built  such 
a  table  for  the  Vienna  Laryngological  Clinic.  Mine  is  somewhat  simpler; 
by  means  of  a  screw  one  can  elevate  it  as  much  as  desired.  Besides,  it 
is  so  arranged  that  one  can  securely  attach  the  suspension-appliance.  I 
have  likewise  attached  a  separate  supporting-apparatus  for  the  head. 
Further  particulars  may  be  gleaned  from  Figs.  !)8,  9i)  and  100.  Fig.  1)8 
shows  the  table  in  ordinary  position,  Fig.  9 J)  in  high  position.  In  Fig. 
100  one  sees  it  from  the  head-end  together  with  the  various  screws  by 
means  of  which  the  changes  of  position  are  made.  I  need  not  dilate 
upon  the  minutiae  of  construction.  These  are  based  upon  simple  prin- 
ciples and  are  evident  in  practical  use. 

•AH  the  Instruments  here  minutely  described  may  be  obtained  from  the  firms 
Windier,  in  BerUn,  and  Fi.*<cher,  in  Freiburg  I.  Br. 
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-THE  GALLOWS. 


The  gallows  is  intended  to  provide  a  suitable  suspension-point.  I 
have  used  it  as  it  stands  now.  for  two  years  without  ahering  it  in  any 
way.  It  essentially  consists  of  a  column  (Fig.  G)  bearing  a  horizontal 
arm  (a).  The  arm  extends  to  the  middle  of  the  operating-table.  It 
may  be  fixed  higher  or  lower,  forward  or  backward.  The  elevation  is 
chiefly  adjusted  by  transposing  the  column.  In  addition  the  horizontal 
arm  may  be  changed  20  cm.  within  the  column.    The  forward  and  back- 


ward motion  of  the  entire  contrivance  is  accomplished  by  means  of  a 
screw  (b)  (compare  Figs.  101  and  102).  The  gallows  is  screwed  to  the 
operating-table  on  the  right  in  the  manner  shown  in  Figs.  ftH  and  116. 


3 — THK  SUSPKNSI0S-I1<K)K. 

The  suspension -hook  was  formerly  more  simple  in  form.  It  con- 
sisted of  a  straight  rod  which  was  curved  at  the  upper  end  in  the  form 
of  a  hook.  (Fig.  lO:!  and  104).  Compare  my  essay  in  "Archiv  fur 
Laryngologle ,"  Vol.  S'i,  191-2.  According  to  Albrecht's  investigations, 
however,  it  was  found  necessary  to  put  a  joint  in  the  rod  (compare  Fig. 
104a).  Within  this  joint  a  backward  turning  of  the  hook  takes  place 
about  a  horizontal  axis  (compare  Fig.  10(i).    This  movement  is  accora- 
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plished  when  one  turns  the  thumb-screw  clockwise.  ]n  this  manner  the 
hook  may  be  turned  almost  to  a  horizontal  position.  The  mechanism  is 
based  upon  the  principle  of  the  endless  screw.  The  portion  below 
the  joint  shows  several  peculiarities.  The  rectangular  cavity  (e)  con- 
tains the  screw.  (Fig.  105f).  The  tongue -spatulas  are  attached  to  the 
pegs  (g).  The  screw  (h)  holds  the  epiglottis-spalula.  An  attachment 
which  holds  the  mouth  open,  a  sort  of  mouth-gag  also  is  supplementary 
to  the  suspension- hook  (compare  Fig.  105}.  Ii  is  provided  with  a  tooth- 
plate  (k)  which  rests  against  the  upper  incisors.   This  tuoth-plate  is  so 


arranged.  (Lautenschlaegcri,  that  it  may  be  extended  or  shortened,  This 
is  accomplished  by  means  of  the  screw  (h).  The  screw-end  of  the 
handle  is  inserted  inio  the  part  (d)  of  the  hook-spatula,  and  is  securely 
fi.xed  there  by  means  of  the  screw  (f)  as  shown  in  Fig.  106.  By  turn- 
ing the  screw  (f)  the  handle  |i}  may  be  variously  placed.  In  this  man- 
ner the  patient's  mouth  may  be  opened  as  wide  as  seems  desirable. 


THE  TONCuE-arATuL. 


The  tongue-spatula  has  in  the  course  of  time  undergone  many  modi- 
fications, but  we  now  possess  a  model  which  meets  all  demands.  In 
its  construction  I  have  adopted  tlie  alterations  which  .Mbrecht  proposed. 
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Of  late  a  series  of  details  were  added.  The  tongue-spatula  must  be  a 
simple  instrument  which  has  a  peculiarly  formed  handle  for  attachment 
to  the  suspension-hook,  (m)  Fig.  107;  the  upper  surface  which  is  di- 
rected toward  the  tongue  is  rough  (Fig.  107n),  so  that  the  spatula  will 
not  slip  off.  Its  anterior  end  is  heart-shaped  after  the  model  of  the 
Reichert  hook  for  raising  the  epiglottis  (Fig.  119).  On  the  free  sur- 
face of  the  tongue-spatula  one  observes  a  gutter  (o).     Into  this  gutter 


H. 
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is  placed  a  second  smaller  spatula,  by  means  of  which  the  epiglottis  is 
raised,  the  epiglottis-spatula  (p)  Fig.  108.  It  is  inserted  through  a 
groove,  Fig.  108.  If  the  patient's  tongue  wells  up  to  the  right  and  left 
of  the  spatula,  it  hinders  vision  into  the  depths  of  the  neck.  I  there- 
fore have  recently  had  two  movable  lateral  wings  attached  to  the  tongue- 
spatula  (r)  (Fig.  10!)  and  Fig.  110).  These  wings  may  be  turned  by 
means  of  a  key  (Fig.  lOOr)  and  (Fig.  10!)  and  Fig.  110)  fixed  in  any 
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position.  The  key  (s)  is  removed  after  the  fixation  of  the  plates.  In 
Fig.  108  we  see  the  tongue-spatula  in  connection  with  the  epiglottis- 
spatula.  In  Fig.  Ill  the  tongue-spatula  is  attached  to  the  suspension- 
hook.  In  Fig.  112  we  see  the  tongue-spatula  on  the  suspension-hook 
with  the  epiglottis -spa  tula  as  seen  from  the  side.  Fig.  113  shows  a 
front  view  of  the  same. 


-THIC  COUNTliR-PKESSOR. 


In  order  to  bring  the  anterior  portions  of  the  larynx  within  the  range 
of  vision  it  often  becomes  necessary  to  exert  pressure  externally  against 


the  cricoid  cartilage.  This  retiuires  the  aid  of  an  assistant.  In  order  to 
obviate  this,  Albrecht  has  attached  the  Briinings  counter-pressor  to  his 
instrument.  I  have  constructed  a  counter-pressor  upon  new  principles 
(Fig.  114).  It  consists  of  two  parts,  t  and  t,  which  can  be  telescoped 
into  each  other,  and  may  thus  be  lengthened  or  shortened.  It  may  also 
be  turned  upon  a  horizontal  axis  at  u.  It  is  attached  to  the  portion  of 
the  suspension-hook  directly  over  the  screw  (Fig  115).  After  the  sus- 
pension-hook is  connected  with  all  its  supplementary  instruments  it  is 
suspended  from  the  gallows  as  shown  in  Fig.  116.  In  this  position  it  is 
used  during  suspension-laryngoscopy.  Whoever  desires  to  make  the 
examination  successfully  must  first  familiarize  himself  with  the  minutiae 
of  my  construction.  Only  in  this  manner  is  it  possible  to  utilize  all  its 
advantages.    The  whole  arrangement  may  appear  somewhat  complicated. 


1  12  Sl'Sl»KNSI()N    LARYNGOSCOPY. 

These  complications,  however,  are  necessary  to  ensure  the  best  condi- 
tions for  the  prompt  engagement  of  the  larynx. 

() — THlv  JLLI'MINATION. 

In  laryngoscopical  work  the  month  and  pharyngeal  cavity  are  il- 
luminated in  the  usual  manner.  One  mav  use  the  head-mirror  in  con- 
nection  with  a  good  electric  or  gas  lamp,  I  usually  use  the  Kir  stein 
head-lamp  (Fig.  117).  For  demonstration  purposes  it  is  found  very 
satisfactory  to  use  a  diminutive  electric  lamp  whose  light  is  concentrated 
by  means  of  a  lens  attaching  the  light  to  the  tooth-plate  of  the  suspen- 
sion-hook by  means  of  a  clamj).  (Compare  Figs.  V-i2  and  123,  Plate  IV). 

7 — TllK  PKR FORMING  OK  SL'SPKNSION-I.ARVNCOSCOPY. 

Not  every  patient  is  adapted  for  the  performance  of  suspenj^ion- 
laryngoscopy.  All  patients  presenting  difficulties  during  the  use  of  the 
direct  method  are  difficult  to  examine  in  the  herein  descril)ed  manner, 
and  it  may  prove  impossible  to  do  so  at  all.  (icnerally  speaking  the  num- 
ber of  such  cases  is  small.  In  children  one  practically  never  meets  with 
diftlculties.  In  order  to  ascertain  in  advance  if  the  patient  can  be  com- 
fortably examined,  it  is  advisable  to  attempt  a  direct  examination  of  the 
larynx  with  the  simple  Kirstein  spatula.  \)y  this  means  one  recognizes 
how  far  the  tongue  may  be  suppressed  and  the  larynx  engaged. 

PRKl'AkATlON  i)\'  THK  PATIKNT. 

Adults  who  are  adaptable  for  the  direct  examination  can  be  exam- 
ined by  means  of  sus[)ension-laryngoscopy.  using  cocaine  solely,  although 
as  a  rule  it  is  wise  to  admhiister  a  morphine  injection  (0.01-0.01.">)  half 
an  hour  previously. 

If  one  contemi)latcs  doing  an  operation  which  may  consume  more 
time  and  may  possibly  cause  pain,  it  is  better  to  make  use  of  the  mor- 
phine-scopolamine  narcosis.  Sc()i)olamine  is  lately  furnished  by  the  tirni 
Hoffmann-La  Roche  &  Co.,  in  Cirenzach  (1  laden)  in  permanent  form 
under  the  name  "skopolamine  haltbar,  Roche."  Three  decimilligrams  are 
hermetically  enclosed  in  a  small  glass  ani])oule.  This  is  the  most  suitable 
dose  for  our  pur])Oses. 

The  best  procedure  is  to  administer  to  the  patient  two  hours  be- 
fore the  suspension-laryngoscopy  o.(n  gni.  mor])hine  and  .000.*)  dcmgm. 
scopolamine  hvpodermicallv.  One  hour  later  the  same  auantitv  of  both 
substances  is  again  administered.  The  patient  must  recline  in  a  quiet 
place,  so  that  he  will  go  to  sleej).  In  most  cases  the  numbing  is  only  in- 
complete.    I  hit  the  patient  is  in  such  condition  that  he  undergoes  the  ex- 
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aniiiiation  without  resistance  and  also  bears  it  longer.  It  is  necessary,  too. 
to  pencil  the  larynx  with  cocaine  before  using  the  spatula.  The  reflex- 
irritability  of  the  pharyngeal  and  laryngeal  mucous  membrane  is  not 
entirely  eliminated  by  the  morphine  and  scopolamine. 

Children  and  young  persons  must  not  receive  any  morphine -scopo- 
lamine. In  childhood  it  is  best  to  use  ether  or  chloroform  narcosis  or  a 
mixture  of  both.  It  is  preferable  to  use  the  Braun  insufflation-apparatus. 
because  with  it  one  more  rapidly  attains  a  sufficiently  profound  narcosis. 
and  above  all,  because  the  narcosis  can  easily  be  maintained  sufficiently 
profound  during  the  manipulation  in  the  neck.  (Fig.  119).  To  hold  a 
mask  before  the  face  from  time  to  time  during  the  examination  causes 


too  much  interruption.  But  when  one  forces  the  ether  or  chloroform  in- 
to the  depths  with  the  insufflator  as  much  will  be  inhaled  as  is  required 
to  maintain  an  equable,  deep  narcosis. 

In  children,  too,  it  is  to  be  recommended  to  pencil  the  larynx  with 
cocaine.  By  cocainizing,  one  avoids  the  reflex  interference  with  breath- 
ing which  occurs  in  some  cases  when  one  touches  the  interior  of  the 
larynx  with  an  instrument.  I  generally  use  the  laryngeal  mirror  and 
the  Kirstein  head-lamp  when  penciling  the  larynx  in  adults  and  chil- 
dren. If  th^  larynx  cannot  readily  be  approached  the  lower  jaw  is 
pulled  forward  or  the  Reichert  hook  is  inserted  at  the  lingual  base  and 
the  base  of  the  tongue  and  the  larynx  are  pulled  forward  by  this  means. 
(Fig.  119). 


144 


SUSPENSION  LARYNGOSCOPY. 


THE  PREPARATION  01?  THE  SUSPENSION-HOOK. 

Preceding  the  introduction  a  tongue-spatula  of  suitable  length  must 
be  selected — Kahler  determines  the  length  by  means  of  a  graduated  Kir- 
stein  spatula  (Fig.  120) — and  connected  with  the  suspension-hook.  The 
handle  with  the  tooth-plate  is  inserted  in  such  manner  that  the  mouth 
is  forced  open  only  slightly.  The  counter-pressor  is  folded  upward.  In 
addition  it  is  necessary  to  move  the  hook  so  far  backwards  by  means  of 
the  thumb-screw  that  its  end  comes  to  lie  perpendicularly  above  the  end 
of  the  tongue-spatula.    In  this  form  the  instrument  is  introduced. 


Fig.  119. 
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Fig.  120. 


Before  introducing  the  tongue-spatula  the  patient  must  be  put  in 
the  proper  position.  The  body  is  drawn  so  far  upward  that  the  head 
extends  freely  above  the  edge  of  the  operating- table  and  can  readily 
be  lowered.  At  the  same  time  an  assistant  liolds  the  head  in  a  slightly 
lowered  position. 

INTRODUCTION   OF  THE  TONOUE-SPATULA. 

Formerly  I  always  used  a  special  mouth-gag  and  had  the  tongue 
held  with  a  forceps.  Lately  I  avoid  both  whenever  possible.  As  Seifert 
has  demonstrated  the  mouth-gag  or  tongue-forceps  is  not  essential.  It 
is,  however,  advisable  when  introducing  the  spatula  to  some  depth  to 
have  the  tip  of  the  tongue  held,  so  that  the  spatula  may  not  push  the 
tongue  too   far  into  the  depths. 
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Under  illumination  with  the  Kirstein  head-lamp  the  spatula  is  in- 
troduced against  the  posterior  pharyngeal  wall  and  then  downward  along 
this  wall  between  epiglottis  and  base  of  tongue.  The  base  of  the  tongue 
is  forced  upward  as  much  as  possible,  and  the  gallows  is  now  so  installed 
that  the  hook  can  be  suspended  from  it.  If  one  has  been  successful  in 
this,  the  assistant  gradually  releases  the  patient's  head,  so  that  its  whole 
weight  presses  upon  the  tongue-spatula. 


In  most  cases  the  interior  of  the  larynx  does  not  yet  become  visible 
in  this  position,  the  epiglottis  covers  it  almost  entirely.  To  elevate  this 
the  epiglottis- spatula  is  required. 

As  already  stated  above,  the  epiglottis-spatula  is  inserted  through 
the  groove  in  the  tongue-spatula,  and  pushed  into  the  depths  under  the 
epiglottis  as  far  as  possible.     Then  one  elevates  the  epiglottis  with  it 
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and  secures  the  epiglottis-spatula  with  the  screw.  After  this  procedure  the 
arytenoid  region  and  the  posterior  laryngeal  wall  ordinarily  come  into 
view.  It  now  becomes  essential  to  accomplish  the  finer  adjustment,  so  that 
the  anterior  portion  of  the  larynx  may  also  be  seen.  For  this  purpose  we 
turn  the  thumb-screw  clockwise,  so  that  the  hook  drops  even  lower. 
Should  this  not  prove  sufficient  one  may  press  upon  the  cricoid  cartilage 
with  a  finger,  or  accomplish  this  pressure  with  the  counter-pressor  by 
adjusting  and  fixing  it  at  the  proper  spot.  Now  it  is  also  time  to  re- 
move the  handle  with  the  tooth-plate  somewhat  farther  from  the  tongue- 
spatula  and  thereby  force  the  mouth  open  as  wide  as  possible.  This 
is  accomplished  by  turning  the  large  screw  (f)    (Fig.  106). 

If  one  has  been  successful  in  this  manipulation  the  interior  of  the 
pharyngeal  cavity  must,  with  good  illumination,  lie  in  full  view.  The 
patient  is  then  in  a  position  as  shown  in  Fig.  121.  The  head  hangs  free- 
ly suspended  from  the  tongue-spatula ;  the  mouth  is  held  open  by  the 
handle  with  the  tooth-plate.  The  portion  of  the  hook  bearing  the  screw 
extends  approximately  in  a  perpendicular  position.  The  hook  itself  is 
turned  sharply  backward  and  so  is  suspended  from  the  gallows.  One 
sees  the  larynx  as  in  Figs.  122  and  123,  Plate  IV. 

D — DICMONSTRATJON  IN   SUSPENSION  LARYNGOSCOPY. 

The  new  method  is  particularly  adapted  for  demonstration.  If 
the  pharynx  and  larynx  are  engaged  the  demonstrator  has  nothing  to  do 
but  make  the  necessary  explanations.  The  pupil  readily  grasps  the  sub- 
ject because  he  sees  the  parts  directly  before  him.  As  above  mentioned, 
it  is  best  for  such  demonstrations  to  use  a  miniature  electric  lamp  at- 
tached to  the  toothplate  of  the  instrument.  When  the  larynx  is  engaged 
during  suspension  laryngoscopy  it  is  \'Qry  easy  to  manipulate  its  interior. 
One  can  demonstrate  this  to  the  pupil  by  putting  a  probe  in  his  hand 
and  having  him  touch  designated  points. 

Minor  operations,  for  instance  the  removal  of  a  polyp,  can  be  dem- 
onstrated without  much  trouble.  If  the  patient  is  under  skopolamine- 
morphine  "twilight  sleep,"  the  demonstration  may  be  made,  without 
hesitation  to  a  very  great  number  of  physicians  and  students. 

E — CLINICAL    I-XPKRIKNCKS    WITH    SUSPKNSION-LARVNGOSCOPY. 

Suspension-laryngoscopy  has  been  successfully  applied  in  practice 
both  in  diagnostic  and  tlierai)eutic  respect  by  my  pupils  and  by  me  as 
well  as  by  a  list  of  authors.  It  is  used  diagnostically  especially  in  child- 
hood and  particularly  in  all  those  cases  where  we  are  compelled  to  re- 
sort to  direct  examinations.  Its  execution  is  so  simple  that  I  believe 
it  will  soon  replace  direct  laryngoscopy.    We  often  have  occasion  to  make 
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minute  examination  under  narcosis  in  vocal  and  respiratory  disturbances 
in  children.  One  must  determine  if  there  exist  a  simple  ^cute  catarrh, 
a  sub-glottic  swelling,  a  croupous  or  diphtheritic  process  with  forma- 
tion of  pseudo- membrane,  a  perichondritis,  or  if  there  be  a  foreign  body 
present  whether  there  be  a  chronic  laryngitis,  formation  of  nodules  on 
the  vocal  cords,  papillomata,  tuberculosis  or  syphilis.     Even  cases  of 


difficult  decaniilement  or  congenital  changes  in  the  larynx  may  be  con- 
veniently examined  in  suspension.  I  should  like  even  at  this  stage,  to 
recommend  this  procedure  as  a  preparatory  step  for  bronchoscopy  and 
esophagoscopy  in  small  children.  With  sus  pen  si  on- laryngoscopy  one 
engages  the  larynx  and  then  inserts  the  bronchoscopic  or  esophagoscopic 
tube  into  the  depths.  Narcosis  can  be  maintained  without  special  dan- 
ger.    Seiffert  has  shown  that  artificial  respiration  may  be  accomplished 
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with  the  horizontal  suspension-hook.  One  must  never  neglect  to  co- 
cainize the  larynx  before  inserting  the  instruments  in  order  to  eliminate 
the  vagus-reflexes  emanating  from  the  laryngeal  mucous  membrane. 
With  the  introduction  of  a  cold  instrument  into  the  uncocainized  larynx 
temporary  discontinuance  of  respiration  may  very  readily  occur. 

THERAPEUTIC  APPLICATION  OV  SUSPENSION-LARYNGOSCOPY   IN  CHILDHOOD. 

a.    Foreign  Bodies. 

Davis  removed  a  safety-pin  from  the  pharynx  of  an  eleven-months- 
old  child  under  suspension-laryngoscopy.  My  pupil,  Weingaertner,  re- 
cently succeeded  in  extracting  a  piece  of  bone  which  was  lodged  partly  in 


Fig.  125. 


the  pharynx  and  partly  in  the  entrance  to  the  larynx  of  a  child  one  and 
one-half  years  old.  SeifFert  reports  the  removal  of  a  flat  bone  from  the 
sub-glottic  space  in  a  child  of  five  years.  Iglauer  removed  a  piece  of 
safety-pin  which  had  been  lodged  in  the  larynx  of  a  child  for  five  months. 
All  observers  state  that  the  location  and  extraction  of  foreign  bodies 
oflfer  no  special  difficulties.  The  condition  is  probably  the  same  with 
deep-seated  foreign  bodies  whether  lodged  in  the  esophagus  or  in  the 
larynx  or  bronchus.  A  tube  is  projected  into  these  organs — a  very  simple 
procedure  during  suspension-laryngoscopy.  By  means  of  suspension- 
laryngoscopy  I  succeeded  in  locating  in  and  extracting  from  the  right 
bronchus  a  metallic  capsule.  In  the  same  manner  I  removed  a  nail 
which  had  been  lodged  for  a  year  in  the  left  bronchus  of  a  two-year-old 
child.  Both  cases  impressed  upon  me  that  this  sort  of  bronchoscopy  is 
easier  and  better. 
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LARYNGKAL  PAPILLOMATA   IN    CIIILDRKN. 

In  my  clinic  we  were  able  to  gather  extensive  data  bearing  on  this 
affection  and  its  treatment.  Albrecht  has  frequently  and  minutely  re- 
ported on  it.  The  new  method  not  only  permits  a  certain  diagnosis  but 
also  a  radical  removal.  Even  if  the  larynx  is  entirely  filled  with  papil- 
lomata,  one  can  remove  everything  at  one  sitting.  If  the  children  are 
already  dyspnoeic,  suspension-laryngoscopy  may  still  be  carried  out. 
Obviously  the  tracheotomy  instruments  must  be  in  readiness.  If  one 
has  succeeded  in  applying  the  suspension-hook  one  need  no  longer  fear 
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Fig.  127. 


asphyxiation,  for  one  can  without  further  ado  insert  a  bronchoscopic  tube 
through  the  larynx  and  wait  until  respiration  is  again  in  progress.  The 
larynx  is  always  readily  accessible  in  suspension.  Obviously  one  must 
use  narcosis.  There  is  no  contra-indication  to  repeat  such  sittings.  As 
the  papillomata  readily  recur,  many  cases  require  numerous  sittings, 
sometimes  even  a  long  series  of  such.  Sometimes  one  succeeds  by  means 
of  internal  remedies,  such  as  iodide  of  potassium  or  arsenic,  to  prevent 
recurrences.  Penciling  with  10  per  cent  salicyl-alcohol  has  also  been 
recommended.     The  mesothorium-treatment  as  a  remedy  against  recur- 
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rences  appears  to  me  to  be  one  of  the  most  promising.  However,  we 
have  not  yet  gathered  any  particular  experience.  Albrecht  has  succeed- 
ed in  removing  papillomata  in  a  large  number  of  children.  Others,  too, 
have  reported  favorably  upon  the  application  of  suspension-laryngoscopy 
to  the  removal  of  papillomata,  as  Wolff,  Kleestadt,  Mann  and  Katzen- 
stein.  Seiffert  mentions  a  case  in  which  tracheotomy  was  indicated  but 
in  which  it  was  possible,  by  removal  of  the  papillomata,  to  avoid  that 
operation.  Kahler  has  removed  numerous  papillomata  from  the  hypo- 
pharynx  and  esophageal  entrance  of  a  three  and  one-half  year  old  child. 

NODULES  OE  VOCAL  CORDS. 

Nodules  upon  the  vocal  cords  of  children  are  not  at  all  rare.  They 
are  usually  accompanied  by  a  slight  catarrh  and  cause  a  permanent 
hoarseness.  Often  we  have  to  deal  with  children  who  suffer  from  im- 
perfect nasal  respiration  in  consequence  of  hypertrophy  of  the  pharyn- 
geal tonsils,  turbinal  swelling  and  septal  deflections.  Frequently  one  can 
prove  that  the  children  have  cried  very  much  for  a  long  period. 

Most  young  patients  do  not  permit  interventions  in  their  larynx. 
One  can  therefore  only  work  by  the  direct  method  under  narcosis.  Sus- 
pension-laryngoscopy is  particularly  adapted  for  this,  as  has  been  em- 
phasized by  Seiffert  and  by  Katzcnstein.  My  best  results  have  likewise 
been  with  this  method.  The  nodules  are  removed  with  a  small  forceps 
or  a  small  guillotine. 

In  diphtheria,  in  syphilis  and  in  tuberculosis  in  children,  suspension- 
lar>'ngoscopy  is  chiefly  used  merely  for  diagnostic  purposes,  although  we 
have  already  begun  to  make  curettements  and  excisions  in  rare  cases  of 
laryngeal  tuberculosis.  Difficult  decanulement  should  more  frequently 
prompt  us  to  undertake  suspension-laryngoscopy.  As  has  been  proved 
one  can  thus  readily  obtain  a  clear  view  of  the  larynx.  One  can  also  as- 
certain the  conditions  in  the  subglottic  region  and  granulation-formation 
over  the  canula.  It  may  become  necessary  to  insert  a  tube  through  the 
rima  glottidis  in  order  to  approach  these  granulations.  Even  Seiffert 
reports  a  case  with  subglottic  granulations. 

INTERVENTIONS  IN  THE  ORO-PIIARYNX   AND  IN  THE  ESOPHAGUS. 

Albrecht,  Freudenthal  and  I  performed  tonsillectomies  in  small  chil- 
dren under  narcosis  by  use  of  a  broad  tongue-spatula  with  the  suspen- 
sion-hook. When  one  works  on  the  suspended  head  one  sees  the  tonsils 
reversed.  Their  upper  pole  appears  to  be  below.  One  must  therefore 
accordingly  change  the  technique.  It  is  very  convenient  that  hemorrhage 
causes  no  great  trouble.  The  blood  flows  into  the  naso-pharynx  and  can 
be  drawn  by  suction  from  there  through  the  nose. 
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SUSPKNSION-LARVNCOSCOPV  IN  ADLLTS. 

In  the  adult  suspension-laryngoscopy  is  chiefly  used  in  tuberculosis 
of  the  larynx,  especially  when  one  contemplates  curetting  a  diseased  por- 
tion. One  will  decide  in  favor  of  this  method,  especially  in  the  cases  of 
advanced  laryngeal  tuberculosis,  for  it  puts  us  in  position  to  undertake 
extensive  work  at  one  sitting,  to  curette,  to  nip  oflF  or  even  to  make  one 
or  two  deep  galvanic  punctures.  It  is  very  important  that  phthisic  pa- 
tients who  are  to  enter  a  sanitarium  be  relieved  of  the  most  pronounced 
changes  in  the  larynx. 

Suspension-laryngoscopy  can  be  carried  out  under  local  anaesthesia 
in  such  cases  following  administration  of  one  moq^hine  injection.  In  or- 
der to  reduce  the  great  reflex  irritability  of  the  tuberculous  larynx,  how- 
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ever,  it  is  advisable  in  just  such  cases  to  make  use  of  the  skopolamin- 
morphine  "twilight  sleep.'*      We  have  never  seen  serious  disadvantages 
from  it.    On  the  other  hand,  narcosis  does  not  seem  to  be  especially  well 
borne  bv  some  tuberculars. 

When  a  tuberculous  larynx  has  been  engaged  with  the  suspension- 
hook,  it  is  advisable  to  attach  a  glass  shield  to  the  gallows  before  be- 
ginning the  currcttemont  so  that  tuberculous  material  may  not  be  coughed 
into  one's  face  (compare  Fig.  l?i). 

For  curettement  I  have  had  a  reversible  curette  constructed  (Fig. 
12o).  The  nipping  olY  of  infiltrations  and  granulations  is  done  with  the 
ordinary  double-curette  for  direct  operations  (compare  Fig.  126  and 
127).    In  cases  of  hemorrhage,  clamps  may  be  applied  (Fig.  128). 

The  galvano-caustic  deep  puncture  may  be  executed  with  great  se- 
curity.    An  ordinary  pointed  cautery  electrode  which  must  be  at  least 
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20  cm.  in  length  is  used  for  this  jjurpose.     Then  the  larynx  is  painted 
with  hydrogen  peroxide  and  insufflated  with  vioform  or  anesthesin. 

The  subsetiuent  manipulation  in  ihe  larynx  must  be  tmder  guidance 
of    the  laryngeal   mirror.      After  major   incursions  oedema   may   readily 


occur.  For  successfully  combating  such  incidents  we  now  h;tve  an  ex- 
cellent remedy  in  the  hot-air-chest  of  Alhrechi  which  can  be  used  again 
the  same  day  if  necessary.  (Fig.  12!)).  Temperatures  up  to  110  degrees 
Celcius  can  be  applied.  The  skin  of  the  neck  hears  this  dry  heat  very 
well  if  the  chest  is  well  lined  witb  asbestos-fibre.  A  strongly  active  hy- 
peraemia  results  and  the  oedemas  are  re-absorbed.  The  procedure  has 
an  anodyne  effect.  Of  course  the  patient  always  complains  of  pain  dur- 
ing the  first  few  days.  This  is  caused  not  alone  by  the  wounds  in  the 
larynx,  but  also  by  the  pressure-effect  of  the  Ungual  and  laryngeal  spat- 
ulas.    One  also  frequently  observes  temperature-elevations  of  minor  or 
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greater  degree,  which  very  readily  occur  from  various  causes  in  tuber- 
cular patients.  They  soon  subside.  I  prefer  in  the  after-treatment,  to 
give  iodine  internally  and  peroxide  of  hydrogen  locally.  It  is  also  ad- 
vantageous to  continue  treating  the  cleansed  wounds  of  the  larynx  with 
lactic  acid. 

Obviously  the  result  of  such  operative  treatment  depends  upon  the 
state  of  the  lungs  and  the  general  condition.  Patients  who  can  imme- 
diately receive  sanatorium  treatment  have  good  chances  of  cure  if  the 
larynx  be  primarily  affected. 

By  adopting  radical  measures  in  the  larynx,  tracheotomy  has  often 
been  obviated  (Holscher,  Seiffert,  Freudenthal ) .  Exposure  of  the  tuber- 
culous larynx  to  Roentgen-rays  through  the  lumen  has  also  been  success- 
fully accomplished  in  suspension-laryngoscopy  by  Brieger  and  his  pupil, 
Seiffert. 

In  difficult  cases  of  polyps  of  the  vocal  cords,  especially  when  the 
polyps  were  located  far  anteriorly,  Hoelscher  and  Steiner  used  suspen- 
sion-laryngoscopy with  the  best  results.  E.  Mayer  has  successfully  re- 
moved a  carcinoma  of  the  epiglottis  under  suspension-laryngoscopy.  It 
has  further  been  applied  in  scleroma,  and  even  in  hysterical  aphonia. 

A  new  field  has  arisen  for  it  in  mesothorium  treatment  of  laryngeal- 
carcinoma,  about  which  I  have  recently  made  a  report.  By  means  of 
suspension-laryngoscopy  not  only  can  the  small  mesothorium-capsule  be 
applied  to  the  diseased  spot  introduced  into  the  carcinoma  under  skopo- 
lamine-morphine  narcosis,  but  especially  the  sitting  may  be  extended 
sufficiently  long.  The  patient  may  be  left  in  suspension  one  hour,  or 
even  one  and  one-half  hours  (probably  even  longer)  without  compunc- 
tion  (Fig.  130). 

The  mesothorium-capsule  is  provided  with  an  aluminum-filter  at- 
tached to  a  cord  and  inserted  into  the  larynx  with  an  ordinary  claw- 
forceps.  The  instrument  is  secured  with  cords  or  clamps.  Thus  it  will 
remain  (juictly  in  position  the  entire  time.  During  the  first  days  there  is 
generally  a  light  inflammatory  reaction,  but  the  improvement  in  the  carci- 
nomatous condition  is  soon  apparent. 

Suspension-laryngoscopy  is  peculiarly  adapted  for  examining  and 
treating  operatively  changes  in  the  lower  pharynx.  True,  one  ordinarily 
requires  the  additional  help  of  a  dilator  to  separate  the  larynx  from  the 
spinal-column.  Seiff'ert  has  reported  more  in  detail  regarding  this  as- 
pect. I  am  not  able,  at  this  time,  to  state  how  extensively  esophagoscopy 
may  be  used  in  the  adult  in  suspension.  Apparently  this  procedure  is  of 
great  advantage  in  the  removal  of  voluminous  foreign  bodies  which  are 
wedged  within  range  of  the  esophageal  opening  or  immediately  below  it 
(Brieger).  Seiffert  reports  the  removal  of  a  coin  from  the  hypopharynx 
in  two  small  children.  He  also  was  successful  in  the  removal  of  a 
lipoma  from  the  hypopharynx  during  suspension. 


CHAPTER    IX. 

Introduction  of  the  Bronchoscope. 

The  description  of  the  introduction  of  the  bronchoscope  given  in 
some  of  the  text-books  would  lead  one  to  suppose  that  the  procedure  is 
difficult  and  some  books  even  go  so  far  as  to  say  that,  if  after  fifteen 
minutes'  trial  the  operator  fails  to  introduce  the  instrument,  a  tracheot- 
omy should  be  done  for  introduction.  This  state  of  affairs  is  almost  in- 
conceivable.  No  one  should  do  bronchoscopy  until  he  is  able  laryngos- 
copically  to  expose  the  glottis  with  the  left  hand  in  not  more  than  one 
minute,  and  having  learned  this,  it  ought  not  to  require  over  one  min- 
ute more  to  introduce  the  bronchoscope  into  the  trachea.  The  usual 
time  should  be  from  fifteen  to  thirty  seconds,  depending  on  how  long 
the  patient  holds  his  breath  (if  not  anesthetized),  before  taking  a  deep 
inspiration.  This  length  of  time  applies  to  infants  as  well  as  adults. 
Whatever  may  be  said  of  the  difficulties  of  bronchoscopy  in  infants,  be- 
cause of  the  smallness  of  the  tube,  it  does  not  apply  to  the  introduc- 
tion of  the  bronchoscope  by  the  author's  method,  because  of  the  large 
diameter  of  the  author's  laryngoscope  for  infants  (12  mm.).  This  size 
is  possible  because  the  laryngoscope  by  the  author's  method  does  not  go 
through  the  larynx — simply  exposes  its  upper  orifice  to  view.  Once  the 
larynx  is  properly  exposed  there  should  be  no  difficulty  in  introducing 
even  the  4  mm.  tube.  This  is  not  mentioned  boastfully  nor  as  urging 
hasty  procedure:  but  rather  to  urge  the  necessity  of  abundant  practice 
in  left-handed  laryngoscopic  exposure  of  the  glottis. 

INTRODUCTION    OF    THE    BRONCHOSCOPE,     PATIENT     SITTING. 

For  the  introduction  of  the  bronchoscope  in  the  sitting  position,  the 
patient  is  usually  locally  anesthetized,  the  details  for  which  are  given 
in  a  separate  chapter.  This  position  is  advisable  only  in  adults  and  only 
for  diagnosis.     The  position  of  operator,  patient  and  assistants  is  pre- 


156 


INTRODUCTION  OF  THE  BRONCHOSCOPK 


wmuiuaxsQi 


TA«(.|. 


*umnni»tiii:ni-iiiiini' 


Fig,  131. — Schema  illustrating  oral  bronchoscopy.  The  portion  of  the  table 
Iiere  shown  under  the  head  is,  in  actual  work,  dropped  all  the  way  down  perpen- 
dicularly. It  appears  in  these  drawings  as  a  dotted  line  to  emphasize  the  fact  that 
the  head  must  be  above  the  level  of  the  table  during  introduction  of  the  bronchos- 
scope  into  the  trachea.  A,  exposure  of  larynx.  B,  bronchoscope  introduced.  C, 
slide  removed.  D,  laryngoscope  removed  leaving  bronchoscope  alone  in  position. 
The  handle  of  the  laryngoscope  in  C  and  D  should  be  shown  as  rotated  down  to 
the  left  as  shown  in  Fig.  131a. 
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cisely  the  same  as  for  direct  laryngoscopy,  as  shown  in  Fig.  70  and  de- 
scribed in  the  adjacent  text.  After  the  larynx  is  exposed  as  there  de- 
scribed the  introduction  of  the  bronchoscope  is  precisely  the  same  as  in 
the  recumbent  position,  so  that  the  one  description  of  the  procedure 
will  answer  for  both.  The  only  difference  is  that  the  laryngeal  image  is 
sagitally  reversed. 

INTRODUCTION  OF  THE  BRONCHOSCOPE.      RECUMBENT   PATIENT. 

The  patient  being  in  the  Boyce  position,  as  illustrated  in  Figs.  72 
and  73,  the  glottis  is  exposed  with  the  laryngoscope  as  shown  in  Fig. 
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Fig.  131a. — Before  removing  the  slide  the  handle  of  the  laryngoscope  should 
be  moved  to  the  left  from  position  Z  to  position  X,  rotating  the  laryngoscope  go 
degrees  on  its  tubular  axis  (Y).  This  movement  clears  the  slide  of  all  contact 
so  that  it  comes  off  quickly.  Used  thus,  the  regular  laryngoscope  (Fig.  14)  is 
preferable  to  the  side-slide  or  any  form  of  open  laryngoscope  for  the  introduction 
of  bronchoscopes. 


92,  of  which  A,  Fig.  131,  is  a  reproduction.  The  same  thing  is  shown 
in  Fig.  132.  The  operator  watches  the  larynx  which  is  brilHantly  illu- 
minated by  the  light  of  the  laryngoscope,  while  the  first  assistant  hands 
him  the  bronchoscope  lighted  with  its  own  lamp.  (No  warming  or  oil- 
ing is  necessary).  The  instrument  is  passed  to  the  operator,  properly 
pointed  toward  the  proximal  end  of  the  speculum  so  that  the  operator 
has  but  to  reach  up  his  right  hand,  grasp  the  bronchoscope  and  start  it  in, 
catching  the  handle  of  the  bronchoscope  that  is  passed  to  him  by  the 
assistant.  The  bronchoscope  is  inserted  with  the  handle  horizontally  to 
the  right  (Fig.  133).  The  eye  is  now  transferred  from  the  laryngo- 
scope to  the  bronchoscope,  and  the  bronchoscope  is  advanced  until  the 
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Fig.   132. — Exposure  of  the  larjiix  of  ihe  rciniml.eiii  palietit.     The  operalor  i 
lifting  strongly  in  the  direction  of  the  dart. 


Fi.;.  1 3J.— Insertion  of  the  hr  n  i-li  -i.^  ik  \uIl  diici;[]..n  ,.i  ihc  iriiL-lii.';,  ai  in- 
dicated by  tlic  bronchoscope.  Note  iliat  the  patient's  head  is  lield  aliove  the  level 
of  the  table.  The  assistants  left  hand  should  he  at  the  patient's  month  holding  the 
bite-block.  This  h  removed  and  the  assistant  is  on  the  wrong  side  of  the  table  in 
tlie  illustralion  in  oriler  not  to  hide  the  position  of  the  operator's  hands.  Note  the 
handle  of  the  bronchoscope  is  lo  the  nijhl 
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inner  end  approaches  quite  closely  to  the  glottis.  If  no  anesthesia  is 
used,  it  is  to  be  preferred  that  the  distal  end  of  the  bronchoscope  does 
not  touch  the  larynx  lest  an  excess  of  spasm  be  excited,  which  would  de- 
lay the  insertion.  The  handle  of  the  bronchoscope  is  now  moved  slightly 
to  the  right  so  as  to  throw  the  lip  of  the  slanted  end  over  into  the  median 
line  of  the  glottic  chink,  as  will  be  understood  from  Fig.   134.     This 
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Fig.  134. — Schema  illustrating  the  introduction  of  the  bronchoscope  through  the 
glottis,  recumbent  patient.  The  handle,  H,  is  always  horizontally  to  the  right.  When 
the  glottis  is  first  seen  through  the  tube  it  should  be  centrally  located  as  at  K.  At 
the  next  inspiration  the  end,  B,  is  moved  horizontally  to  the  left  as  shown  by  the 
dart,  M,  until  the  glottis  shows  at  the  right  edge  of  the  field,  C.  This  means  that 
the  point  of  the  lip,  B,  is  at  the  median  line  and  it  is  then  quickly  (not  violently) 
pushed  through  into  the  trachea.  At  this  same  moment  or  the  instant  before,  the 
hyoid  bone  is  given  a  quick  additional  lift  with  the  tip  of  the  lar\-ngoscope  as  shown 
by  the  dart  (Fig.  132)  and  at  A  in  Fig.  131.  In  the  sitting  patient  everything  is 
the  same  except  that  the  laryngeal  image  is  reversed  sagittally  and  laterally. 


sliding  over  should  preferably  be  done  at  the  moment  that  an  inspira- 
tion starts,  so  that  the  bronchoscope  can  be,  at  the  same  time,  inserted 
through  the  glottis.  Herein  lies  a  great  advantage  in  the  slanted  end. 
because  it  is  very  much  easier  to  insinuate  the  lip  of  the  slanted  end 
through  the  chink,  than  to  insert  the  end  of  a  tube  which  is  squarelv 
cut  off.     Care  should  be  taken  not  to  allow  the  tube  to  become  hooked 
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over  the  arytenoid,  though  there  is  less  likelihood  of  this  in  bronchos- 
copy than  there  is  in  esophagoscopy.  No  great  force  should  be  used, 
because  if  the  bronchoscope  does  not  go  through  readily  either  the  tube 
is  too  large  in  size  or  it  is  not  correctly  placed.  On  the  other  hand,  the 
tube  does  not  normally  go  through  without  slight  resistance,  and  the 
laryngologist  or  rhinologist  who  has  been  trained  to  manipulative  pro- 
cedures, will  very  readily  determine  by  his  sense  of  touch  the  degree  of 
pressure  necessary,  and  will  not  use  a  degree  that  will  inflict  trauma. 
If  the  attempt  is  made  to  insert  a  5  mm.  tube  through  the  glottis  of  an 
infant  under  one  year,  there  may  be  considerable  resistance,  and  if  so, 
subglottic  edma  is  quite  likely  to  follow  forcible  introduction.  On  the 
other  hand,  a  4  mm.  tube  should  go  through  with  practically  no  resist- 
ance, if  properly  placed.  Once  through  the  glottis  (B,  Fig.  131)  the 
direct  laryngoscope  should  be  removed  as  shown  schematically  at  C,  Fig. 
131.  The  laryngoscope  is  turned  sidewise  just  before  removal  (Fig.  131a) 
so  that  the  slide  will  not  impinge  on  the  upper  teeth.  Care  must  be  taken 
that  the  bronchoscope  is  not  allowed  to  be  coughed  out  during  the  re- 
moval of  the  speculum.  The  bronchoscope  is  most  easily  held  in  place 
by  the  thumb  of  the  left  hand  of  the  operator,  while  the  thumb  and  finger 
of  the  right  hand  are  used  to  remove  the  slide.  At  the  moment  of  in- 
sertion of  the  bronchoscope  through  the  glottis,  an  especially  strong 
upward  lift  with  the  beak  of  the  spatula  is  usually  necessary  in  order  to 
permit  the  bronchoscope  to  be  given  also  a  forward  tilt  into  the  glottis 
This  prevents  the  bronchoscope  reaching  the  i)osterior  slant  of  the  party 
wall  which  would  drift  it  off  into  the  esophagus.  The  distance  of  in- 
sertion of  the  bronchoscope  into  the  trachea  before  removal  of  the 
speculum  is  to  be  determined  by  experience.  Usually  if  it  has  passed 
two  or  three  tracheal  rings  it  will  be  found  sufficiently  deep.  In  case 
a  foreign  body  is  expected  to  be  located  in  the  trachea,  it  is  better  not 
to  exceed  this,  lest  the  foreign  lx)dy  be  dislodged  and  move  downward. 
For  the  same  reason,  the  trachea  should  always  be  carefully  in- 
spected with  the  direct  laryngoscope  before  attempting  to  insert  the 
bronchoscope,  unless  there  is  very  serious  dyspnea.  It  is  very  neces- 
sary to  be  certain  that  the  axis  of  the  bronchoscope  corresponds  with 
the  axis  of  the  trachea,  before,  as  well  as  after,  the  bronchoscope  is  in- 
serted, otherwise  the  distal  end  of  the  bronchoscope  will  impinge  on  the 
tracheal  mucosa,  inflicting  trauma  which  is  one  of  the  factors  in  the 
production  of  subglottic  edema.  In  this  connection  it  must  be  repeated 
here  that  the  direction  of  the  trachea  is  not  perpendicular  to  the  long 
axis  of  the  body,  but  that  it  follows  the  thoracic  spine  backward  as  well 
as  downward,  as  seen  in  the  schema.  Fig.  (U.  To  get  this  direction,  in  the 
recumbent  patient,  the  patient's  head  must  be  elevated,  and  at  the  same 
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time  it  must  be  closely  observed  that  the  patient's  head  is  neither  ro- 
tated nor  bent  to  one  side  or  the  other.  The  accurate  placing  of  the 
head  will  be  watched  carefully  by  a  trained  assistant,  but  the  operator 
should  also,  without  direct  looking,  be  able  to  determine,  in  a  general 
way,  the  position  of  the  patient's  head  and  neck.  The  better  the  second 
assistant  and  the  longer  he  and  the  operator  have  worked  together,  the 
better  the  work  they  will  do  and  the  more  the  operator  will  come,  un- 
consciously, to  depend  upon  the  assistant  to  keep  the  head  in  position. 

Difficulties  in  the  introduction  of  the  bronchoscope.  The  foregoing 
is  a  description  of  how  to  introduce  the  bronchoscope,  and  if  closely 
followed,  no  one  after  a  little  practice  should  have  any  difficulty  in  the 
introduction  in  a  patient  fully  relaxed  by  a  general  anesthetic.  If  any 
serious  difficulties  are  met  with,  some  of  the  details  have  been  over- 
looked, such  as  full  extension  of  the  head,  elevation  of  the  head,  lift- 
ing strongly  with  the  tip  only  of  the  laryngoscope  at  the  moment  of  in- 
sertion of  the  bronchoscope  in  the  glottis. 

The  beginner  will  occasionally  enter  the  esophagus  instead  of  en- 
tering the  trachea.  This  is  a  very  dangerous  accident,  in  dyspneic  cases, 
not  only  by  default  in  not  entering  the  trachea,  but  directly  by  compres- 
sion of  the  trachea  through  the  bulk  of  the  esophagoscope  in  the  eso- 
phagus. Under  normal  conditions,  if  properly  passed,  an  esophagoscope 
does  not  compress  the  trachea  to  any  appreciable  extent,  as  the  author 
has  previously  demonstrated  by  inserting,  at  the  same  time,  the  broncho- 
scope in  the  trachea  and  an  esophagoscope  in  the  esophagus ;  but  in  dysp- 
neic cases,  it  takes  but  very  little  displacement  of  the  esophagus  to  in- 
crease the  dyspnea  to  the  point  where  respiration  will  be  arrested.  For 
another  reason  it  is  essential  to  avoid  putting  the  bronchoscope  into  the 
esophagus  accidentally  first  before  introducing  it  into  the  larynx,  because, 
if  properly  done,  the  bronchoscope  can  be  introduced  through  the  laryn- 
goscope without  coming  in  contact  with  the  secretions  contaminated 
from  the  mouth.  The  trachea  is  not  a  septic  canal,  while  the  esophagus 
swarms  with  bacteria.  Getting  into  the  esophagus  is  simply  due  to  the 
neglect  of  some  of  the  details  just  mentioned,  especially  insufficient  glot- 
tic exposure  and  defective  position  with  failure  to  lift  strongly  with 
the  spatular  tip  at  the  moment  of  passing  the  glottis.  It  is  not  always  as 
easy  as  might  be  supposed  to  detect  the  entrance  of  the  bronchoscope 
into  the  esophagus.  There  is  a  very  distinct  respiratory  movement  to 
the  esophagus,  but  it  is  in  no  way  equal  to  the  expiratory  tracheal  blast 
and  the  pink,  smooth,  collapsing  walls  of  the  esophagus  are  in  marked 
contrast  to  the  normal  trachea  in  which  the  rings  of  slightly  deeper  color 
contrast  with  those  of  the  almost  white  mucosa  covering  the  cartilagi- 
nous rings.    In  a  state  of  disease,  however,  the  tracheal  mucosa  may  be  so 
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swollen  and  edematous  that  the  rings  are  obliterated,  and  in  children 
there  is  more  or  less  collapse  of  the  tracheal  wall  during  expiration,  es- 
pecially the  forced  expiration  of  cough,  as  illustrated  in  the  section  on 
the  normal  bronchoscopic  image.  In  the  esophagus  there  will  usually  be  a 
free  flow  of  secretion  in  the  distal  end  of  the  tube,  which  obscures  the 
field ;  and  the  secretion  usually  flows  also  through  the  lateral  opening 
of  the  bronchoscope.  There  may  be  secretions  in  the  trachea,  but  it  is 
seldom  the  free  flow  that  is  seen  in  the  esophagus.  The  main  point  of 
distinction,  however,  is  the  tracheal  blast,  if  the  patient  be  breathing  or 
coughing.  In  cases  of  respiratory  arrest,  there  is  usually  no  spasm  what- 
ever, and  the  freely  open  trachea  is  readily  recognized.  In  such  cases, 
however,  the  error  of  inserting  the  bronchoscope  into  the  esophagus  may 
prove  fatal  to  the  patient;  not  only  by  default  in  not  getting  prompt 
aeration  and  oxygen  insuflFlation,  but  also  by  the  bulk  of  the  bronchoscope 
in  the  esophagus  compressing  the  lumen  of  the  trachea.  In  working 
without  an  anesthetic,  general  or  local,  this  danger  is  practically  nil. 

If  the  patient  is  profoundly  anesthetized,  there  is  no  halting  of  the 
rhythmic  respiratory  excursion,  and  the  bronchoscope  is  very  readily  in- 
troduced through  the  glottis  without  the  slightest  resistance.  If,  how- 
ever, the  patient  is  insufficiently  anesthetized,  either  locally  or  general- 
ly, and  especially  if  unanesthetized  as  in  children,  the  glottis  may  re- 
main closed  for  a  considerable  length  of  time.  In  tracheotomized  cases 
the  glottis  may  remain  closed  indefinitely,  and  the  bronchoscope  should 
be  insinuated  through  without  waiting;  but  in  untracheotomized  cases, 
if  not  dyspneic,  it  is  better  to  wait  for  the  relaxation  of  the  spasm  and 
opening  of  the  glottis  that  comes  with  the  first  deep  inspiration.  In  old- 
er children,  or  in  locally  anesthetized  adults,  the  command  to  take  a  deep 
breath  will  usually  be  obeyed,  especially  if  the  necessity  for  deep  breath- 
ing has  been  repeatedly  urged  from  the  beginning.  It  is  not  advisable 
with  an  incomi)letcly  anesthetized  i)atient,  especially  if  chloroform  has 
been  used,  and  still  more  esi)ecially  if  both  chloroform  and  morphine 
have  been  used,  to  wait  too  long  for  the  glottis  to  open,  as  the  respira- 
tion may  cease.  In  these  cases  it  is  better  to  push  the  bronchoscope 
through.  In  all  (lysjMicic  cases  the  opening  of  the  glottis  should  not  be 
awaited  for  more  than  a  few  seconds.  The  bronchoscope  should  be 
pushed  through,  not  violently  or  roughly,  but  with  the  firmness  and  pre- 
cision gained  from  the  knowledge  that  the  tube  is  the  right  size  for  the 
patient,  that  it  is  properly  placed,  and  that  the  patient  is  in  the  correct 
position. 

Very  often  I  have  found  that  the  difficulties  which  beginners  have 
encountered  in  inserting  the  bronchoscope  have  been  due  to  the  use  of  a 
gag.     Very  wide  gagging  will  render  the  insertion  of  a  bronchoscope,  or 
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even  the  exposure  of  the  larynx,  difficult  if  not  impossible.  There  is 
no  need  for  a  gag  for  any  other  purpose  than  simply  to  prevent  the  pa- 
tient biting  the  tube,  and  for  this  the  bite  block,  shown  in  Fig.  39  is 
ideal,  because  it  is  readily  held  in  place  at  all  times  by  the  first  finger 
of  the  second  assistant,  and  because  it  does  not  slip,  regardless  of  how 
imperfect  the  patient's  teeth  may  be. 

Exploration  of  the  trachea  and  bronchi.     After  the  bronchoscopic 
tube-mouth   has  entered  the  trachea  there  will  usually  be  encountered 
more  or  less  secretion,  according  to  the  nature  of  the  case,  the  anesthetic 
and  drugs  used,  etc.    This  secretion  must  be  removed  at  once,  before  any 
deeper  insertion  of  the  bronchoscope  is  made  in  order  that  we  have  the 
safety  of  sight.     In  foreign-body  cases  this  is  especially  necessary  lest 
the  intruder  be  pushed  down.    For  the  same  reason,  sponges  must  be  in- 
serted only  just  beyond  the  tube-mouth,  which  distance  can  be  determined 
by  the  sensation  imparted  to  the  finger  and  thumb  when  a  properly  fit- 
ting sponge  emerges  from  the  distal  tube-mouth.     Having  removed  the 
secretions   by  the  author's  "sponge   pumping"   process    in   the   manner 
illustrated  in  Fig.  25,  and  explained  under  "Aspirators,**  the  broncho- 
scope is  carefully  advanced.    If  the  bronchoscope  or  the  trachea  become 
filled  with  secretion  coughed  from  the  lower  air  passages,  advance  of  the 
tube  must  be  stopped  as  often  as  necessary  until  the  secretion  is  re- 
moved, lest  a  foreign  body  be  overridden  or  a  diseased  area  be  over- 
looked.    While  it  is  true  that  the  tracheo-bronchial  tree  is  very  elastic, 
and  consequently  will  adapt  itself  in  a  wonderful  degree  to  the  faulty 
direction  of  the  bronchoscope,  yet  it  is  essential,  wherever  possible,  to 
follow  the  lumen  as  it  opens  up  ahead  of  the  tube  mouth.       As    has 
just  been  said,  a  well-trained  assistant  will  at  the  introduction  of  the 
bronchoscope  have  the  head  so  held  that   the  trachea  will  be  in  line 
ahead  of  the  bronchoscope.     In  the  further  exploration  of  the  tracheo- 
bronchial tree,  the  second  assistant  should   busy  himself  with  making 
sure  that  the  head  is  so  held  that  the  larynx  shall  in  the  least  possible 
degree  become   the    fulcrum   upon   which   the   bronchoscope   rests.      In 
other  words,  when  the  position,  into  which  the  operator  in  pursuit  of  the 
lumen  swings  the  bronchoscope,  causes  the  bronchoscope  to  bear  upon 
the  larynx  as  a  lever  upon  its  fulcrum,  the  laryngeal   fulcrum  should 
be  eased  oflF  for  two  very  important  reasons : 

1.  An  unyielding  laryngeal  fulcrum  limits  exploration  because  of  its 
distance  from  the  upper  thoracic  aperture. 

2.  If  the  larynx  is  not  eased  away  when  fulcral  pressure  comes 
upon  it,  this  pressure  will  cause  subglottic  edema. 

Therefore  a  fundamental  rule  w^hich  must  be  rigidly  observed  by 
the  bronchoscopist  and  especially  by  his  second  assistant  is:     The  ful- 
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crum  of  the  bronchoscopic  letter  is  at  the  upper  thoracic  aperture;  never 
at  the  larynx  (Schema,  Fig.  135). 

To  accomplish  this  the  head  and  neck  must  gently  be  made  to  fol- 
low the  direction  of  the  proximal  end  of  the  bronchoscope. 

The  freedom  of  movement  of  head  and  neck,  with  synchronous 
undistorted  status  of  the  thoracic  cage  requires  the  Boyce  position.  In 
no  other  way  can  the  same  results  be  accomplished.  The  nearest  ap- 
proach to  this  position  as  to  movability  of  the  head  and  neck  is  the  lateral 
recumbent  position,  which  is  very  objectionable  because  of  the  varying 
position  of  the  thorax,  the  less  manageable  head,  and  the  inconvenience 
in  the  exploration  of  the  uppermost  lung  or  the  alternative  of  turning  the 


Fig.  135. — Illustrating  the  fallacy  of  supposing  there  is  a  wider  range  of  move- 
ment possible  by  tracheotomic  than  by  oral  bronchoscopy.  If  the  larynx  were 
rigidly  fixed  at  L,  the  lateral  range  of  movement  possible  would  be  relatively  slight 
as  compared  to  tracheotomic  bronchoscopy.  But  by  bending  the  neck  sharply  to 
one  side  we  bring  the  larynx  from  H  to  E,  permitting  the  use  of  the  entire  upper 
thoracic  aperture.  This  illustration  also  shows  how  the  second  assistant  by  easing 
away  the  larynx  from  H  to  E  makes  the  upper  thoracic  aperture  the  fulcrum  of 
the  bronchoscopic  lever  instead  of  the  larynx,  thus  preventing  undue  pressure  on  the 
larynx  and  consequent  subglottic  edema. 

patient — a  tinie-wasting  procedure  that  is  intolerable  to  anyone  who  has 
experienced  the  comfort,  satisfaction  and  facility  of  work  in  the  Boyce 
position  of  the  patient  maintained  by  an  assistant  who  has  worked  a  long 
time  with  the  operator. 

To  accomplish  the  making  of  the  upper  thoracic  aperture  (instead 
of  the  larynx)  the  fulcrum  of  the  bronchoscopic  lever,  the  second  assistant 
must  have  a  good  general  sense  of  direction  and  must  have  a  mental  pic- 
ture of  the  position  and  direction  of  the  long  axis  of  the  part  of  the 
tube  in  the  i)aticnt  which  he  must  gain  from  the  uninserted  portion  of 
the  tube.  If  the  tube  is  deeply  inserted  he  must  mentally  **line  up*'  the 
position  of  the  bronchoscope  in  the  patient  from  an  imaginary  line  drawn 
from  the  proximal  tube-mouth  to  the  bronchoscopist's  right  eye.     This 
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line  must  necessarily  be  a  prolongation  of  the  long  axis  of  the  bron- 
choscope. The  axial  line  of  the  tube  and  tlie  upper  thoracic  aperture 
and  their  relations  to  eacli  other  must  be  constantly  in  the  mind  of  the 
second  assistant. 

In  the  descriptions  before  and  hereafter  given  of  various  positions 
of  the  head  and  neck  it  is  to  be  understood  that  these  in  no  way  inter- 


Fic.  1,16. — Radiograph  of  bronchoscope  in  the  right  upper  lobe  bronchus  of  a 
woman  of  25  years.  The  bronr.hoscope  was  inserted  through  the  mouth  and  the 
angle  is  shown  to  be  as  advantageous  as  would  be  possible  through  a  tracheolomic 
wound.  The  position  of  the  patient  is  easy  and  natural  in  this  instance,  the  radio- 
graph being  made  for  verification  of  the  overlay  localization  in  a  suspected  case  of 
interlobar  abscess.  Had  demonstration  been  the  object,  the  upper  part  of  the  tube 
could  easily  have  been  brought  to  the  clavicle.  The  lesser  shadow  passing  down- 
ward is  from  pus  and  shows  the  location  of  the  middle  and  inferior  lobe  (stem) 
bronchi.  This  radiograph  also  shows  that  the  limit  of  lateral  movement  is  fixed 
by  the  upper  thoracic  aperture;  not  by  the  laryn.t,  hence  tracheotomy  is  of  no  ad- 
vantage for  bronchoscopy,  so  far  as  angle  is  concerned. 

fere  with  the  endoscopist  following  the  lumen  nor  ihe  second  assistant 
following  the  operator.  Yet  it  is  necessary  to  know,  in  a  general  way, 
the  positions  of  the  patient's  head  and  neck  that  will  be  required  prop- 
erly to  enable  a  correct  presentation  of  the  desired  objective  point. 

With  all  the  foregoing  clearly  in  the  mind  of  operator  and  assistant 
we  are  ready  to  proceed  down  the  trachea,  determining  as  we  go  the 
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proper  direction  by  endoscopic  watch  of  the  wall  of  the  trachea  as  it 
opens  up  ahead.  The  endoscopist  should  not  see  either  wall  more  than 
the  other,  but  with  a  properly  directed  tube  should  be  looking  directly 
downward  into  the  tracheal  lumen.  If  he  sees  the  anterior  wall,  which 
is  the  usual  fault,  the  patient's  head  must  be  elevated.  If  he  sees  one 
lateral  wall  or  the  other,  the  patient's  head  must  be  brought  to  the 
middle  line.  If  he  sees  the  ])osterior  wall,  which  is  a  very  rare  thing, 
indeed,  with  the  beginner,  the  head  may  be  lowered.  Of  course  these 
remarks  should  not  be  applied  too  strictly  to  cases  in  which  a  careful 
inspection  of  the  tracheal  wall  is  desired :  but  even  in  such  cases  it  is  far 
better  to  examine  the  general  lumen  of  the  trachea  downward  before 
making  a  minute  inspection  of  the  lateral  wall,  because  it  is  only  by  keep- 
ing the  lumen  straight  ahead  that  one  can  determine  small  degrees  of 
compression  or  slight  amounts  of  such  diseases  as  perichondritis. 

In  passing  down  the  trachea  the  following  two  rules  must  be  kept 
in  mind: 

1.  Before  attempting  to  enter  either  main  bronchus  the  carina  must 
he  identified. 

2.  Before  entering  either  main  bronchus  the  orifices  of  both  should 
be  identified  and  inspected. 

These  are  time-saving  and  localizing  expedients  of  the  utmost  im- 
portance. For  quick,  accurate  and  efficient  work  the  bronchoscopist  must 
at  all  times  know  exactly  the  particular  part  of  the  tracheo-bronchial  tree 
that  is  being  explored  by  the  tube-mouth.  With  a  natural  faculty  of 
orientation,  a  practical  working-knowledge  of  the  average  distances,  and 
familiarity  with  the  endoscopic  appearance  of  the  few  landmarks  this  is 
easy.  These  things  cannot  be  gained  from  a  book.  It  is  useless  to 
memorize  arbitrary  measured  distances.  The  practical  working-knowl- 
edge is  best  obtained  from  a  wet  anatomical  preparation  by  draining  out 
the  fluid  and  then  passing  the  bronchoscope,  studying  together  the  en- 
doscopic and  external  anatomy  of  the  dissected  tree  from  which  the 
lung  tissue  has  been  removed  at  the  root  of  each  lung. 

In  doing  bronchoscopy  on  the  living,  after  the  laryngoscope  is 
removed,  the  bronchoscope,  which  was  held  in  the  right  hand  for  in- 
troduction, is  now  held  between  the  thumb  and  linger  of  the  left  hand, 
the  second  and  third  lingers  of  which  are  hooked  by  their  terminal 
phalanges  over  the  U])per  teeth  (  Fig.  l-U).  This  steadies  the  hand  and 
any  desired  depth  of  bronchoscopic  insertion  can  be  maintained  indefinite- 
ly with  ease  and  accuracy  by  the  left  hand  alone.  This  serves  two  very 
imj^ortant  purj)oses :  I.  The  exact  desired  relation  of  the  tube-mouth 
to  a  foreign  body  { or  tumor )  can  be  preserved  exactly  for  the  applica- 
tion of  the  forceps.    2.    The  right  is  free  for  the  ])rompt  use  of  the  for- 
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ceps,  as  soon  as  the  desired  tubal  position  is  established.  The  author 
believes  these  two  factors  contribute  largely  to  the  suct-ess  attending  work 
with  distally  lighted  tubes.  A  heavy  handlamp  prevents  this  anchoring 
of  the  tube  in  a  lixed  position  by  the  fingers  of  the  left  hand  on  the 
teeth.  Hence,  the  slightest  mnvements  of  the  patient,  even  the  respira- 
tory  movemeiUs.    ni;iy    disturb    llie    ri;latioiis    which    are    relied    upon   to 


Fig.  1.17- — The  heavy  iaryiii;(Ki*(ijip  has  hofn  rcninvei 
scope  in  position,  The  opcralor  is  itiscrtiHK  forceps,  N( 
operator  hold!"  the  lube  lightly  between  the  thumb  and 
hanil.  while  Ihc  last  two  fingers  are  hooked  over  the 
"andioring"  the  tube  lo  prevent  it  moving  in  tir  out  or 
lation  of  the  distal  tube-mouth  to  a  foreign  body  or  : 
beint;  used.  Thus,  also,  any  desired  location  of  the  tube 
matic  exploration.  The  assistant's  left  hand  is  dropped 
operator'?  method.  The  assistant  during  bronchoscopy 
ibimlilc  on  the  index  finser  of  the  left  hand,  and  the 
rigftf  side  of  the  patient.  He  is  here  put  wrongly  on  Ihi 
the  iiistnifenls  and  the  manner  of  holding  tliem. 


1  leaving  the  liyht  bronclio- 
ite  how  the  left  hand  of  lilt 
first  two  fingers  of  the  left 
upper  teeth  of  the  patient 
otherwise  changing  the  re- 
.  growth  while  forceps  are 
can  be  maintained  in  syste- 
out  of  the  way  to  show  the 
holds  the  bite- block  like  a 
assistant  should  be  on  the 
•  left  side  so  as  not  to  hide 


facilitate  ihe  accurate  application  of  the  forceps  by  sight.  After  an- 
choring the  bronchoscope  with  the  fingers  of  the  left  hand,  the  right  is 
used  at  the  collar  of  the  proximal  end  (not  grasping  the  handle)  to 
manipulate  the  tube,  inward,  outward,  downward,  upward  or  laterally, 
the  tube  being  permitted  to  slide  between  the  finger  and  thumb  of  the 
left  hand,  if  withdrawal  or  deeper  insertion  is  needed.     At  any  time  it 
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is  instantly  fixed  at  the  desired  point ;  for  instance  when  a  momentary 
view  of  a  foreign  body  has  been  obtained,  followed  by  disappearance  due 
to  respiratory  movement,  cough,  a  flood  of  secretions.  It  is  very  im- 
portant under  such  circumstances  to  keep  the  tube  there  until  an- 
other view  is  obtained.  The  manipulation  of  the  tube  with  the  right 
hand  is  important.  The  handle  of  the  bronchoscope  is  not  grasped  firmly 
in  the  clenched  hand  as  one  would  hold  a  revolver  (A,  Fig.  138),  On 
the  contrary  it  is  held  lightly,  by  the  collar  with  the  right  thumb  and 
index  finger  (B,  Fig,  138)  the  other  fingers  either  not  being  used  at  all 
or  only  to  assist  in  rotating  or  balancing  the  instrument.  The  handle 
of  the  bronchoscope  is  needed  only  when  it  is  desired  to  rotate  the  bron- 
choscope, and  then  it  is  used  but  slightly,  being  pushed  around  with  the 
second  and  third  fingers  of  the  right  hand  while  the  thumb  and  index 
finger  hold  the  collar. 


Fig.  138. — A,  incorrect  manner  of  holding  bronchoscope.  The  yrasp  is  too 
rigid  and  the  position  of  the  hand  is  awkward.  B,  correct  manner,  the  collar  being 
held  lightly  between  Ihe  finger  aad  the  thumb.  The  thumb  must  not  occlude  the 
proximal  tube  mouth. 

Identification  of  the  normal  carina  is  easy  when  the  orifices  of  both 
main  bronchi  are  exposed.  The  difficulty  which  beginners  have  is  due 
to  the  fact  that  the  right  bronchus  is  morphologically  the  continuation 
of  the  trachea  whereas  the  left  is,  in  many  cases,  for  endoscopic  pur- 
poses, a  lateral  branch.  Hence,  special  care  must  be  taken  in  searching 
for  the  carina  to  pass  down  the  trachea  with  the  lip  of  the  bronchoscope 
toward  the  left  (A,  Fig.  139)  and  to  make  slight  lateral  pressure  with 
the  lip  of  the  bronchoscope  on  the  left  tracheal  wall,  while  the  head  of 
the  patient  is  held  slightly  toward  the  right.  This  will  result  in  exposing 
the  left  main  bronchial  orifice  and  between  it  and  the  right  is  the  carina, 
which  by  this  method  should  never  be  missed.  If  some  detail  is  neg- 
lected and  the  left  bronchial  orifice  is  not  in  evidence,  it  is  only  neces- 
sary to  withdraw  the  bronchoscope  (not  too  far,  lest  it  be  brought  al- 
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together  out  of  the  trachea)  and  to  start  over  again.  Occasionally  a 
diseased  condition  of  the  carina  may  cause  difficulty  in  identification,  as 
in  ulceration,  excessive  deformity  from  the  pressure  of  a  mass  of  medias- 
tinal lymph  nodes,  etc.  In  such  cases  the  identification  of  the  bronchial 
orifices  can  be  made  by  careful  examination.  Anomalies,  such  as  the 
upper  lobe  bronchus  being  given  off  from  the  trachea,  might  cause  con- 
fusion though  in  the  only  case  of  this  anomaly  seen  by  the  author  the 
mistake  could  scarcely  have  been  made  because  the  orifice  was  found 
only  by  effort.  Kahler  has  observed  diverticula  of  the  trachea  but  these 
pouches  ought  not  to  lead  to  error  in  identification  of  the  carina. 


Fig.  i3g.— Scliema  demonstrating  the  method  of  entering  the  desired  bronclius 
with  the  slanted  end  bronchoscope.  Recumtrent  patient.  A,  entering  the  left 
bronchus.  B,  the  beak  being  reversed,  the  bronchoscope  naturally  finds  its  way 
into  the  right  bronchus.  The  head  of  the  patient  is  to  the  side  opposite  to  that 
of  the  desired  bronchus,  and  the  axis  of  the  trachea  consequently  is  given  a  posi- 
tion at  a  more  obtuse  angle  to  that  of  the  desired  bronchus  than  is  shown  in  this 
schema,  which  is  intended  to  emphasize  only  the  use  of  the  slanted  end. 


Entering  the  bronchoscope  into  the  right  and  left  main  bronchi.  If  tt 
is  desired  to  enter  the  right  bronchus,  the  patient's  head  is  moved  to  the 
left  and  the  bronchoscope  is  maintained  in  the  same  position  as  when 
started,  namely,  with  the  handle  out  horizontally  to  the  right.  If  it  is 
desired  to  enter  the  left  bronchus,  the  patient's  head  is  moved  to  the 
right  and  the  handle  of  the  bronchoscope  is  placed  out  horizontally  to 
the  left.  The  purpose  of  turning  the  handle  in  these  directions  is  to 
bring  the  lip  of  the  bronchoscope  in  proper  position  to  facilitate  the  en- 
trance of  the  desired  bronchus,  as  will  be  understood  by  referring  to  the 
schema,  Fig.  139. 


iro 
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Entering  the  bronchoscope  into  the  middle  lobe  bronchus.  For  in- 
troduction, the  head  must  be  high  above  the  table  in  order  that  the 
trachea  shall  be  in  line,  as  previously  explained.  When,  however,  it  is 
desired  to  enter  an  anterior  branching  bronchus,  like  the  middle  lobe 
bronchus,  which  is  usually  given  off  more  or  less  toward  the  anterior 
part  of  the  right  stem  bronchus,  below  the  giving  off  of  the  upper  lobe 
bronchus,  it  is  necessary  to  lower  the  head  and  to  some  extent  the  shoul- 
ders of  the  patient,  as  seen  in  the  schema.  Fig.  140.  To  accomplish  this 
lowering,  it  is  necessary  to  have  the  shoulders  of  the  patient  well  out  in- 


0 


TT 


Fk;.  J40. — Sdiema  illustiatinj/  the  entcriuij  i}\  the  anteriorly  branching  middle 
lobe  broncluis.  T,  trachea.  B,  (orifice  of  left  main  bronchus  at  bifurcation  of 
trachea.  The  bronchoscope,  S.  is  in  the  ri^ht  main  bronchus,  pointing  in  the  di- 
rection of  the  rit»ht  inferior  lobe  bronchus,  1.  In  order  to  cause  the  lip  to  enter  the 
middle  lobe  bronchus,  M,  it  is  necessary  to  drop  the  head  so  that  the  bronchoscope 
in  the  trachea  T  T,  will  point  properly  to  enable  the  lip  of  the  tube  mouth  to  enter 
the  middle  lobe  bronchus,  as  it  is  seen  to  have  done  at  ML. 


to  the  air  toward  the  operator.  The  ridge  of  the  patient's  scapulae  should 
be  at  the  edge  of  the  tabic.  This  will  give  the  widest  range  of  move- 
ment. In  entering  the  middle  lobe  bronchus  the  slanted-end  broncho- 
scope is  much  sui:)crior  to  any  other  shape  as  will  be  understood  by  loolc- 
ing  at  the  schema,  Fig.  141. 

The  method  of  entering  the  bronchoscope  into  the  various  branch 
bronchi  is  the  same  in  i)rinciple  as  the  entering  of  the  middle  lobe  bron- 
chus. That  is,  the  lip  of  the  slanted-end  bronchoscope  is  brought  to  the 
mouth  of  the  branch  bronchus  by  rotation  of  the  bronchoscope  until  the 


INTRODUCTION  OF  THK  BRONCHOSCOPE.  l*?! 

handle  corresponds  to  the  general  direction  of  the  branch  bronchus.  Then 
the  head  and  neck  of  the  patient  are  swung  to  the  opposite  direction  more 
or  less  strongly  as  needed.  The  bronchoscope,  which  has  been  kept  a 
little  above  the  orifice  of  the  branch  bronchus,  is  now  pushed  downward, 
the  lip  making  slight  pressure  on  the  wall  as  it  goes,  so  that  when  the 
mouth  of  the  branch  bronchus  is  reached,  the  lip  will  slip  in.  If  the 
orifice  cannot  be  thus  found,  the  reverse  method  may  be  used.  That  is 
the  bronchoscope  is  inserted  dow^n  the  stem  bronchus  past  where  the 
orifice  must  be.  On  withdrawal  the  lip  of  the  bronchoscope  is  pressed 
firmly  against  the  lateral  wall  so  that  when  the  orifice  is  reached  the  lip 
will  spring  into  the  orifice,  or,  rather,  the  ridge  corresponding  to  a 
carina  will  suddenly  appear  in  the  endoscopic  image.  This  reverse  method 
is  especially  undesirable  in  foreign-body  cases  because  the  foreign  body 
may  be  pushed  farther  into  the  branch  bronchus. 

Entering  the  bronchoscope  into  the  upper  lobe  bronchus  is  done  by 
the  method  just  described,  the  maneuver  being  facilitated  by  moving  the 
tube  to  the  corner  of  the  mouth  opposite  to  the  side  of  the  desired  bron- 
chus, and  by  displacing  the  head  and  neck  far  down  to  this  opposite  side, 
also  being  careful  to  have  the  lip  of  the  bronchoscope  in  the  proper 
direction  (Fig.  141).  If  it  is  remembered  that  the  fulcrum  of  the 
bronchoscopic  lever  i;?,  or  should  be,  the  upper  thoracic  aperture  (Fig. 
135)  there  need  be  no  difficulty  in  entering  the  stem  of  the  upper  lobe 
bronchus  of  either  side  (Fig.  141).  A  greater  depth  is  explorable  on 
the  right  than  on  the  left  side.  It  is  not  possible  to  get  a  lumen  image, 
but  the  short  stem  can  be  entered  as  far  as  the  giving  off  of  the  first 
branches,  and  this  is  the  part  in  which  foreign  bodies  are  most  likely 
to  lodge.  Even  in  this  location  they  are  exceedingly  rare.  There  is 
no  need  of  tracheotomy  for  exploration  of  the  upper  lobe  bronchus 
because  no  more  of  it  can  be  explored  by  that  route  nor  is  it  more  easily 
thus  entered,  as  explained  on  a  future  page  in  discussing  the  relative 
merits  of  oral  and  tracheotomic  bronchoscopy.  The  limitations  are  fixed, 
not  by  the  larynx,  but  by  the  upper  thoracic  aperture.  The  orifice  of  the 
upper  lobe  bronchus  on  the  left  side  may  be  looked  for  at  about  4  cm. 
after  passing  the  bifurcation.  On  the  right  side  it  may  be  1  cm.  or  2  cm. 
from  the  bifurcation,  but  it  should  be  looked  for  at  once  after  entering 
the  right  main  bronchus.  In  estimating  desired  depths  of  insertion,  the 
quickest  method  is  to  move  the  finger  and  thumb  of  the  left  hand  up  on 
the  tube  the  required  distance  from  the  teeth.  Then  the  tube  is  in- 
serted until  the  thumb  and  finger  are  felt  to  reach  the  teeth.  This  seems 
simple,  easy  and  quickly  done  as  compared  to  reading  numbers  in  a 
darkened  room ;  but  many  operators  prefer  to  read  off  the  graduation 
marks  on  the  outside  of  the  tube  and  the  endoscopist  may  choose  for 
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himself.     The  author  never  uses  either  method,  preferring  to  gauge  the 
depth  by  the  endoscopic  image  as  the  tube  is  advanced  or  withdrawn. 

Bronchoscopy  in  children.  The  technic  of  bronchoscopy  in  children 
is  precisely  the  same  as  just  dcscriljed  for  the  recumbent  position  in 
adults.  The  author  of  late  years  has  not  used  any  anesthetic,  general 
or  local,  for  children  under  six  years  of  age.  This  increases  the  diffi- 
culties somewhat,  yet  it  brings  the  risk  of  bronchoscopy  down  to  noth- 
ing, eliminates  complications,  and  it  has  the  advantage  of  rapidly  get- 
ting rid  of  secretions.  The  recumbent  position  is  best,  in  the  author's 
opinion,  for  reasons  already  herein  given.  One  precaution  necessary  in 
children  is  to  see  that  they  do  not  arch  up  the  chest.  If  they  do,  the 
nurse  who  holds  the  two  hands,  uses  her  right  hand  to  press  the  chest 


Fifi,  141.— Schema  illustrating  the  advantage  of  the  slanted-end  bronchoscope 
for  entering  brancli  hronclii,  especially  tile  upper  lobe  bronchus.  When  the  squarely 
cm  off  bronchoscope  (f)  is  lowered  to  the  most  advantageous  angle  possible,  as 
shown  by  the  di>lted  lines,  the  mechanical  diflicuUy  is  still  great  as  compared  to 
the  slatited-end  bronchoscope  as  shown  by  the  dotted  lines  (/>- 


gently  down  on  the  table,  witlioiit  letting  go  the  left  arm  of  the  child, 
carrying  the  child's  arm  with  her  hand.  Children  arc  particularly  sub- 
ject to  subglottic  edema,  especially  if  too  large  a  tnl>e  be  used,  or  the  be- 
fore-mentioned precautions  to  avoid  the  fulcral  pressure  on  the  larynx 
are  neglected.  In  addition,  of  course,  all  of  the  niceties  of  bronchoscopy 
must  be  practiced  in  the  bronchoscopy  of  children,  because  of  the  delicacy 
of  the  tissues.  The  4  mm.  tube  should  be  used  as  a  rule  for  infants  un- 
der about  ten  months.  The  author  uses  it  for  one  year  and  under.  The 
author  has  special  forceps  for  the  4  mm.  tube.  These  forceps  can  be 
seen  to  close;  and  all  of  the  manipulations  in  foreign-body  extraction 
can,  and  should  be,  done  under  the  euidance  of  the  eye.   Briinings'  state- 
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Fig.  1^2. — Bronchoscopy  by  Brimings  method.  The  laryngoscojiic  lube  is  intro- 
duced through  the  glQttis  with  the  right  hand.  Then  the  inner  tube  is  inserted  with 
the  left  hand,  as  shown  in  the  upper  illustration.  When  forceps  or  other  instru' 
ments  are  to  be  used  the  laryngo-bronchoscope  is  transferred  to  the  left  hand  as 
fhown  in  the  lower  illustration. 
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ment  that  ocular  guidance   "is  largely  an  illusion"   can   refer  only  to 
proximally  lighted  tubes. 

Introduction  of  the  Briinifigs  bronchoscope.    The  introduction  of  the 
Briinings  bronchoscope  is,  in  principle,  precisely  the  same  as  just  de- 
scribed up  to  the  exposure  of  the  glottis.    At  this  point,  the  distal  end  of 
the  Brunings  laryngoscope,  which  is  intentionally  small  for  this  very  pur- 
pose, is  itself  pushed  through  the  glottis  into  the  trachea,  then  the  bron- 
choscopic  extension  inner  tube  is  inserted  and  pushed  down  the  required 
distance  and  locked  with  the  ratchet,  shown  in  Fig.  4.  In  order  to  pre- 
vent loss  of  time  in  cleaning  the  mirror,  Brunings  advises  that  every 
time  the  patient  is  about  to  cough,  the  mirror  carrier  should,  if  possible, 
be  swung  to  the  operator's  left  side.    The  Briinings  method  differs  from 
that  of  the  author  in  the  uses  of  the  operator's  hands  as  shown  in  Fig. 
142.    The  operator  protects  the  lips  with  the  left  hand,  while  introducing 
the  laryngoscope  grasped  with  the  right  hand.     The  epiglottis  is  identi- 
fied, the  tip  of  the  laryngoscope  is  inserted  beyond  it,  but  not  too  far, 
as  previously  described.     Then  the  epiglottis  is  lifted,   (recumbent  pa- 
tient)  and  the  glottis  is  exposed.     As  before  explained,  under  no  cir- 
cumstances should  any  attempt  be  made  to  expose  the  glottis  until  the 
epiglottis  has  been  identified,  nor  should  any  attempt  be  made  to  insert 
the  instrument  through  the  glottis  until  the  cords  are  seen  and  identi- 
fied with  certainty,  in  at  least  their  posterior  third.        Briinings  con- 
siders it  not  absolutely  necessary  to  wait  for  the  complete  abduction  of 
the  cords,  as  the  beak  of  the  instrument  can  be  pushed  through,  if  the 
instrument  is  exactly  in  the  middle  line.     In  difficult  cases  digital  coun- 
terpressure  externally  on  the  larynx  may  be  used  to  assist  in  exposing 
the  cords ;  and  in  cases  of  incomplete  anesthesia  the  instrument  may  be 
rotated  so  as  to  insert  the  wedge-shaped  beak  of  the  laryngoscope  in  the 
long  axis  of  the  glottis.     Having  inserted  the  laryngoscopic  tube  into  the 
trachea  with  the  right  hand,  the  inner  sliding  tube  is  inserted  with  the 
left  hand  (Figf.  142).      The  laryngoscope  is  not  removed  as  the  bron- 
choscopic  tube  slides  in  at  a  close  fit  and  becomes,  when  locked  with 
the  ratchet  shown  in  Fig.  4,  a  rigid  part  of  the  laryngoscope  itself.   When 
it  is  desired  to  use  forceps,  swabs,  aspirator  or  other  instrument,  the 
laryngo-bronchoscope,  which  up  until  this  stage  has  been  held  in  the 
right  hand,  is  now  transferred  to  the  left  hand  so  that  the  right  is  fre** 
for  the  use  of  forceps  as  shown  in  Fig.  142.     Briinings  states  that  when 
insurmountable  obstacles  to  the  passage  of  the  instrument  are  encoun 
tered,  it  is  usually  possible  to  succeed  by  putting  the  patient  on  his  left 
side,  with  the  head  supported.     Then  the  instrument  is  passed  as  in  the 
sitting  position.     He  states  that  he  occasionally  also  uses  the  ventral 
recumbent  position  which  he  finds  particularly  easy.     The  illustrations. 
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Fig.  142,  are  reproduced,  by  permission,  from  Briinings'excellent  treatise, 
•'Die  direckte  Laryngoskopie,  Bronchoskopie  und  Esophagoskopie,"  of 
which  an  excellent  English  translation,  by  Mr.  Walter  G.  Howarth,  is 
published  by  Messrs.  Bailliere,  Tindall  and  Cox. 

The  introduction  of  the  Kahler  bronchoscope  is  precisely  the  same 
as  just  described  for  the  Briinings  instrument. 

THE    NORMAL   BRONCHOSCOPIC    IMAGE. 

In  the  author's  earlier  publication  (Bib.  209 )  were  shown  a  number 
or  normal  and  pathologic  endoscopic  illustrations  which  show  in  such  a 
satisfactory  way  the  living  appearances  that  no  new  colored  illustrations 
are  here  added. 

The  color  of  the  mucosa  as  seen  endoscopically  varies  with  the  degree 
of  illumination.  With  a  dull  glowing  filament  the  normal  mucosa  may 
seem  dark  red ;  with  the  bright,  white  light  of  a  fully  illuminated  tung- 
sten filament  the  same  mucosa  will  seem  pinkish  white ;  while,  with  an 
over-illuminated  filament,  the  mucosa  may  seem  grayish  white.  The 
color  of  the  normal  mucosa  also  varies  with  the  anesthetic.  With  chlor- 
oform the  mucosa  is  paler  than  with  ether,  the  difference  being  due 
not  to  local  irritation,  but  to  the  engorgement  of  the  vessels  from  the 
general  stimulant  effect  of  ether.  Cocaine,  by  the  ischemia  it  causes, 
if  applied  before  the  bronchoscope  is  deeply  introduced  causes  the  color 
of  the  mucosa  to  appear  a  paler  pink.  Adrenalin  has  an  even  more 
marked  effect  in  whitening  the  endoscopic  image.  Neither  of  these  act 
to  the  same  extent  if  applied  after  the  bronchoscopic  examination  has 
continued  for  some  time  in  the  examined  locality.  The  ridges  between 
the  orifices  of  branching  bronchi  are,  under  all  ordinary  conditions,  nor 
mally  of  a  glistening  whitish  color  with  only  occasionally  a  slight  tinge 
of  pink.  Their  color  often  leads  them  to  be  mistaken  by  the  beginner 
for  a  thread  of  mucus  or  a  foreign  body,  such  as  a  bright  pin. 

It  may  be  said,  then,  that  the  color  of  the  mucosa  as  seen  endoscop- 
ically, may,  in  health,  vary  from  almost  white,  through  yellowish  pink, 
bluish  pink,  pale  red  to  dark  red,  depending  upon  illumination  and  vas- 
cularity. 

The  form  of  the  endoscopic  picture  depends  upon  the  angle  at  which 
the  lumen  is  presented,  this  being  in  turn  dependent  upon,  (1)  the  posi- 
tion of  the  tube,  and,  (2)  the  position  of  the  parts  examined.  As  both 
are  constantly  changing,  the  variety  of  forms  in  the  endoscopic  picture 
is  almost  endless.  The  respiratory,  bechic,  pulsatory,  reflex  and  trans- 
mitted muscular  movements  and  compressions  so  modify  the  normal 
image  that  nothing  but  study  of  the  image,  as  seen  in  the  living,  will 
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educate  the  eye,  as  elsewhere  mentioned.  When  the  axes  of  the  bronchial 
and  the  bronchoscopic  lumina  exactly  correspond,  the  lumen  of  the 
bronchus  seems  to  diminish  more  or  less  concentrically  owing  to  per- 
spective, and  the  orifices  of  the  branch  bronchi  with  the  white  shining 
ridge  between  are  seen  beyond  (Fig.  143).  These  views  represent  com- 
plete images  which  are  momentarily  obtained.  Movements  of  the  vari- 
ous kinds  mentioned  are  constantly  hiding  the  orifices  and  ridges  that 
are  a  centimeter  or  more  beyond  the  tube-mouth.  These  are  accurately 
presented  images.  When  the  axis  of  the  bronchoscope  deviates  from 
coincidence  with  the  luminal  axis,  more  or  less  of  the  wall  toward  which 


Flu.  143. — Normal  endoscopic  images.  Scmiscliemalic.  i.  Left  main  bronchus. 
S,  left  upper  lobe  lironchiis.  I,  left  inferior  lobe  bronchus  (or  "stem"  bronchus), 
showing  dorsal  and  ventral  branches.  2.  Right  main  bronchus.  SL,  superior  lobe 
hronchus.  M,  middle  lobe,  I,  lower  lobe  bronchus  showing  orifices  of  dorsal  and 
ventral  branches.  The  main  bronchus  (right  or  left)  below  ihe  upper  lobe 
bronchus  is  usually  referred  to  as  "stem"  hronchus  because  ihcre  is  no  true  bifurca- 
tion, only  a  giving'  oft  of  lesser  branches  from  the  stem, 

the  tuhe-niouth  dt-viates,  is  seen,  liy  the  form  and  position  of  the  rings 
seen  in  perspective  in  the  bronchia!  wall  it  is  possible  to  estimate  how 
far  the  luminal  axis  deviates  from  the  bronchoscopic  axis,  and  thus  the 
direction  of  the  particular  branch  bronchus  may  be  estimated.  By  the 
same  means  the  proper  direction  in  which  to  move  the  tube  to  obtain  a 
view  directly  into  the  long  axis  of  the  lumen  is  known.  On  the  jjosterior 
tracheal  wall,  the  "party  wall,"  the  signs  of  rings  are  absent.  Else- 
where in  the  normal  trachea  the  ring-like  appearance  is  more  or  less 
marked  by  differences  in  color.  The  membranous  intcr-spaces  are  usual- 
ly of  deeper  color  than  the  prominences  corresponding  to  the  cartilage. 
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If  the  tracheal  mucosa  is  edematous,  infiltrated,  or  very  much  engorged, 
the  rings  may  not  be  visible.  The  ringed  appearance  of  the  wall  dimin- 
ishes as  we  go  downward  until  it  is  not  noticeable  in  the  smallest  bronchi, 
though  it  is  not  missed  because  the  orifices  make  more  or  less  of  a  ringed 
appearance  in  the  endoscopic  image. 

The  posterior  tracheal  wall  is  ordinarily  somewhat  flattened  and  may 
even  assume  a  convex  form  as  it  bulges  forward  into  the  trachea  during 
cough,  especially  in  children  examined  without,  or  with  only  slight,  anes- 
thesia (Fig.  144),  In  addition  to  the  posterior  wall,  there  is  a  flattening 
often  visible  at  the  aortic  crossing  and  also  at  the  bifurcation,  these  being 
in  some  instances  continuous  with  each  other.    A  slight  flattening  in  the 


Fia  144. — Endoscopic  view  sliowing  forward  bulging  of  the  posterior  mem- 
branous tracheo -esophageal  wall  during  cough.  Patient  dorsally  recumbent.  Not 
pathological.  Seen  mostly  in  children,  and  accentuated  when  the  bronchoscopic  tub« 
mouth  bears  too  much  on  ihe  posterior  tracheal  wall. 

neck  at  the  level  of  the  thyroid  gland  cannot  be  called  pathological.  All 
of  these  flattenings  are  usually  from  before  backward,  though  the  longest 
diameter  of  the  tracheal  cross-section  is  seldom  exactly  in  the  lateral 
plane. 

The  orifices  of  the  dorsal  and  ventral  branch  bronchi  are  not  opposite 
each  other  in  the  stem  bronchus.  The  inferior  lobe  bronchi  in  some  cases 
end  in  a  sort  of  axis,  where  two  or  more  branches  are  given  oiT  at  nearly 
the  same  level,  which  is  in  contrast  to  the  monopodic  branching  higher  up. 


CHAPTER    X. 

Introduction  of  the  Esophagoscope. 

Indications  and  contraindications  for  esophagoscopy  will  be  consid- 
ered under  ''Foreign  Bodies"  and  under  ^'Diseases.'*  The  remarks  there 
made  on  contraindications,  especially,  should  be  read  l)efore  attempt- 
ing the  introduction  of  the  esophagoscope. 

Anesthesia  and  position  of  the  patient  for  esophagoscopy  have  al- 
ready been  considered  in  a  separate  chapter. 

NORMAL   NARROWINGS  OF  TllK  KSOPHAGUS. 

He  who  contemplates  attempting  esophagoscopy  for  the  first  time 
should  fix  in  his  mind  certain  general  principles,  anatomical  and  mechan- 
ical, that  are  known  to  exi)erienced  esophagoscopists,  but  which  have 
never  before  been  put  in  concrete  form  for  the  preliminary'  study  of 
the  beginner.  These  may  be  classed  under  two  heads:  1.  The  normal 
narrowings  of  the  esophageal  lumen  as  seen  endoscopically.  2.  The  nor- 
mal direction  of  the  esophageal   lumen,  esophagoscopically  considered. 

The  esophagus  is  not  a  flaccid  tube  through  which  an  endoscopic  tube 
can  be  rudely  pushed.  Nor  is  it  a  straight  tube.  It  deviates  and  has  cer- 
tain narrowings,  some  of  which  are  constant  anatomic  decreases  of  lumen. 
Others  are  due  to  pressure  of  surrounding  structures  that,  viewed  endo- 
scopically, give  one  the  idea  that  the  esophagus  was  put  through  first, 
and  then  all  of  the  surrounding  structures  were  tamped  in  around  it  like 
the  stones  and  earth  around  a  post  in  a  post-hole.  Other  narrowings, 
and  these  are  the  most  troublesome,  are  the  spasmodic  ones,  due  to  the 
contraction  of  periesoi)hageal  musculatures.  There  arc,  also,  spasmodic 
contractions,  less  powerful,  of  the  circular  muscular  fibers  of  the  esoph- 
ageal wall  itself.  Mehnert  (Bib.  404),  in  a  very  elaborate  paper  on  the 
anatomy  of  the  esophagus,  describes  thirteen  physiological  constrictions 
in  the  esophagus.     The  esophagoscopist,  however,  will  usually  be  able 


INTRODUCTION   OF   THK   KSOPHAGOSCOPE.  179 

to  demonstrate  but  five.  1.  The  cricopharyngeal  fold.  2,  The  crossing  of 
the  aorta,  -i.  The  crossing  of  the  left  bronchus.  1.  The  hiatus  esophageus. 
5.  The  upper  thoracic  aperture.  Some  esophagoscopists  believe  in  a  con- 
striction at  the  cardia  itself.  In  the  author's  opinion  there  is  certainly  no 
sphincter  at  the  cardia  and  he  cannot  but  think  that  the  constriction  noted 
by  some  observers  is  due,  in  some  instances,  to  the  intra-abdominal  pres- 
sure ;  in  others  to  mistaking  for  the  cardia  the  compression  produced  by 
the  narrowing  of  the  hiatus  esophageus  through  the  action  of  the  diaphrag- 
matic musculature. 

These  narrowings  are  largely  due  to  static  or  contractive  pressure  of 
surrounding  structures.  The  esophagus  itself  is  so  thin-walled  a  struc- 
ture that  its  narrowMugs,  even  under  spasmodic  contraction  of  its  own 
musculature,  are  of  less  endoscopic  importance  than  the  peri-esophageal 
musculature,  are  of  less  endoscopic  importance  than  the  periesophageal 
structure.  It  is  elsewhere  stated  that  it  is  necessary  to  relax  the  eso- 
phageal  musculature  in  order  that  trauma  be  not  done  during  the  extrac- 
tion of  a  very  large  and  sharp  foreign  body.  It  is  true  that  the  con- 
tractions of  the  esophageal  musculature  are  sufficient  to  permit  of  its 
laceration  by  the  withdrawal  of  a  foreign  body  when  the  musculature 
is  spasmodically  contracted,  yet  it  is  the  surrounding  musculature  acting 
upon  the  surrounding  hard  and  soft  parts  adjacent  to  the  esophagus  that 
is  in  large  part  responsible  for  trauma  in  the  withdrawal  of  foreign 
bodies  as  well  as  for  the  difficulties  in  the  introduction  of  the  esoph- 
agoscope. 

The  cricopharyfujcal  constriction.  In  a  previous  chapter  it  was  stated 
that  a  knowledge  of  endoscopic  anatomy  cannot  be  learned  from  books ; 
and  to  a  certain  extent  it  cannot  be  learned  from  the  cadaver.  No- 
where is  this  better  exemplified  than  in  the  study  of  the  cricopharyn- 
geal constriction  of  the  espohagus.  In  the  cadaver  this  constriction  is 
widely  open ;  and  prior  to  the  days  of  esophagoscopy  it  was  supposed 
to  be  open  in  life.  This  has  been  called  the  "mouth''  of  the  esophagus : 
but,  as  by  the  **mouth"  of  the  esophagus  esophagoscopists  do  not  refer 
to  the  crescentic  crevice,  (Fig  1,  Plate  III)  visible  by  direct  or  indirect 
laryngoscopy  back  of  the  arytenoid  eminence  and  ary epiglottic  folds, 
where  these  meet  the  postero-lateral  pharyngeal  wall,  much  confusion 
might  result  and  the  author  proposes  the  term  '^cricopharyngeal  con- 
striction." This  crevice  is  the  entrance  to  the  hypopharynx  which  ends 
below  (in  the  unanesthetized  living  subject)  in  a  physiological  narrow- 
ing, which,  in  life,  looks  as  though  it  were  being  drawn  together  inter- 
mittently by  a  purse-string  outside  the  esophageal  wall.  This  narrow- 
ing, in  the  adult,  is  about  two  centimeters  in  extent  and  is  noticeable  both 
on  introduction  and  withdrawal  of  the  esophagoscope.     As  this  con- 
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striction  is  more  or  less  circular,  though  muscularly  incomplete  anterior- 
ly, it  might  be  called  a  sphincter;  but  this  is  objectionable  because  some 
esophagoscopists  believed  in  a  sphincter  at  the  cardia  and  spoke  of  "up- 
per and  lower  sphincter/'  As  the  author  has  demonstrated,  the  lower 
constriction  is  at  the  hiatal  level — not  at  the  cardia.  Therefore,  the 
author  suggests  as  a  more  accurate,  and  hence  better,  nomenclature  "crico- 
pharyngeal  constriction"  and  "hiatal  constriction."  If  deemed  justi- 
fiable, a  "cardial  constriction"  may  be  added.  But  true  sphincter  there 
is  none,  in  the  esophagus. 

The  lower  circular  bundle  of  fibers  of  the  inferior  constrictor  is  very 
powerful,  much  more  so  than  the  orbicular  fibers  of  the  esophagus  into 
which  they  merge.  (See  illustration  in  chapter  on  ^'Diverticulum  of 
the  Esophagus.")  The  median  raphe,  which  receives  the  insertion  of 
the  oblique  fibers  above,  is  wanting  below%  and  the  contraction  of  these 
circular  fibers  causes  the  greatest  difficulty  in  the  way  of  introduction 
of  the  esophagoscope,  and  it  is  the  one  thing  above  all  others  in  which 
continual  practice  is  necessary  in  order  to  acquire  skill  and  confidence. 
The  cricopharyngeal  constriction  and  the  fact  that  it  is  caused  by  the 
inferior  constrictor  were  recognized  by  Mikulicz;  but  it  remained  for 
Killian  to  demonstrate  that  only  the  circular  fibers  were  concerned,  and 
he  also  demonstrated  the  fact  that  there  is  a  weakly  supported  point 
between  the  fundiform  and  circular  fibers,  at  which  weak  point  the 
esophageal  wall  is  herniated  to  form  the  pulsion  diverticula  of  Zenker, 
as  illustrated  in  the  Section  on  Esophageal  Diverticulum.  The  author 
has  noted  in  two  instances  of  esophagoscopic  perforation  that  inex- 
perienced operators  had  pushed  the  esophagoscope  through  the  wall  at 
this  same  weak  point.  The  author  wishes  especially  to  emphasize  the 
vital  importance  of  these  two  observations.  (1)  //  the  esophagoscope  is 
allozi'ed  to  follow  its  natural  route  and  is  forcibly  pushed  downward  it 
will  certainly  perforate  this  weak  point,  into  which  it  naturally  is  guided 
by  the  surrounding  tissues.  {2)  This  tendency  is  to  be  combated,  in  the 
recumbent  position,  by  forcing  the  tube  mouth  anteriorly  {and  slightly 
medianwards)  with  the  left  hand,  as  soon  as  the  bottom  of  the  pyriform 
sinus  is  reached,  as  hereinafter  described.  The  constriction  at  the  mouth 
of  the  esophagus  is  to  a  great  extent  relaxed  under  profound  general 
anesthesia ;  but  local  anesthesia  has  only  a  slight  relaxing  effect  upon  it. 
What  little  relaxation  there  is,  is  due  to  the  slight  lessening  of  reflex  ex- 
citability. No  endoscopist  expects  to  use  a  general  anesthetic  in  any 
but  exceptional  cases ;  and  children  should  not  have  either  a  local  or 
a  general  anesthesia  because  of  the  peculiarly  grave  risks  they  intro- 
duce into  esophageal  cases.     Therefore,  it  is  very  desirable  that  the  be- 
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ginner  in  esophagoscopy  should  first  devote  especial  preliminary  study 
to  the  upper  end  of  the  esophagus. 

The  best  method  of  studying  this  region,  in  health  or  disease,  is  with 
the  esophageal  speculum  (Fig.  21)  used  gently.  It  requires  considerable 
force  to  pull  the  cricoid  forward.  Killian,  who  tried  it  on  a  tracheotom- 
ized  patient  by  means  of  a  hook  passed  through  the  tracheal  wound  and 
up  into  the  cricoid  ring,  described  the  resistance  as  **enormous."  The 
hypopharynx  was  watched  in  the  laryngeal  mirror  and  could  be  inspected 
but  the  mouth  of  the  esophagus  could  not  be  made  to  gape.  The  use  of 
the  esophageal  speculum  (Fig.  21)  on  the  living  subject  and  on  the  cada- 
ver will,  by  contrast,  demonstrate  that  the  larynx  is  supported  in  position 
by  a  powerful  tonic  muscular  activity  in  life.  As  shown  by  Killian,  this 
muscular  tonicity  is  only  relaxed  by  central  impulses  such  as  in  degluti- 
tion, emesis  and  singing.  The  hypopharynx  can  be  studied  by  von 
Eicken's  method  of  hypopharyngoscopy.  The  larynx  is  cocainized  and  a 
stiff  steel  rod  bent  to  the  "laryngeal  curve"  of  indirect  instruments  and 
having  a  rounded  probe  point,  is  inserted  into  the  larynx  and  used  to 
pull  the  whole  larynx  forward,  while  the  hypopharynx  is  watched  in  the 
laryngeal  mirror.  This  in  favorable  cases  will  expose  the  hypopharynx 
down  to  the  level  of  the  middle  of  the  cricoid  cartilage.  This  cartilage 
usually  shows  whitish  under  the  mucosa. 

The  apertural  narrozving  of  the  esophagus  requires  experience  to 
demonstrate  esophagoscopically,  but  is  amply  demonstrated  by  the  lodg- 
ment of  foreign  bodies.     (See  Chapter  XVIII.) 

The  aortic  narrowing  of  the  esophagus.  In  the  living,  the  mouth  of 
the  esophagus  will  seem  the  narrowest  part  of  the  esophagus  as  seen 
endoscopically ;  but  in  the  cadaver  the  aortic  constriction  may  be  the 
narrowest  point  in  the  esophagus.  The  level  of  this  aortic  constriction 
is  determined  by  making  slight  pressure  with  the  tube-mouth  against 
the  left  anterior  wall  of  the  esophagus  when  the  actively  pulsating  aorta 
will  be  readily  palpated  with  the  tube.  Otherwise  the  aortic  narrowing 
may  not  be  noticed  at  all  in  the  author's  "high-low"  method  of  esoph- 
agoscopy. Faulty  positions,  by  compelling  faulty  tubal  direction,  may 
bring  the  aorta  into  conspicuous,  even  obstructive  prominence.  This 
is  especially  true  of  a  low  head  at  the  start,  as  in  the  Rose  position 
As  explained  later,  the  head  should  not  be  dropped  until  the  tube-mouth 
is  beyond  this  point.  The  normal  aortic  pulsation  usually  is  so  great  that 
the  beginner  is  apt  to  think  it  pathologic.  The  displacement  of  the 
esophageal  wall  by  the  aorta  is  beautifully  shown  in  the  bismuth  radio- 
graphs reproduced  in  the  Section  on  Spasmodic  Stenosis.  The  aortic 
constriction  is  about  23  cm.  from  the  upper  incisor  teeth  in  the  adult. 
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The  approximate  distance  in  children  is  given  in  the  author's  esophagos- 
copic  chart,  Figs.  145  and  14(). 

The  bronchial  narrowing  of  the  esophagus  is  due  to  the  backward 
displacement  caused  by  the  left  bronchus  which  crosses  anterior  to  the 
esophagus  at  about  27  cm.  from  the  upper  teeth,  in  the  adult.  The  ridge 
observable  esophagoscopically,  Fig.  0,  Plate  III,  is  quite  prominent  hi 
some  patients,  especially  those  with  dilatations  from  stenoses  lower  down. 
If  the  tube-mouth  is  made  to  bear  firmly  on  the  anterior  wall  on  the  way 
down,  the  ledge  corresponding  to  the  bronchial  crossmg  can  be  made  to 
come  out  ver}'  prominently. 

The  hiatal  narrounng  is  both  anatomic  and  spasmodic.  The  eso- 
phagus is  narrowed  markedly  as  compared  with  the  suprajacent  eso- 
phagus; and  the  peculiar  arrangement  of  the  tendinous  and  muscular 
structure  of  the  diaphragm  acts  on  this  hiatal  opening  in  a  way  to  con- 
strict it  most  powerfully.  Besides  this  there  is  a  local  musculature  demon- 
strated by  Liebault  (Bib.  1^2 J))  that  also  contributes  to  spasmodic  closure. 
The  level  of  the  hiatus  in  the  adult  is  about  3G  cm.  from  the  upper  in- 
cisors in  the  extended  position  of  the  head.  The  approximate  distance 
in  children  at  various  ages  is  given  in  the  author's  esophagoscopic  chart 
Figs.  145  and  140. 

The  cardia  will  be  considered  under  the  head  of  spasmodic  stenoses. 

The  approximate  distances  of  the  esophageal  narrowings  from  the 
upper  teeth  as  given  in  the  chart  (Fig.  145)  are  necessarily  subject  to  in- 
dividual variation,  a  variation  with  different  body-lengths  in  children  of 
the  same  age,  a  variation  with  posture,  coughing,  breathing,  retching, 
swallowing,  etc.  Moreover,  the  aorta  and  the  left  bronchus  are  rounded 
and  do  not  cross  at  a  right  angle  to  the  esophageal  axis.  For  all  of  these 
reasons  absolute  accuracy  is  impossible.  Therefore,  the  measurements 
were  made  to  read  in  even  centimeters.  Xotwithstanding  all  of  these 
variations  the  distances  given  will  be  found  very  useful,  practically,  and 
much  more  accurate  for  the  living  than  cadaveric  tables.  The  chart  is 
arran,tre(l  as  the  operator  will  encounter  the  narrowings  on  the  way  down, 
with  the  patient  in  the  recumbent  position.  The  measurements  were  tak- 
en with  the  head  extended 

1'he  direction  of  the  esophagus  is  very  im]:)orlant  to  the  endoscopist 
for  on  a  thorough  knowledge  of  this  depends  the  easy  and  safe  intro- 
duction of  the  esophajj;oscopc.  The  esophagus  enters  the  chest  in  a  di- 
rection dccidcdlv  l)ackw:ird  as  well  as  downward  as  shown  in  the  schema 
(Fig.  (il  )  of  the  direction  of  the  trachea,  which  is  nearly  parallel,  the 
esophagus  lying  behind  the  trachea.  This  backward  direction  of  the 
esophagus  is  maintained  as  though  the  esophagus  were  trying  to  get 
behind  the  aorta,  heart  and  left  bronchus,     i^.elow  the  left  bronchus  the 
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esophagus  turns  forward,  which  direction  it  maintains  until  it  passes 
through  the  hiatus  and  reaches  the  stomach.  In  addition  to  the  antero- 
p)osterior  curvature  of  the  esophagus  just  described,  there  is  a  lateral 
deviation  to  the  left  in  the  thorax,  which  partly  accounts  for  the  esoph- 
agus passing  back  of  the  left  bronchus.  The  other  part  is  accounted 
for  by  the  fact  that  the  trachea  deviates  slightly  toward  the  right  in  ap- 
proaching the  bifurcation  as  though  to  get  its  axis  more  nearly  in  line 
with  the  right  bronchus.  The  slight  deviation  of  the  esophagus  to  the 
left  in  the  middle  half  of  its  thoracic  portion  is  of  less  importance,  endos- 
copically,  than  the  very  marked  deviation  of  the  lower  esophagus  to  the 
left  before  and  after  passing  through  the  hiatus.  In  considering  the  an- 
teroposterior and  lateral  deviations  the  endoscopist  must  fix  in  his  mind 
that  the  esophagus  enters  the  chest  in  a  backward  and  downward  direc- 
tion (anatomically)  until  below  the  level  61  the  left  bronchus,  then  it 
curves  markedly  forward  and  to  the  left.  Mikulicz  thought  it  necessary 
to  put  an  angle  of  150  degrees  in  his  esophagoscope  to  get  forward 
through  the  hiatus.  But  with  the  patient  in  the  position  developed  for 
the  author  by  Dr.  John  W.  Boyce,  the  patient's  anatomy  is  so  easily 
controlled  that  the  straight  and  rigid  esophagoscope  can  be  inserted 
through  the  hiatus  with  the  greatest  ease,  by  careful  attention  to  the  de- 
tails hereinafter  given  of  the  author's  *'high-low''  method  of  esoph- 
agoscopy. 

Specular  esophagoscopy.  As  a  rule,  before  introducing  the  esoph- 
agoscope for  any  purpose,  the  hypopharynx  and  cricopharyngeal  con- 
striction should  be  inspected  carefully  with  the  speculum,  Fig.  21.  If  this 
be  not  at  hand,  a  fairly  good  inspection  can  be  made  with  the  laryngeal 
speculum.  This  is  necessary  for  growths  high  up  and  for  traumatism 
due  to  foreign  bodies  or  to  attempts  at  removal ;  or  the  foreign  body  it- 
self may  be  located  in  this  upper  region.  If  so,  it  may  be  overridden  by 
the  esophagoscope,  and  it  would  be,  in  any  event,  much  more  easily  re- 
moved through  the  esophageal  speculum.  Another  very  important  point, 
especially  in  children,  is  that  a  retropharyngeal  abscess  may  have  bur- 
rowed down  on  the  posterior  wall  until  it  has  produced  serious  difficulty 
in  swallowing:  and  such  a  condition  might  easily  be  overlooked  with  the 
esophagoscope,  though  plainly  visible  with  the  esophageal  speculum,  or 
with  the  direct  lar\mgoscope.  Of  course  dyspnea  is  much  more  apt  to 
be  a  symptom,  but  the  author  has  seen  one  case  which  was  totally  free 
from  dyspnea,  the  child  being  brought  for  dysphagia. 

Technic  of  specular  esophagoscopy.  The  use  of  the  esophageal  spec- 
ulum (Fig.  21)  is  precisely  the  same  as  direct  laryngoscopy  by  the 
method  described  for  the  author's  laryngoscope,  in  both  the  sitting  and 
recumbent  positions.     The  recumbent  position  is  preferable  for  reasons 
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previously  given,  and  for  foreign-body  work  is,  in  most  instances,  much 
more  certain  of  successful  extraction  of  the  intruder.  Secretions  are 
less  troublesome  to  the  operator  and,  by  not  overflowing  into  the  larynx, 
to  the  patient.  Children  are  more  easily  controlled,  no  anesthesia  being 
used,  as  elsewhere  explained.  Having  exposed  the  larynx  as  shown  in 
Fig.  1,  Plate  J 1 1,  by  the  method  shown  in  Figs.  78  and  92  (according  to 
whether  the  patient  is  in  the  sitting  or  the  recumbent  posture)  the  spat- 
ular  tip  of  the  esophageal  speculum  is  inserted  into  the  right  pyrifomi 
sinus  (left  in  the  sitting  patient).  From  now  on  downward  the  spec- 
ulum is  gently  insinuated  as  a  tube,  the  very  powerful  anterior  dis- 
placement necessary  for  direct  laryngoscopy  and  for  other  methods  of 
exposing  this  region  is  not  necessary  with  the  author's  speculum  because 
the  sloping  end  of  the  speculum  rides  forward  readily  with  a  slight  an- 
terior pull,  and  exposes  the  cricopharyngeal  constriction.  This  is 
readily  identified  with  the  speculum  by  the  anteriorly  convex,  crescent- 
shaped  fold  that  extends  forward  from  the  posterior  hypopharyngeal 
wall  at  the  level  of  the  lower  third  of  the  cricoid  cartilage  (Fig.  3,  Plate 
III).  The  forward  projection  of  this  fold  hides  the  esophageal  lumen  be- 
low and  it  forms  a  chute  which  throws  forward  a  bougie,  esophagoscope 
or  other  instrument  causing  the  instrument  to  override  and  pass  the 
foreign  body  just  below  the  lip.  Strong  anterior  traction  on  the  larynx 
does  not  open  the  lumen  any  wider  because  the  posterior  hypopharyngeal 
wall,  with  the  cricopharyngeal  folds,  follows  the  cricoid  forward,  the 
esophagus  remaining  closed.  In  Fig.  10,  IMate  111,  is  shown  the  manner  of 
drawing  back  this  posterior  fold  with  the  alligator  forceps,  exposing  a 
coin  w^edged  in  the  esophagus  below  the  fold.  The  speculum  is  long 
enough  to  be  pushed  on  downward  flattening  the  fold  and  exposing  in  the 
open  trough  of  tlie  speculum  the  posterior  esophageal  wall  below  the  fold 
for  examination  or  operation.  A  careful  study  of  this  fold  and  its  chute- 
like action  must  be  made  with  the  speculum  to  be  understood,  because  the 
fold,  as  such,  is  not  so  noticeable  in  the  introduction  of  the  esophago- 
scope. thoui^h  the  obstruction  is  felt  very  markedly.  The  weak  point  in  the 
esophageal  wall  between  the  horizontal  and  oblicjue  fibers  of  the  inferior 
constrictor  is  just  at  the  proximal  base  of  this  fold,  and  if  the  angle  ol 
introduction  is  bad  or  the  force  too  great  an.  esoi)hagoscope  will  not  be 
chuted  forward,  but  will  perforate  and  the  beginner,  strange  as  it  may 
seem,  does  not  discover  his  error.  He  passes  his  esophagoscope  on  down- 
ward with  little  resistance  between  the  layers  of  tissue  into  the  medias- 
tinum not  realizing  the  difference  between  the  walls  of  the  false  passage 
and  the  esophageal  wall.  h\  one  such  case  the  author  was  asked  to  look 
through  the  esophagoscope  to  identify  a  shining  gray  membrane  that  was 
puzzling  the  surgeon  by  obstructing  the  way.    The  author  could  not  iden- 
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tify  the  membrane,  but  on  withdrawing  the  esophagoscope  the  layers  of 
connective  tissue  revealed  a  false  passage.  From  the  depth  of  insertion 
it  was  probable  that  the  membrane  was  the  pleura  though  no  post  mortem 
could  be  obtained.  There  was  extensive  emphysema.  Death  apparently 
was  due  to  vagitis  and  mediastinal  emphysema.  The  false  passage  began 
(B,  Fig.  153)  just  above  the  cricopharyngeal  fold. 

An  excellent  view  of  disease  of  the  posterior  wall  as  seen  through 
the  esophageal  speculum  is  shown  in  Fig.  1),  Plate  III. 

Technic  of  the  introduction  of  the  esophagoscope,  patient  recumbent. 
In  his  early  work  the  author  used  a  mandrin  but  he  soon  found  that 
both  foreign  bodies  and  disease  might  be  overridden ;  therefore,  he  de- 
veloped the  technic  of  passing  by  sight  and  now  finds  it  so  much  easier 
in  all  cases,  as  well  as  so  much  safer  in  disease  high  up,  and  so  invariably 
contributes  to  successful  foreign-body  removal,  that  he  would  not  con- 
sent to  the  use  of  a  mandrin  under  any  circumstances.  In  his  earlier 
work,  it  was  customary  with  the  author  to  apply  sterile  vaseline  to  the 
esophagoscope  before  passing.  Later  experience  has  proven  this  to  be 
unnecessary,  because  the  secretions  sufficiently  lubricate  the  instrument, 
and  it  is  quite  a  relief  not  to  have  any  greasy  substance  about  the  in- 
strument table,  or  on  the  instruments  introduced. 

As  in  bronchoscopy  (Fig.  137)  the  esophagoscope  can  be  ^'anchored" 
at  any  desired  depth  by  hooking  the  phalanges  of  the  left  fourth  and 
fifth  fingers  over  the  patient's  upper  alveolus.  In  the  author's  method 
of  passing  the  esophagoscope  by  sight  f\\t  things  are  essential : 

1.  The  correct  "high-low"  position-sequence  of  the  patient. 

2.  A  knowledge  of  the  endoscopic  anatomy  in  the  living  as  de- 
scribed in  this  chapter. 

3.  A  clear  conception  of  the  direction  and  changes  of  direction  of 
the  esophageal  axis  as  herein  given. 

4.  A  good  general  sense  of  direction  that  enables  the  endoscopist 
to  point  his  esophagoscope  in  the  general  direction  of  the  esophagus. 

.5.  A  clear  mental  image  of  the  esophagus  and  its  direction  in  re- 
lation to  the  esophagoscope. 

With  these  qualifications  the  endoscopist  has  only  to  follow  the 
landmarks,  to  be  able  quickly  to  pass  the  esophagoscope  on  any  human 
being  whose  mouth  can  be  opened.  The  introduction  may  be  divided 
into  four  stages. 

1.  Entering  the  right  pyriform  sinus. 

2.  Passing  the  cricopharyngeus. 

3.  Passing  through  the  thoracic  esophagus. 

4.  Passing  the  hiatus. 
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During  the  entire  procedure  the  patient  and  second  assistant  are 
in  the  Boyce  position  (Fig.  72),  the  second  assistant  holding  the  bite 
block.  During  the  first  and  second  and  third  stages  the  head  is  held 
high,  in  the  fourth  stage  it  is  dropped  until  the  occiput  is  slightly  below 
the  level  of  the  table.  Hence,  the  author  has  for  convenience  formed  the 
habit  of  calling  his  method  the  **high-low"  method  of  esophagoscopy. 

Stage  /.  Entering  the  pyriform  sinus  is  readily  understood  by  look- 
ing at  the  schema,  Fig.  147,  and  comparing  it  with  Fig.  1,  Plate  III.  The 
collar  of  the  tube  is  held  lightly  between  the  right  thumb  and  fingers  as 
shown  in  Fig.  B.  138,  and  the  tube-mouth,  guided  by  the  left  hand,  is  in- 
serted posterior  to  the  dorsum  of  the  tongue  and  with  the  proximal  end 
high  (Fig.  148).*  The  operator  standing,  his  eye  at  the  proximal  tube- 
mouth  seeks  the  right  pyriform  sinus.  (P.  Fig.  147,  and  Fig.  2,  Plate 
III).    The  landmark  is  the  right  arytenoid  eminence,  A,  Fig.  147,  which 


Fig.  147. — Schema  for  finding  the  pyriform  sinus  in  the  author's  method  of 
esophagoscopy.  The  large  circle  represents  the  cricoid  cartilage.  G,  glottic  chink, 
spasmodically  closed.  VB,  ventricular  band.  A,  right  arytenoid  eminence.  P,  right 
pyriform  sinus,  through  which  the  tube  is  passed  in  the  recumbent  posture.  (Com- 
pare Fig.  I,  Plate  III.)     The  pyriform  sinuses  are  the  normal  food  passages. 

shows  as  a  rounded  mass  rather  larger  than  when  seen  by  the  indirect 
method.  (Seen  upward  to  the  left  in  Fig.  2,  Plate  III).  Great  care  must 
be  taken  to  identify  this  arytenoid  and  to  avoid  hooking  the  tube-mouth 
over  it  or  its  fellow.  This  would  prevent  further  insertion  and  if  force 
were  used  the  arytenoid  mobility  might  be  seriously  injured.  (A,  Fig. 
153).  Having  found  the  right  pyriform  sinus  the  tube  glides  in  readily 
for  2  or  3  centimeters  when  it  comes  to  a  full  stop  and  the  lumen  dis- 
appears. This  is  the  spasmodically  closed  cricopharyngeal  constriction. 
Dnrmg  stage  i  or  any  of  the  other  stages  the  fingers  are  not  inserted  in 
the  mouth,  exeept  so  far  as  necessary  for  the  ''hooking'*  of  the  phalanges. 
(Fig.  ]3r). 

Stage  2.     Passing  the  cricopharyngeus  is,   with   the  beginner,  the 
most  difficult  part  of  esophagoscopy,  especially  if  the  patient  is  unanes- 

•In  i>assing'  the  slanted-ond  osophagoscope  (Fip:.  426)  in  the  recumbent  pa- 
tient, the  handle  of  the  e.*5ophagoscope  must  always  point  toward  the  ceiling,  in 
order  to  bring  the  lip  of  the  esophagroscopic  tube-mouth  anteriorly,  so  as  to  ride 
over  the  cricopharyngeal  fold.  If  the  lip  is  po.steriorward,  perforation  is  possible 
if  violence  be  u.^^ed. 
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thetized.  Local  anesthesia  does  not  help  much.  The  cricopharyngeus  as 
seen  through  the  esophagoscope  does  not  resemble  the  image  seen  in  the 
speculum  (Fig.  3,  Plate  III).  It  is  simply  a  lost  lumen.  Only  a  solid 
wall  of  mucosa  is  seen.  Force  must  not  be  used  but  a  steady,  firm  pres- 
sure is  made  on  the  esophagoscope  while  a  strongly  anterior  (lifting  in 
the  recumbent  position)  movement  is  imparted  to  the  distal  end  of  the 
esophagoscope  by  the  left  hand.  At  the  same  time  the  lifting  motion  is 
imparted,  the  distal  end  should  be  guided  slightly  toward  the  middle 


Fic.  148. — Esophagoscopy  by  the  author's  high-low  method.  First  stage.  Find- 
ing the  right  pyrifonn  sinus.  In  this  and  the  second  stage  the  patient's  vertex  is 
about  IS  cm.  above  the  level  of  the  table  and  in 


line  of  the  body.  If  the  lumen  is  not  seen,  the  patient  should  be  told  to 
lake  a  deep  breath  when  the  lumen  will  usually  appear.  In  an  unanesthe- 
tized  child  the  deep  inspiration  will  soon  be  made  involuntarily.  A  httle 
patience  here  will  always  succeed.  The  author's  slanted-end  esophagoscope 
executes  this  second  stage  with  particular  ease,  the  lip  being  insinuated 
upward  and  forward,  and  the  handle  being  held  sagittally  and  anteriorly. 
The  lumen  is  a  mere  slit,  like  Fig.  4,  Plate  III,  though  the  axis 
of  the  slit  may  be  in  other  directions.  The  folds  at  the  sides  of  the  slit 
may  seem  to  bulge  toward  the  operator.  In  many  instances  it  is  rosette- 
like  in  form  with  radial  folds;  and  it  varies  with  the  instrument  used. 
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There  is  usually  from  1  to  3  cm.  of  this  constricted  lumen  at  the  level  of 
the  cricopharyngeus  and  the  subjacent  orbicular  esophageal  fibers,  after 
which  the  esophagoscope  glides  into  the  few  centimeters  of  partially  open 
cervical  esophagus.     (Fig.  5,  Plate  III). 

Stage  5.  The  esophagoscope  usually  glides  easily  through  the  thor- 
acic esophagus  (Fig.  150).  If  it  does  not  the  patient's  position  is  faulty 
or  the  esophagoscope  is  rubbing  on  the  upper  teeth.  The  levels  of  the 
aorta  and  left  bronchus  (Fig.  6,  Plate  III)  are  readily  recognized  by  the 
description  previously  given.  After  passing  them  the  lumen  of  the  eso- 
phagus seems  to  have  more  and  more  of  a  tendency  to  disappear  an- 
teriorly. This  is  the  signal  for  low^ering  the  head,  which  has  till  now 
been  kept  high,  for  the  next  stage. 


NECK. 

Fig.  149. — Schematic  illustration  of  the  author's  **high-lo\v"  method  of  esoph- 
ajroscopy.  In  the  first  and  second  stages  the  patient's  head  fully  extended  is  held 
high  so  as  to  hring  it  in  Hne  with  the  thoracic  esophagus,  as  shown  ahove.  The 
Rose  position  is  shown  by  way  of  accentuation. 


Stage  4.  Passing  the  hiatus  is  very  easy  after  a  little  practice  if  the 
directions  here  given  are  followed.  It  will  be  remembered  that  in  the 
first  part  of  this  chapter  the  direction  of  the  lower  esophagus  was  given 
as  anteriorly  and  to  the  left.  To  obtain  this  in  the  recumbent  patient 
the  head  is  dropped  as  shown  in  Figs.  151  and  152. 

When  the  head  is  dropped  it  must  at  the  same  time  be  horizontally 
moved  to  the  right  (without  rotation)  in  order  that  the  axis  of  the  eso- 
phagoscope shall  correspond  to  the  axis  of  the  lower  third  of  the  eso- 
phagus which  deviates  to  the  left.  The  shoulders  should  also 
participate  slightly  in  this  movement.  It  is  in  the  facility  of  making  these 
movements  that  one  of  the  great  advantages  of  the  P)Oyce  position  over 
the  lateral  or  any  other  position  for  eso])hagoscopy  consists ;  and  had  the 
author  not  had  the  advantage  of  **team  work''  with  a  good  assistant  hold- 
ing the  patient  in  the  Boyce  position  he  could  not  have  developed  this 
**high-low''  method  to  its  present  ai)proximate  perfection.    This  dropping 
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of  the  head  was  not  understood  by  MiloiHcz  and  in  order  to  overcome  the 
angle  P  S,  Fig.  lo2,  he  put  a  bend  in  his  gastroscnpe  thinking  that  he 
had  encountered  the  dorsal  spine  when  his  tube,  which  was  passed  blind- 
ly, encountered  the  resistance  of  the  diaphragm,  against  which  the  esoph- 
agus was  pushed  just  above  the  hiatus,  because  the  direction  of  the  tube 
was  faulty  owing  to  not  dropping  the  head.  Mikulicz  did  not  use  the 
dorsal  position  hut  doubtless  he  would  have  obtained  an  e<|uivalent  of 


Fig.   ISO. —  Ejopliagoscopy  by  tlit  a 
tag  through  the  thoracic  esophajfus. 


"hiuh-low"  method.    Stage  3.    Pass- 


dropping  the  head  had  he  been  possessed  of  a  modern  open  tulie  gas- 
troscope  passed  by  sight.  The  hiatal  constriction  may  assume  the  form 
of  a  slit  or  more  commonly  a  rosette  (Fig.  7.  Plate  HI),  and  in  its  ro- 
sette form  has  often  been  mistaken  by  e  soph  ago  sen  pi  sis  for  the  cardia, 
leading  to  the  erroneous  idea  of  a  sphincter  at  ihe  cardia.  If  the  ro- 
sette or  slit  cannot  be  promptly  found,  as  may  be  the  case  in  various  de- 
grees of  diffuse  dilatation,  the  tube-mouth  must  be  shifted  farther  to  the 
left,  and  also  anteriorly.  If  ihe  tube-mouth  is  centered  over  the  hiatal 
constriction,  moderately  firm  pressure  continued  for  a  short  time  will 
cause  it  to  yield.     Then  the  lube,  maintaining  its   same  direction  will, 
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ivitlioui  further  trouble,  glide  into  and  through  the  abdominal  esophagus. 
The  cardia  will  not  be  noticed  as  a  constriction,  but  its  appearance  will 
be  announced  by  the  rolling  in  of  reddish  gastric,  mucosal  folds,  Fig.  8, 
Plate  III,  and  by  a  gush  of  fluid  from  the  stomach. 

The  normal  esofhagoscopic  image.  The  form  of  the  endoscopic 
image  has  already  been  described,  as  seen  at  the  various  stages  of  esoph- 
agoscopy.  The  calar,  as  in  all  tlie  mucosae,  is  subject  to  wide  individ- 
ual variations  within  the  limits  of  health,  though  not,  perhaps,  quite  so 
wide  as  is  seen  in  the  pharynx.     The  color,  of  course,  varies  in  shade 


ing  the  hi 


■low"  method,     Stafje  4.     Pass- 
below  the  lop  of  the  table. 


with  the  intensity  of  the  illumination,  being  dark  crimson  or  brown  un- 
der feeble  light,  nearly  white  under  the  intense  light  of  an  over-illumi- 
nated electric  lamp,  I'nder  ordinary  conditions  with  proper  illumina- 
tion it  may  be  described  as  pink  varying  from  yellowish  to  bluish  pink. 
As  the  author  has  pointed  out.  a  good  idea  of  average  color  may  be  had 
from  inspection  of  the  inside  of  the  particular  individual's  cheek  under 
the  same  illumination.  The  esophageal  mucosa  glistens  with  surface 
moisture.  The  folds  are  soft  and  velvety,  rendering  infiltrations  quickly 
noticeable.  The  cricoid  cartilage  usually  shows  whitish  through  the  mu- 
cosa.    As  soon  as  the  eye  becomes  educated  to  the  normal  appearance 
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abnormalities  of  form  and  color  are  instantly  noted.  The  gastric  mu- 
cosa is  pink  if  no  food  is  present,  but  it  is  a  darker  pink  than  that  of 
the  esophagus.  When  food  is  in  the  stomach  the  color  is  crimson.  These 
colors  refer  to  distally  illuminated  images.  With  proximal  illumination 
the  color  is  said  to  be  dark  violet,  probably  because  of  the  distance  from 
the  source  of  light. 

Difficulties  of  esophagoscopy.  Those  who  follow  carefully  the  meth- 
ods herein  suggested  should  be  able  to  esophagoscope  an  average  patient 
under  general  anesthesia.  For  the  first  trial  of  esophagoscopy  without 
anesthesia  the  patient  should  be  a  slender  adult,  with  long  lean  neck  and 
few  upper  teeth.  The  author  urges  every  endoscopist  to  avail  himself 
of  the  first  esophageal  case  of  this  type,  to  tr>'  esophagoscopy  without 
anesthesia.     Soon  he  will  find  it  needless  to  use  either  general  or  local 
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Fig.  152. — Schematic  illustration  of  the  author's  "high-low"  method  of  esoph- 
agoscopy, fourth  stage.  Passing  the  hiatus.  The  head  is  dropped  from  the  po- 
sition of  the  1st  and  2nd  stages,  CL,  to  the  position  T,  and  at  the  same  time  the 
head  and  and  shoulders  are  moved  to  the  right  (without  rotation)  which  gives  the 
necessary  direction  for  passing  the  hiatus. 

anesthesia  for  esophagoscopy,  and  he  will  have  many  occasions  to  be 
glad  that  he  has  acquired  the  knack.  Cases  of  esophageal  malignancy 
quite  often  present  the  desired  qualities  mentioned,  and  many  of  them 
come  for  diagnosis  in  no  condition  to  stand  an  anesthetic.  The  greatest 
difficulty  arises  from  the  faulty  direction  of  the  tube.  It  requires  a  gen- 
eral sense  of  direction  and  a  mental  picture  of  the  direction  of  the  esoph- 
ag^ts  within  the  body  to  get  the  tube  started  right  and  to  find  the  lumen 
of  the  pyriform  sinus  and  of  the  esophagus  until  the  operator  has  had 
sufficient  experience  to  know  the  landmarks  and  the  different  appear- 
ance of  the  folds  of  mucosa  as  he  proceeds.     In  order  to  bring  these 
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into  view  it  is  necessary  to  remove  the  secretion.  In  the  author's  esoph- 
agoscope  this  is  taken  away  with  the  aspirator  without  interruption, 
though  occasionally  a  swab  may  be  useful  in  addition.  Stagnant  semi- 
solid food  in  stenotic  cases  is  best  removed  by  the  "sponge  pumping"  pro- 
cess as  described  for  bronchoscopy.  Another  great  difficulty  arises  from 
the  spasmodic  contractions  of  the  esophageal  musculature  and  especially 
of  the  inferior  constrictor  near  the  cricoid  level,  in  fact,  the  greatest 
difficulty  in  esophagoscopy  is  right  at  this  point.  This  and  the  hiatal 
spasm  are  to  be  overcome  by  patient  waiting  with  gentle  pressure  on  a 
correctly  directed  tube  centered  over  the  closed  lumen.  Forcible  misdi- 
rected pressure  may  perforate.  The  beginner  will  often  find  that  the 
esophagoscope  seems  to  be  rigidly  fixed  so  that  it  cannot  be  either  in- 
troduced or  withdrawn  readily.  Usually  this  comes  from  contact  with 
the  upper  teeth  of  the  patient  and  is  overcome  sometimes  by  a  little  wider 
opening  of  the  jaws,  and  sometimes  by  easing  up  on  the  bite  block,  but 
most  often  by  correcting  the  position  of  the  patient's  head.  If  the  be- 
ginner cannot  start  the  tube  into  the  right  pyriform  sinus,  in  an  adult, 
it  is  a  good  plan  to  insert  an  adult  direct  laryngoscope,  and  after  expos- 
ing the  arytenoid  eminences  to  view  to  insert  the  child  size  (7  mm.) 
esophagoscope  into  the  pyriform  sinus  by  sight.  This  is  one  of  the  best 
ways  to  learn  esophagoscopy.  The  side-slide  oval  laryngoscope  is  the 
best  for  this  purpose,  leaving  the  slide  off  and  keeping  the  speculum  to 
the  right  (recumbent  patient)  side  of  the  tongue  so  that  the  tongue  will 
not  crowd  into  the  side  opening.  It  is  very  rarely  necessary  to  remove  an 
esophagoscope  once  it  is  inserted.  The  author  has  been  much  surprised 
to  learn  how  often  some  esophagoscopists  remove  and  reinsert  the  esoph- 
agoscope at  a  seance.  Once  in,  it  should  stay  until  the  esophagoscopy 
is  finished.  If  an  anesthetic  is  used,  it  may  be  necessary  to  remove  the 
esophagoscope  for  respiratory  arrest,  unless  insufflation  anesthesia  is 
used.  Without  anesthesia  no  accident  can  occur  in  careful  hands.  Oc- 
casionally it  is  necessary  to  remove  the  esophagoscope  to  exchange  it  for 
a  very  small  one  that  will  go  through  a  small  stricture  to  get  a  foreign 
body  that  has  lodged  between  two  strictures.  Occasionally,  especially  in 
stenotic  conditions  of  the  esophagus  a  large  quantity  of  fluid  will  well  up 
into  the  tube  and  it  will  be  thought  that  the  light  has  gone  out  because 
there  arc  a  number  of  centimeters'  depth  of  opaque  fluid  over  the  light. 
As  soon  as  this  is  aspirated  through  the  drainage  canal  the  light  will  be 
found  burning  as  brightly  as  ever.  If  in  doubt  as  to  whether  this  is  the 
case  the  light  carrier  may  be  withdrawn,  but  under  no  circumstances 
except  vital  dangers  to  the  patient  should  the  esophagoscope  be  with- 
drawn until  the  examination  is  complete.  As  the  author  uses  only  two 
sizes  of  the  esophagoscopic  tubes,  one  for  adults  and  one  for  children. 
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there  is  no  need  of  starting  with  the  wrong  size.  Serious  difficulties  may 
arise  from  insufficient  instrumental  equipment,  and  unlike  other  depart- 
ments of  surgery  makeshifts  are  usually  impossible  and  may  be  dangerous. 
No  peroral  endoscopic  attempt  should  be  made  without  proper  sized 
tubes  for  the  particular  case,  proper  forceps,  sponges,  batteries,  etc.  The 
operator  does  his  patient  and  himself  an  injustice  to  attempt  endoscopy 
without  a  complete  set  as  to  sizes  of  whatever  form  of  tubes  he  desires  to 
use.  In  his  earlier  writings  the  author  stated  that  *'If  rigid  economy 
must  be  practiced,  much  good  work  can  be  done  with  a  7  mm.x45  cm. 
esophagoscope,  a  5  mm.x30  cm.  bronchoscope  and  a  12  mm.xl7  cm. 
larj'ngeal  speculum."  Briinings  has  very  justly  criticized  this  statement 
as  **likely  to  beguile  the  surgeon"  into  being  content  with  a  couple  of 
tubes  selected  at  random:  and  he  further  states,  "An  insufficient  equip- 
ment is  often  worse  than  none  at  all."  In  all  of  which  the  author  fully 
concurs. 

Moser  has  advocated  the  ballooning  of  the  esophagus  by  the  soft- 
rubber  hand-ball  of  an  atomizer,  the  air  being  prevented  from  escaping 
by  the  insertion  of  the  window-plug  (Fig.  20). 

In  conclusion  it  may  be  said  that  with  the  exception  of  inadequate 
equipment  all  of  the  difficulties  of  the  introduction  of  the  esophagoscope 
are  overcome,  as  with  any  other  purely  manual  procedure,  by  practice. 

Complications  follouing  esophagoscopy  for  foreign  bodies  will  be 
considered  in  a  later  chapter.  The  simple  passage  of  an  esophagoscope, 
if  skillfully  done,  is  rarely,  if  ever,  followed  by  any  complications.  Slight 
stiffness  of  the  neck,  and  irritation  of  the  lower  pharynx  may  be  noted 
in  sensitive  subji^cts,  especially  those  with  short,  thick  necks.  In  dis- 
eased conditions,  however,  we  may  have  complications  due  either  to  the 
esophagoscopy  or  to  the  condition  for  which  it  is  done.  Mr.  Waggette 
(Bib.  567)  reports  a  case  of  severe  dysphagia  following  esophagoscopy 
in  a  case  of  extensive  specific  ulceration.  It  would  seem,  however,  that 
the  dysphagia  might  have  resulted  from  the  disease  itself  without  the 
esophagoscopy.  Both  contingencies  should  be  borne  in  mind,  and  a  pa- 
tient with  disease  of  the  esophagus  should  be  told  beforehand  that  his 
ability  to  swallow  may  grow  worse  either  with  or  without  an  esophagos- 
copy. These  remarks,  however,  do  not  ordinarily  apply  to  recent  foreign- 
body  cases.  Old  foreign-body  cases  may  be  followed  by  cicatricial 
stenosis.  If  esophagoscopy  is  to  maintain  the  high  position  of  usefulness 
it  has  attained  it  is  necessary  that  it  shall  be  safe.  If  the  rules  and  in- 
structions herein  given  are  followed,  esophagoscopy  is  absolutely  without 
mortality  apart  from  the  condition  for  which  it  is  done.  In  view  of  this 
the  beginner  must  be  warned  to  be  careful.  The  accidents  shown  in 
Fig.  153  can  occur  only  through  brutal  disregard  for  the  delicacy  of  the 
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vanced  organic  disease  such  as  hard  arteries,  cirrhosis  of  the  liver,  ad- 
vanced tuberculosis,  uncompensated  heart  lesions,  etc.,  may  have  se- 
vere complications  precipitated  by  esophagoscopy.  A  child's  esophago- 
scope  (7  mm.)  skillfully  passed  with  high  head  will  involve  the  least 
risk  in  such  cases. 

The  tcchnic  of  introducing  the  Kahler  esophagoscope  is  precisely 
the  same  as  that  of  the  Briinings  esophagoscope. 

Introduction  of  the  Briinings  esophagoscope.  Briinings  describes 
two  methods  of  introduction,  one  with  a  mandrin  and  one  without,  the 
former  the  easier,  the  latter  the  preferable  way.  Brunings  advises 
ocular  introduction  when  mandrin  introduction  involves  special  dangers 
or  fails  to  accomplish  the  object  for  which  the  esophagoscopy  is  done. 
He  believes  that  ocular  introduction,  therefore,  is  indicated  in  the  ma- 
jority of  cases.  Briinings  prefers  the  sitting  position  of  the  patient, 
though  he  also  uses  the  laterally  recumbent  position  with  knees  flexed. 
In  either  position  the  patient's  head  is  held  by  an  assistant.  Occasionally 
he  uses  the  dorsally  recumbent  position,  but  he  regards  this  as  more 
difficult,  and  in  children  he  states  that  **Lying  on  the  back  must  in  any 
case  be  avoided."  He  states  that  a  general  anesthetic  is  always  neces- 
sary in  children  and  that  they  must  be  raised  up  for  the  introduction 
of  the  tube  after  they  are  anesthetized.  In  adults  thorough  local  anes- 
thetization with  cocaine  is  used.  The  Brunings  tubes  should  be  warmed 
and  greased  with  liquid  petrolatum  and  the  mirror  should  be  warmed 
to  prevent  fogging  from  condensation.  In  introduction  of  the  esophago- 
scope with  the  mandrin,  the  hand  lamp.  Fig.  2,  is  detached ;  the  funnel- 
shaped  proximal  end  of  the  tube  is  held  between  the  thumb  and  finger 
of  the  right  hand  like  a  pen.  The  silk  woven  mandrin  projecting  be- 
yond the  distal  end  of  the  tube  is  passed  down  along  the  posterior 
pharyngeal  wall  into  the  esophagus.  If  the  mandrin  deviates  into  either 
pyriform  sinus,  Brunings  directs  the  patient  to  swallow  to  centralize  the 
tube  again.  When  the  reflex  contractions  at  the  esophageal  mouth  stop 
the  advance  of  the  mandrin  and  instrument,  no  violence  is  to  be  used. 
Instead,  an  in-and-out  probing  movement  of  the  tube  is  used  and  the 
patient  is  commanded  to  continue  regular  breathing,  and  to  swallow.  If 
introduction  fail,  it  is  necessary  to  wait  with  the  tube  and  mandrin  in 
position  until  the  spasm  relaxes.  This  is  known  by  the  sensation  of  an 
easy  advancing  of  the  tube  to  slight  pressure,  and  by  the  fact  that  the 
"spatula  tube"  of  the  instrument  almost  disappears  in  the  mouth.  Then 
the  patient  bends  the  head  farther  backward  and  the  proximal  portion 
of  the  tube  is  moved  around  to  one  corner  of  the  patient's  mouth,  the 
head  being  slightly  turned  to  the  opposite  side.  If  a  gap  between  teeth 
is  available  the  tube  is  moved  into  the  gap.     Then  the  mandrin  is  re- 
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moved,  the  hand  lamp  attached  and  the  inner  tube  inserted.  If  the  latter 
has  been  in  place  with  the  mandrin  inside  of  it,  it  is  now  pushed  down- 
ward. In  most  instances,  however,  foreign  bodies  and  disease  high  up 
are  dealt  with  through  the  spatula  tube  alone,  without  using  an  inner 
tube. 

In  introduction  by  sight  in  the  sitting  patient  the  procedure  is  as 
described  for  direct  laryngoscopy  up  to  the  point  of  exposing  the  larynx, 
the  hand  lamp  being  fitted  with  the  tube  spatula  as  shown  in  Fig.  2. 
This  will  reach  to  the  level  of  the  tracheal  bifurcation.  If  it  is  desired 
to  explore  further,  the  inner  tube  (Fig.  1)  of  appropriate  size  and  length 
according  to  the  patient  is  inserted.  After  exposing  the  larjmx,  the 
spatular  end  of  the  tube  spatula,  or  outer  tube,  is  inserted  in  the  median 
line  and  the  larynx  is  drawn  forward  as  the  spatular  end  is  slid  down 
behind  the  larynx  into  the  hypopharynx.  Here  the  advance  is  usually 
opposed  by  spasm,  bringing  the  posterior  lip  of  the  esophageal  mouth 
forward  and  presenting  an  "unconquerable  barrier"  to  further  advance. 
While  waiting  for  the  spasm  to  subside  the  position  of  the  patient  and 
of  the  instrument  are  inspected  to  see  that  they  are  correct,  with  relaxed 
muscles,  without  rigid  bending  of  the  head;  and  the  patient  is  told  to 
keep  on  breathing  quietly  and  regularly.  Swallowing,  if  the  patient  can 
accomplish  it,  helps  materially.  Rotating  movements  of  the  tube  are 
helpful  in  finding  the  lumen.  Once  past  the  constriction  at  the  mouth  of 
the  esophagus  the  tube  passes  without  further  difficulty,  the  head  being 
managed  as  before.  When  the  full  length  of  the  spatular  tube,  or  outer 
tube,  has  been  inserted,  which  will  bring  the  distal  end  to  about  the 
level  of  the  tracheal  bifurcation,  the  inner  extension  tube  is  inserted  if 
it  is  desired  to  explore  further.  In  the  left  laterally  recumbent  patient 
the  manipulations  are  the  same  as  in  the  sitting  patient,  because  with  the 
operator  standing  facing  the  patient,  and  bending  the  operator's  head 
down  to  the  right,  the  operator  maintains  the  same  relative  position  to 
the  patient's  anatomy  as  in  the  sitting  position  of  the  patient.  In  the 
dorsal  position  of  the  patient  which  Briinings  does  not  advise,  the  oper- 
ator holds  the  instrument  with  the  right  hand  as  in  Fig.  142.  For  fur- 
ther details  of  Briinings'  methods  the  reader  is  referred  to  Briinings'  in- 
teresting and  instructive  book  (Bib.  02)  or  to  the  excellent  translation 
thereof  by  Mr.  Walter  G.  Howarth  (Bib.  208). 


CHAPTER    XI. 

Acquiring  Skill. 

The  purpose  of  this  book  is  to  tell  how  to  do  peroral  endoscopy. 
But  with  all  purely  manual  things  a  knowledge  how  to  do  them  is  mere- 
ly a  start.  It  requires  prolonged  practice  to  be  able  to  do  them  well. 
An  orchestra  leader  knows  how  the  instruments  should  be  played,  yet  is 
unable  to  play  upon  any  except  the  one  on  which  he  has  spent  a  lifetime 
of  practice.  Were  it  not  for  the  evidence  of  the  performance  of  others, 
a  beginner's  first  instrumental  musical  attempt  would  lead  him  to  think 
impossible  many  of  the  manual  things  that  later  are  as  easy  to  him  as 
walking.  Other  and  new  difficulties  will  arise  and  will  be  overcome; 
there  will  always  be  difficulties  worthy  of  continual  practice  in  order  to 
acquire  the  utmost  tactile  and  co-ordinate  dexterity.  So  it  is  with  peroral 
endoscopy.  Herbert  Tilley  (Bib.  545)  very  aptly  states  that,  "While  it 
would  be  idle  affectation  to  suggest  that  neither  skill  nor  practice  is  ne- 
cessary for  the  intelligent  use  of  the  bronchoscope,  yet  it  is  very  true 
that  a  little  practice  combined  with  patience  and  gentleness  should  ren- 
der any  surgeon  competent  to  use  the  bronchoscope  with  reasonable  as- 
surance." While  the  author  believes  that  more  than  a  little  practice  is 
desirable,  he  heartily  concurs  in  the  foregoing  statement  because  of  the 
qualifying  clause  "combined  with  patience  and  gentleness."  These  are 
the  great  safeguards  of  endoscopy. 

As  with  instrumental  music  certain  personal  qualifications  will  en- 
able better  endoscopic  work  and  especially  is  this  true  in  difficult  foreign- 
body  cases.  Good  eyesight  without  excessive  refractive  errors  comes 
first  in  importance.  Endless  patience  is  an  essential.  A  good  faculty  of 
orientation  will  stand  the  endoscopist  in  good  stead.  Mechanical  in- 
genuity is  necessary.  The  greatest  percentage  of  successes  will  accrue 
to  him  who  is  so  constituted  as  to  work  calmly  and  deliberately,  yet 
quickly  and  accurately,  under  severe  stress  of  prolonged  work  with  one 
eye,  subject  to  great  anxieties  and  where  a  mistake  or  lack  of  prompt- 
ness and  accuracy  may  mean  the  death  of  the  patient  either  immediately 
or  by  default  ultimately.  There  is  absolutely  nothing  like  it  in  the  whole 
realm  of  surgery.    The  operator's  ordeal  is  well  described  by  Ingals  as 
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follows:  **The  heart-breaking  delays,  the  extreme  anxiety  for  the  pa- 
tient and  the  knowledge  that  prolonged  operations  of  this  kind  are  dan- 
gerous, while  failure  may  spell  death  for  the  patient,  place  the  operator 
under  such  circumstances  under  an  indescribable  stress.*' 

The  greatest  difficulty  will  be  encountered  by  the  surgeon  who  has 
been  accustomed  always  to  work  with  both  hands  and  both  eyes  in  an 
open  wound.  Such  a  one  will  find  difficulties  in  working  with  the  mirror 
in  ordinary  indirect  rhino-laryngologic  work,  and  endoscopy  will  pre- 
sent to  him  difficulties  infinitely  greater.  Far  be  it  from  the  author  to 
deter  any  one  from  taking  up  bronchoscopy  and  esophagoscopy.  On  the 
contrary,  it  has  been  the  author's  endeavor  for  years  to  popularize  these 
procedures  with  the  profession  and  to  induce  every  one  who  is  willing 
to  devote  to  it  the  necessary  amount  of  practice,  to  take  it  up.  In  fact, 
it  is  because  the  author  once  said  that  bronchoscopy  and  esophagoscopy 
were  easy,  that  he  deems  it  at  this  late  day  necessary  to  issue  a  word 
of  caution  against  taking  up  the  work,  especially  in  foreign  body  cases, 
without  due  appreciation  of  the  difficulties  to  be  met  and  overcome  only 
by  continual  practice. 

The  foregoing,  however,  applies  only  to  foreign  body  work,  direct 
laryngeal  operating,  and  a  few  other  procedures  like  the  dilatation  of 
bronchial  and  esophageal  strictures,  exploration  of  the  subdiverticular 
esophagus,  and  the  like.  It  does  not  apply  to  the  exposure  of  the  larynx 
for  diagnosis  or  for  the  introduction  of  intratracheal  insufflation  tubes, 
which  procedures  anyone  can  easily  learn  without  special  forehead  mir- 
ror experience  or  special  qualifications.  The  author  believes  that  every 
laryngologist  of  the  future  will  be  considered  incompetent  if  he  cannot 
examine  the  larynx  of  any  child  by  direct  laryngoscopy,  and  that  the 
rhino-laryngologist  (who  of  necessity  is  trained  by  years  of  work  w-ith 
one  eye  through  narrow  openings)  is,  logically,  the  best  man  fitted  for 
bronchoscopy  and  esophagoscopy,  and  he  should  be  a  bronchoscopist  and 
an  esophagoscopist.  If.  however,  the  laryngologist  prefers  not  to  de- 
vote the  time  and  attention  needed  to  do  them  well,  he  may  refer  cases 
requiring  bronchoscopy  and  esophagoscopy  to  some  near  neighbor  who 
is  equipped ;  but  escape  direct  laryngoscopy  he  cannot,  if  he  desires  to 
be  called  a  laryngologist.*  It  is  the  author's  hope  and  belief  that  per- 
fection in  direct  laryngoscopy  will  lead  every  rhino-laryngologist  pos- 
sessed of  good  eyesight  to  be  also  a  broncho-esophagoscopist.  For 
foreign-body  work  a  large  instrumental  outfit  is  necessary-,  but  no  arma- 
mentarium, however  complete,  will  lessen  the  need  for  prolonged  co- 
ordinate education  of  the  eye  and  the  fingers.  To  some  extent,  this 
might  be  said  of  surgery  in  general ;  but  with  endoscopy  it  will  be  very 
different  if  none  of  the  previous  training  of  the  surgeon  has  been  in  the 
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♦Extracted  from   the   Author's   "Uapport"    at   the  International    Medical   Con- 
ereaa,   London.    1913. 
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line  of  working  with  one  eye  while  ignoring  the  image  of  the  other,  nor 
in  the  practice  of  depth  perception  with  one  eye  only.  Estimation  of 
distances  is  under  all  circumstances  largely  a  matter  of  personal  equa- 
tion, some  persons  being  remarkably  adept  naturally,  while  others  find 
it  exceedingly  difficult  to  make  even  an  approximate  estimate  of  so  ap- 
parent a  distance  as  the  width  of  a  street.  Such  difficulties  in  making 
estimates  are,  of  course,  enormously  increased  when  they  are  to  be 
made  with  one  eye  only  and  looking  through  a  tube.  Much  practice, 
however,  will  enable  anyone  to  estimate  with  sufficient  accuracy  the  va- 
rious depths  of  the  tissues  seen  in  the  endoscopic  image ;  and  those  with 
natural  aptitude  can  develop  this  depth  perception  to  an  extent  that 
seems  incredible.  Much  as  it  may  hurt  the  self-esteem  of  the  surgeon, 
after  his  years  of  experience  in  surgery,  if  he  wishes  to  do  bronchoscopy 
for  foreign  bodies,  he  must  begin  at  the  beginning  and  take  endless  hours 
of  practice  on  the  dog,  unless  he  be  so  heartless  as  to  do  his  first  tube 
work  on  human  beings.  Practice  on  human  beings  in  the  general  field 
of  surgery  is  very  different,  because  the  careful  man,  working  in  an  open 
wound  with  both  eyes  and  both  hands,  and  with  an  experienced  surgeon 
assisting,  will  do  no  harm.  The  very  worst  that  may  follow  is  simply  a 
prolongation  of  the  operation.  In  endoscopy,  prolongation  is  often  a 
very  serious  matter ;  and  the  errors  of  omission  and  those  of  commission 
may  be  fatal  both  by  default  in  not  removing  the  foreign  body ;  in  mak- 
ing it  impossible  for  anybody  else  to  remove  it;  or  In  producing  fatal 
trauma  or  respiratory  arrest.  Master  and  pupil  cannot  see  at  the  same 
time  in  endoscopy. 

For  the  acquirement  of  skill  five  modes  of  education  of  the  eye  and 
fingers  are  available. 

1.  Preliminary  practice  with  bronchoscope  and  forceps. 

2.  Practice  upon  the  cadaver. 

3.  Practice  upon  the  dog. 

4.  Sketching  the  endoscopic  image. 

5.  Practice  upon  human  beings. 

Preliminary  practice.  The  first  step  for  the  beginner  in  endoscopy 
should  be  the  mastery  of  the  mechanical  details  of  tubes  and  their  illumi- 
nation. He  should  learn  just  the  degree  of  illumination  the  lamps  will 
stand  without  burning  them  out  or  shortening  their  *'life."  Carbon  fila- 
ment lamps  will  stand  only  an  amperage  that  is  indicated  by  the  filament 
beginning  to  turn  white.  Tungsten  filament  lamps  illuminate  with  a  less 
amperage,  but  the  rheostat  may  be  run  up  until  the  filament  gets  quite 
white.  If  after  an  hour's  use  the  glass  of  the  lamp  shows  black  it  in- 
dicates that  the  lamp  has  been  overilluminated.  Some  instruction  by  an 
electrician  is  valuable.  These  suggestions  apply  to  all  forms  of  instru- 
ments.    With  the  Brunings  and  Kahler  instruments  the  adjustment  of 
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scope  should  be  introduced  and  the  fully  extended  head  gradually  raised 
until  the  vertex  is  higher  than  the  table.  The  laryngeal  exposure  ob- 
tained will  give  the  key  to  the  proper  position  for  peroral  endoscopy. 
Then  the  bronchoscopic  and  esophagoscopic  anatomy  should  be  studied. 
Particular  attention  should  be  given  to  appreciation  of  distances  especial- 
ly those  from  the  glottis  to  the  bifurcation;  from  the  bifurcation  to  the 
upper  lobe  bronchi  on  the  right  and  the  left  sides  respectively ;  and  from 
the  right  upper-lobe  bronchus  to  the  middle-lobe  bronchus.  The  angle  of 
branching  of  the  larger  bronchi  is  also  important,  though  these  angles  are 
apt  to  be  distorted  in  the  cadaver.  The  beginner  in  endoscopy  should  make 
himself  familiar  with  all  parts  of  the  tracheo-bronchial  tree  so  that  he 
knows  instinctively  how  to  reach  any  desired  location.  All  of  these 
things  can  be  learned  quicker  and  better  on  the  cadaver  than  on  the 
living  and  they  cannot  be  learned  at  all  from  books. 

Practice  upon  the  dog.  The  next  step  in  the  endoscopist's  training 
should  be  the  education  of  the  eye  to  the  prompt  comprehension  of  the 
endoscopic  pictures  by  practice  upon  the  dog.  This  will  be  of  little  use 
so  far  as  the  exposure  of  the  larynx  and  the  introduction  of  the  broncho- 
scope and  esophagoscope  in  the  human  being  are  concerned,  because 
the  dog  does  not  present  the  difficulties  arising  in  the  human  being  from 
the  right-angled  pharyngeal  turn  of  the  air  and  food  passages.  Never- 
theless, practice  on  the  dog  is  of  the  utmost  importance  in  training  the  eye 
and  the  fingers.  The  mentality  of  vision  must  be  educated  not  only  to 
comprehend  the  endoscopic  image  but  it  must  comprehend  the  ever  chang- 
ing image  promptly.  The  histologist  must  educate  his  eye  to  extreme 
niceties  of  morphologic  distinctions,  but  he  has  no  end  of  time  in  which 
to  study  each  field.  The  endoscopist  in  making  observations  in  the  air 
and  food  passages  must  observe  not  only  form  but  color ;  and  most  diffi- 
cult of  all,  his  object  is  never  still  a  moment,  never  twice  in  precisely  the 
same  position. 

It  takes  much  practice  to  be  sure  when  the  forceps  are  at  the  proper 
depth  to  grasp  the  foreign  body  or  particular  piece  of  tissue.  Dog  work 
is  better  than  cadaver  work  for  practice  in  this  direction,  because  the 
colors,  and  especially  the  constant  respiratory,  pulsatory,  bechic,  and, 
in  case  of  the  esophagus,  peristaltic  and  antiperistaltic  movements  present 
actual  working  conditions.  No  one  should  think  of  attempting  for 
the  first  time  to  remove  a  foreign  body  from  a  human  being  until  he  has 
at  least  100  times  removed  a  foreign  body  from  a  dog.  If  the  operator 
has  but  little  endoscopic  work  to  do,  he  should  practice  between  times  on 
the  dog  in  order  to  maintain  skill.  In  foreign  body  practice  on  the  dog, 
it  is  well  to  remember  that  this  animal  is  peculiarly  well  able  to  rid  him- 
self of  foreign  bodies.  He  can  get  open  safety-pins  and  sometimes  even 
fish-hooks  out  of  his  bronchi.    Many  letters  of  chagrin  have  come  to  the 
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author  relating  inability  to  find  foreign  bodies  introduced  a  day  or  two 
before.  If  for  any  experimental  purpose  it  is  desired  to  have  a  foreign 
body  remain  in  the  canine  lower  air  passages,  it  is  necessary  to  devise  a 
very  secure  anchorage.  A  small  dog  is  preferable.  Large  dogs  require 
longer  instruments  than  human  beings.  Scopolomine  0.00065  gm.  with 
morphine  0.0324  gm.  hypodermatically  is  a  convenient  anesthetic  for  a 
small  dog.  It  should  be  given  an  hour  in  advance  and  repeated,  if  neces- 
sary. 

Sketching  the  endoscopic  image.  One  of  the  best  ways  to  educate 
the  eye  to  grasp  quickly  the  fleeting  panoramic  endoscopic  views  is  to 
practice  sketching.  However  crude,  artistically,  the  eflFort  may  be,  the 
practice  of  quickly  observing  form  and  color  of  the  visible  field  will  be 
of  inestimable  value.  Practice  catching  the  darks  first  and  jot  them 
down  with  pencil  in  previously  scribed  circles.  After  the  habit  of  quick- 
ly noting  the  darks  is  formed,  the  noting  of  the  lights  as  to  their  form 
is  easily  acquired,  for  in  a  measure,  the  lights  take  care  of  themselves 
because  they  are  necessarily  blocked  out  by  the  darks.  The  noting  of 
the  color  comes  next.  The  color  of  the  darks  is  unimportant  for  train- 
ing of  the  eye,  though,  of  course,  very  necessary  for  accurate  illustra- 
tion. For  the  recognition  of  disease  it  is  necessary  to  observe  the  color 
of  the  well-illuminated  parts — the  lights.  If  the  sketching  method  of 
educating  the  eye  as  here  outlined  is  practiced,  it  is  remarkable  how  the 
eye  will  acquire  the  habit  of  quickly  recording  successive  pictures  of 
form  and  color.  As  the  field  of  view  is  small  the  form  and  position  of 
the  darks  and  the  color  of  the  lights  are  taken  in  over  different  parts  of 
the  whole  field  simultaneously.  If  desired,  pencil  and  sketch  cards  with 
scribed  circles  can  be  sterilized  in  alcohol  for  use  on  the  instrument  table, 
but  it  is  scarcely  justifiable  to  keep  a  patient  endoscoped  either  with  or 
without  an  anesthetic.  Moreover,  it  is  quite  unnecessary,  because,  if  the 
essential  amount  of  endoscopic  practice  on  the  dog  is  done,  the  sketch- 
ing can  be  there  practiced  until  not  only  will  the  education  of  the  eye 
he  perfected,  but  the  mental  habit  of  recording  impressions  will  be  ac- 
quired, so  that  a  series  of  a  half  dozen  or  more  pictures  can  be  sketched 
from  memory  immediately  after  the  endoscopy  is  finished.  Unless  one 
has  had  much  previous  training  in  water  or  oil  colors,  wax  crayon  pen- 
cils are  best,  as  they  do  not  require  a  fixative  like  pastels,  though  their 
tints  are  not  quite  so  accurate  or  so  easily  blended  or  overworked.  Faber 
makes  60  different  tints  under  the  name  of  "Castex  Polychrome"  pencils. 
Numbers  31,  34,  36,  37,  4f)  and  52  will  probably  be  found  most  useful. 
Blending  can  be  done  with  a  clean,  pointed  pencil-eraser.  So  far,  no 
photographic  method  of  recording  endoscopic  views  of  the  air  and  food 
passages  has  yielded  very  satisfactory  results,  not  only  because  of  the 
feebleness  and  reddish  tint  of  the  return  rays,  but  mainly  because  of  the 
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perpetual  movement  which  prevents  lengthy  exposure.  Until  some  diffi- 
cult problems  are  overcome,  pencil,  crayon  and  brush  are  the  only  means 
of  recording  appearances. 

Practice  upon  human  beings.  It  is  stated  above  that  dog  and  cada- 
ver practice  do  not  help  greatly  in  overcoming  the  difficulties  of  introduc- 
tion. Dog  and  cadaver  practice  do  help  to  some  extent,  because  the 
education  of  the  eye  promptly  to  appreciate  the  endoscopic  image  is 
fundamental ;  but  the  knack  of  displacement  for  laryngeal  exposure  and 
of  passing  the  cricopharyngeus,  esophagoscopically,  are  yet  to  be  learned 
and  for  these  purposes  only  the  human  being  will  serve.  Until  human 
direct  laryngoscopy  is  learned  no  attempt  should  be  made  to  do  bron- 
choscopy or  esophagoscopy.  Respiratory  arrest  during  the  progress  of 
esophagoscopy,  or  after  the  withdrawal  of  the  bronchoscope  in  bronchos- 
copy, demands  that  for  the  safety  of  the  patient  the  operator  shall  be 
able  promptly  to  expose  the  larynx  and  insert  the  bronchoscope  for 
oxygen  insufflation.  The  familiarity  with  the  location  of  the  pyriform 
sinuses  and  laryngopharynx  under  direct  view  is  quite  essential  to  esoph- 
agoscopy. To  anyone  who  is  skillful  at  exposing  the  larynx,  the  intro- 
duction of  the  bronchoscope  is  easy,  and  no  one  should  attempt  bron- 
choscopy until  he  has  acquired  sufficient  skill  to  expose  the  larynx  in 
almost  any  patient  in  15  seconds.  Seldom  should  it  require  more  than  8 
seconds.  One  ought  to  be  able  to  hold  the  larynx  in  view  long  enough 
for  half  a  dozen  men  to  take  a  look.  Fortunately  there  is,  in  all  out- 
patient clinics,  a  goodly  percentage  of  cases  that  justify  direct  laryngos- 
copy. Any  patient  with  laryngeal  paralysis  of  undetermined  etiology 
or  any  patient  with  infiltration  of  the  arytenoid  region  should  be  ex- 
amined for  disease  of  the  party  wall,  anteriorly,  and  also  down  in  the 
hypopharynx.  Certain  cases  of  laryngeal  tuberculosis  are  benefited  by 
the  direct  application  of  the  galvano-cautery.  Other  material  that  can 
be  conscientiously  used  will  readily  be  found,  because  direct  laryngos- 
copy in  any  case  not  dyspneic,  and  done  under  aseptic  precautions  is 
harmless.  Tracheotomized  cases  should  be  regularly  and  carefully  tra- 
cheoscoped  for  exuberant  granulations  which  may  occlude  the  tube  and 
cause  death.  Erosions,  necrosis  of  cartilage,  edematous  areas  et  cetera, 
due  to  ill-fitting  cannulae  are  remediable.  A  plan  for  cure  of  the  stenosis 
can  only  in  this  way  be  formulated.  Such  cases  should  be  examined  from 
above  and  below.  Having  mastered  hypopharyngoscopic  and  direct 
laryngeal  left-hand  exposure  in  the  human  being,  the  student  who  has 
followed  the  course  here  laid  out  need  have  no  hesitation  whatever  in 
attempting  bronchoscopy  or  esophagoscopy  in  any  case  where  these  pro- 
cedures are  not  contraindicated.  The  first  few  esophagoscopies  should 
be  emaciated  adults  with  few  teeth,  and,  if  justifiable,  should  be  general- 
ly anesthetized. 


CHAPTER    XII. 

Foreign  Bodies  in  the  Air  and  Food  Passages. 

List  of  foreign  bodies  found  in  air  and  food  passages.  It  seems  to 
the  author  a  sacrifice  of  space  to  list  all  of  the  foreign  bodies  so  far 
found  in  these  passages,  since  any  substance  not  too  large  and  not  soluble 
may  be  encountered  endoscopically ;  be  that  substance  from  the  animal, 
vegetable  or  mineral  kingdoms,  or  manufactured  therefrom  by  man. 
Rather  would  it  seem  profitable  to  classify  these  substances  by  the  me- 
chanical problems  of  their  extraction  and  this  will  be  done  in  future 
chapters.  It  may  be  well  here  to  classify  the  sources  of  foreign  bodies. 
The  following  classification  of  Voelcker,  quoted  by  Sir  St.  Clair  Thom- 
son, (Bib.  539)  is  comprehensive. 

1.  From  the  mouth — articles  of  food,  bones  of  meat  or  fish,  fruit 
stones,  peas,  beans,  shells,  seeds,  ears  of  com,  grasses,  pieces  of  wood 
or  coal,  coins,  buttons,  pencils,  marbles,  toys,  broken  pipe-stems,  pins, 
needles,  nails,  tooth-plates,  leeches. 

2.  From  the  stomach — vomited  food  or  blood,  or  the  migration  of 
lumbrici  or  threadworms. 

3.  From  the  lungs — hemoptysis,  hydatids. 

4.  From  the  outside — as  by  penetration  of  a  pin,  dart,  bullet,  or 
drainage-tube  from  the  neck. 

5.  From  surgical  measures — detached  portions  of  instruments, 
sprays,  brushes,  cotton- wool,  gauze,  sponges,  antrum  plugs,  intubation 
tubes,  broken-off  cannulae  of  tracheotomy  tubes,  amputated  tonsils,  ade- 
noids or  other  growths  and  hemorrhage. 

6.  Arising  in  situ — necrosed  cartilage,  ulcerating  sloughs,  mem- 
brane, effused  blood. 

7.  Penetration  -from  the  neighborhood — ulceration  or  extension  of 
malignant  disease  from  the  pleura,  thyroid  gland,  or  esophagus,  or  the 
penetration  of  a  tuberculous  gland  from  the  mediastinum. 

To  this  list  might  be  added  the  penetration  of  a  foreign  body  from 
the  esophagits  into  the  trachea,  of  which  the  author  has  seen  two  in- 
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Stances,  and  the  penetration  of  a  foreign  body  from  the  tracheo-bron- 
chial  tree  into  the  esophagus  of  which  the  author  has  seen  one  instance, 
that  of  a  sharp  fragment  of  bone  the  point  of  which  was  visible  in  the 
esophagus,  but  which  was  removed  by  bronchoscopy  from  the  left  bron- 
chus. 

Prophylaxis.  Many  of  the  foreign-body  accidents  are  entirely  pre- 
ventable. If  no  one  put  into  his  mouth  anything  but  food,  foreign- 
body  cases  would  be  rare.  In  the  author's  collection  only  about  three 
per  cent  are  proper  articles  of  food  and  these  mostly  insufficiently  mas- 
ticated or  cooked.  This  does  not  include  the  foods  removed  from  stric- 
tured  esophagus.  A  much  larger  percentage  are  substances  normally  in 
food  stuffs  but  not  removed  before  eating,  such  as  bones,  shells,  hulls 
and  seeds.  More  care  in  the  preparation  of  food  and  in  the  eating  of 
fruits  with  large  seeds  is  of  first  prophylactic  importance.  Care  in  the 
preparation  of  foods  can  easily  prevent  the  accidental  presence  of  pins, 
needles,  bits  of  china  and  glass,  enamelling  and  solder  from  utensil's  and 
the  like.  Tradesmen,  such  as  lathers,  carpetmen  and  upholsterers  who 
carry  tacks  and  nails  in  their  mouths  could  just  as  easily  have  learned 
in  the  beginning  some  less  dangerous  as  well  as  less  filthy  method,  and 
apprentices  should  be  so  taught.  Magazines  with  automatic  feeding 
mechanisms  could  easilv  be  devised  that  would  also  save  time,  which  latter 
feature  is  the  only  one  that  would  appeal  strongly  to  the  employer.  Chil- 
dren should  be  taught  from  infancy  not  to  put  anything  inedible  into  their 
mouths.  A  large  part  of  the  infantile  education  as  to  the  physical  na- 
ture of  the  portable  substances  in  reach  comes  from  testing  them  in  the 
mouth ;  but  this  natural  tendency  can  be  combated  as  can  also  the  in- 
fantile effort  to  assist  dentition  by  biting  on  various  substances.  How- 
ever, if  mothers  and  nurses  make  a  special  effort  it  is  remarkable  how 
readily  most  children  even  as  early  as  the  second  year  can  be  taught  by 
reproof.  Younger  children  must  be  watched.  The  frequency  with  which 
pins,  buttons  and  safety-pins  are  removed  by  endoscopists  points  to  care- 
lessness in  leaving  these  things  within  the  baby's  reach.  Teething  rings 
and  the  toys  of  children  should  all  be  too  large  to  get  beyond  the  mouth 
into  the  air  or  food  passages,  and  all  toys  should  be  regularly  inspected  for 
loose  parts  likely  to  become  detached.  Digital  efforts  at  removal  are 
frequently  responsible  for  dislodging  and  forcing  downward  foreign  bod- 
ies that  could  be  readily  removed  from  the  pharynx  with  forceps.  The 
index  finger  curling  forward  hook-like  in  an  effort  to  remove  an  object 
from  the  larj^ngo-pharynx  is  very  apt  to  force  the  object  into  the  larynx. 
Parents,  nurses,  dentists  and  physicians  should  bear  this  in  mind.  Nurses 
and  physicians  understand  fully  about  removing  artificial  dentures  from 
the  mouth  preparatory-  to  anesthesia;  but  they  are  not  so  often  alert  to 
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the  same  potential  dangers  in  case  of  unconsciousness  from  alcoholic 
intoxication,  delirium,  syncope,  shock,  collapse  and  sleep,  especially  the 
dozing  or  nap  of  the  daytime. 

Foreign  bodies  in  the  hysteric  and  the  insane.  We  must  always  be 
on  our  guard  against  the  cases  which  come  in  with  the  most  positive  as- 
surance by  the  patient  that  there  is  a  foreign-body  present.  These  cases 
are  of  two  classes.  Those  who  have  had  a  foreign  body  which  has  passed 
on  downward  and  left  some  traumatism,  the  sensations  of  which  lead  the 
patient  to  believe  that  the  foreign  body  is  still  present,  and  the  hysteric 
patient  who  believes  she,  or  he  has  a  foreign  body.  In  regard  to  the 
hysteric  class,  it  is  a  great  mistake  to  do  a  bronchoscopy  with  the  hope 
of  cure  by  suggestion.  Such  "cures"  are  ephemeral.  The  foreign-body 
illusion  will  recur  with  more  and  more  persistence  and  amplification  the 
more  often  it  is  removed  by  suggestion.  As  is  well  known,  two  of  the 
most  prominent  characteristics  of  hysteria  are  the  hunger  for  sympathy 
and  the  desire  to  mystify  and  astonish  the  physician  by  unusual  simula- 
tions of  disease.  The  border  lines  between  pure  hysteria  and  the  hys- 
teriform  symptoms  of  paranoia  on  the  one  hand,  and  between  the  hys- 
teriform  and  the  suicidal  symptoms  of  paranoia  on  the  other  hand,  are 
too  abstruse  for  the  author.  These  matters  concern  the  psychiatrist.  The 
question  that  must  be  determined  by  the  endoscopist  is  whether  or  not 
to  do  an  endoscopy  and  if  so  whether  it  shall  be  first  a  bronchoscopy  or 
an  esophagoscopy  in  case  indirect  mirror  examination  prove  negative. 
In  case  of  foreign  body  visible  radiographically,  or  one  that  has  pro- 
duced a  visible  lesion  such  as  abscess,  the  question  is  quickly  decided. 
In  all  other  cases  there  are  four  safe  rules  to  follow: 

1.  Consider  only  objective  symptoms. 

2.  Consider  only  testimony  of  persons  other  than  the  patient  as  tc 
history. 

3.  In  all  cases  of  doubt  make  a  thorough  endoscopic  search. 

4.  If  endoscopy  is  negative  do  not  worry  about  the  patient's  later 
assertion  that  she  coughed  up  the  foreign  body  that  you  failed  to  find. 
It  is  parallel  with  the  hysteric  cripples  that  throw  away  their  crutches 
after  a  faith  cure. 

Remarkable  cases  of  multiple  foreign  bodies  in  the  stomach  of  the 
insane  arc  not  uncommon.  A  certain  proportion  of  these  are  almost 
certain  to  be  metallic,  or  of  lead,  glass  or  porcelain  and  dense  to  the  ray. 
Some  such  bodies  may  be  removed  with  the  10  mm.  x  53  cm.  esophago- 
gastroscope.  As  a  rule,  however,  the  objects  that  appeal  to  the  insane 
are  of  a  kind  that  appears  most  appalling  to  them  such  as  open  pocket- 
knives,  sharp  glass  and  the  like.  These  are  best  removed  by  the  abdom- 
inal surgeon  by  external  operation.    Should  any  object,  of  whatever  kind, 
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lodge  in  the  esopliagus,  larynx  or  trachea,  however,  it  should  be  removed 
endoscopic  ally,  and  it  should  not  be  pushed  down  into  the  stomach  as 
fatal  trauma  is  very  likely  to  result.  In  most  instances  it  will  be  in  the 
esophagus  that  the  endoscopist  will  be  required  for  foreign  body  work  in 
the  hysteric  and  the  insane.  The  author  has.  however,  had  one  case  of 
voluntary  aspiration  of  a  foreign  body  into  the  bronchi,  following  a 
probably  accidental  similar  aspiration. 


Fic.  154.  Radiograph  by  Dr.  Lewis  G.  Cole,  showing  two  tacks  in  a  posterior 
branch  of  the  right  inferior  lobe  bronchus.  Tacks  removed  liy  bronchoscopy 
through  the  mouth. 


A  case  of  voluntary  aspiration  of  a  foreign  body  into  the  bronchi, 
removal  by  bronchoscopy.  At  the  Eye  and  Ear  Hospital,  of  Pittsburgh, 
the  author  removed  by  bronchoscopy,  two  tacks  from  a  posterior  branch 
of  the  right  inferior  lobe  bronchus  of  a  woman  aged  forty-one  years,  re- 
ferred by  Dr.  L.  G.  Cole,  of  New  York  City,  who  made  the  excellent 
radiograph  (Fig.  154).     The  anesthetic  was  ether,  given  by  Dr.  Homer 
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McCready.  The  bronchi  were  so  full  of  pus  that  the  patient  nearly 
drowned  in  her  own  secretions.  After  the  bronchoscopic  removal  of  the 
pus  the  tacks  (Fig.  155)  were  removed  without  difficulty,  the  first  tack 
requiring  one  and  one-half  minutes  and  the  second  one  two  minutes,  as 
timed  by  Miss  Crock.  At  the  operation  the  author  had  the  kind  assist- 
ance of  Drs.  John  \V.  Boyce,  Homer  McCready,  Jesse  Meyer  (St. 
Louis),  Richard  Lewisohn  (New  York).  Four  months  after  the  re- 
moval of  the  tacks,  as  reported  in  the  foregoing,  the  patient  came  to  Dr. 
Cole's  office  at  the  suggestion  of  Dr.  Geo.  W.  Bogart,  stating  that  she 
had  the  same  old  symptoms,  and  she  thought  there  must  be  more  tacks 
there.  She  further  said  that  the  tacks  Dr.  Jackson  took  out  were  cor- 
roded, yet  the  last  one  just  coughed  up  was  bright  and  new.  A  radio- 
graph showed  one  tack  on  each  side  of  the  thorax.  Fig.  15G,  not  so  near 
the  periphery  as  the  previous  tacks.  The  (juestion  then  arose  how  could 
the  patient  get  the  tacks  into  the  bronchi  voluntarily,  as  it  was  clear  that 
she  was  a  hysteric,  if  not  demented.    Dr.  John  W.  Boyce,  in  consultation 


Fig.   155.     Tacks  removed  by  bronchoscopy   from  posterior  branch  of   right 
inferior  lobe  bronchus  of  a  woman  aped  41  years,  referred  by  Dr.  Lewis  G.  Cole. 

on  this  point,  said  that  by  throwing  a  number  of  tacks  into  the  pharynx 
and  taking  a  deep  inspiration,  she  might  get  one  or  two  down,  but  in  so 
doing  she  would  -swallow  many  more  than  she  could  aspirate,  so  that,  if 
not  too  late,  a  radiograph  would  show  tacks  in  the  alimentary  canal  in 
progress  of  passing  through.  An  excellent  radiograph  by  Dr.  Cole  showed 
four  tacks  in  the  abdomen  (Fig.  l.")7).  The  author  removed  the  tacks 
(Fig.  158)  from  the  bronchi  in  the  French  Hospital  of  New  York  City 
with  the  kind  assistance  of  Drs.  Robert  C.  Myles,  J.  H.  Abraham.  John 
McCoy,  T.  Taylor  and  (leo.  W.  Bogart,  the  head  being  held  in  the  Boyce 
position  by  Dr.  D.  T.  Sable  and  the  anesthetic  (chloroform)  being  skill- 
fully administered  by  Dr.  T.  Drysdale  Buchanan.  There  was  a  most  in- 
tense inflammation  of  all  the  bronchial  mucosa  and  large  quantities  of  pus 
were  removed.  The  tack  in  a  posterior  branch  of  the  right  middle  lobe 
bronchus  was  readily  removed,  recjuiring  about  two  minutes,  but  the 
second  tack  in  the  posterior  branch  of  the  left  inferior  lobe  bronchus 
was  exceedingly  difficult  safely  to  remove.     It  was  imbedded  in  bleeding 
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grapli  should  be  made  after  removal  of  the  foreign  body  as  a  matter  of 
record. 

Procedure  in  a  case  of  suspected  foreign  body.  When  a  patient 
comes  complaining  of  a  foreign  body  in  the  air  or  food  passages  the 
questions  that  must  be  determined  are : 

1.     Is  there  a  foreign  body  present? 


Fiu,   157,     Radiosrapli  liy   _  . 
pronrcs.s  of  passinR  Ihrougli.     T;ick 
aspirate  t1icm. 


ilie  patient  in  attempt  to 


3.  Where  is  it  located  ? 

o.     Is  a  peroral  endoscopic  jirocedurc  indicated? 

4.  Are  lliere  any  contraindications  to  endoscopy? 

5.  Shall  the  first  endoscopic  procedure  he  laryngoscopic,  broiicho- 
scopic  or  esojihagoscopic? 

The  questions  listed  aViove  are  so  interlaced  that  they  must  be  here 
considered  more  or  less  collectively  lo  avoid  repetition;  hut  to  determine 
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these  questions  quickly  and,  so  far  as  possible,  accurately  requires  orderly 
investigative  procedures  as  applied  to  the  individual  case.  The  various 
steps  as  pursued  in  the  author's  clinic  are  detailed  below,  in  the  order 
given.  Of  course,  if  the  foreign  body  is  located  in  the  earlier  steps  the 
investigation  may  terminate  at  any  stage. 

1.  History. 

2.  Indirect  examination  of  the  larynx ;  then  the  naso-pharynx,  then 
the  tonsils  or  their  neighborhood. 

3.  Radiography. 

4.  Physical  examination  locally  in  the  neck  and  thoracically  as  well 
as  generally  by  an  internist. 

0.     Endoscopy. 

History  of  the  patietit  and  deductions  therefrom.  Carefully  taken 
histories  are  valuable  statistically  and  for  determining  the  question  of 
the  presence  and  the  localization  of  a  foreign  body.  To  be  of  value 
statisticallv  it  is  necessar\'  that  a  blank  should  be  filled  out  in  order  that 
a  record  of  certain  details  shall  not  be  lacking  in  any  of  the  histories. 


Fig.  158.     Tacks  voluntarily  aspirated.     Removed  by  bronchoscopy  through  the 
mouth.     Covered  with  dried  blood  and  secretions. 


The  author  has  used  a  blank  of  which  Fig.  159  is  a  reduced  illustration. 
Almost  all  cases  come  in  with  a  history  of  having  ''swallowed"  the  for- 
eign body,  and  we  must  be  on  our  guard  not  to  accept  this  as  meaning 
that  the  foreign  body  is  probably  in  the  esophagus.  As  many  of  the 
cases  involve  the  question  of  a  foreign  body  not  opaque  to  the  ray,  we 
must  depend  upon  other  things  for  localization.  First  in  importance,  is 
to  lind  out  the  sym])toms  at  the  time  the  foreign-body  accident  occurred, 
and  particularly  as  to  whether  or  not  there  was  cough  or  dyspnea  at  the 
time,  followed  with  blood  stained  expectoration,  because  very  often  after 
a  short  period,  the  tolerance  of  the  air  passages  manifests  itself  in  a  total 
absence  of  symptoms.  It  is  very  rare,  however,  that  there  is  no  cough- 
ing at  the  time  the  foreign  body  entered;  so  that  a  total  absence  of 
coughing,  provided  some  one  is  at  hand  whose  observation  is  reliable, 
strongly  negatives  the  possibility  of  the  foreign  body  having  entered  the 
trachea  or  lar}nx.  This,  of  course,  does  not  apply  to  patients  under  an- 
esthesia, to  the  intoxicated,  nor  to  anv  case  in  which  a  calm,  reliable  ob- 
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CASE 
Name 
Address 

R9fSL 

Referred  b^ 
Kutory  Ukoa  hy 

pia^mn 

HcMpital 

Admitted 

DisehAT^ 

On  admisnoD  ^ 
General  health 


.K^Vyi^. 


A|e Date 

.8« .8.M..W, 

.QffPVP^tUQ 


Prirate  caae  or  ward  case. 


Natura  of  fordgn  body, 

H9W  long  WM  the.foreign  body.in  air  paasace.or .wplia&K 

Immediate  aympjtpmsjgroduecd  by  foreign  body 

Symptoms  followini^  entrance  of  the  /prei^  bod/ 

Attempts  made  to  remove  it  before  direct  examination 

Pulmonary  sy mptonu 

Esophageal  symptoms 

Other  symptoms 

Result  of  X  Ray  examination 

Kind  of  method  employe;d  for  direct  examination 

^ i.*'...?fS<5*l' 

Anesthesia    b.    General. 

V  c.     No  AnesthcMS. 
Operative  difficulties 
1  nstru mcnts  cinploy cd 


Resulting  instrumental  lesion 

Poet-operative  pulmonary  and  esophageal  condition 

Operation  of  particular  interest 

Duration  of  convalescence 

Treatment 

Result  obtained 

Autopsy 

Biblio^aphy 

Surgeon-in-chief 

Aiieathetist 

^■astante 


Fig.  159.  History  sheet  for  foreign  body  cases.  After  the  foreign  body  has 
been  removed,  its  location  is  entered  on  the  top  line  thus:  "Case.  Pin  removed 
bronchoscopically   from  dorsal  branch  of  right  inferior  lobe  bronchus." 
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server  was  not  present.  The  period  of  quiescence  during  which  there 
are  no  symptoms,  may  last  from  a  few  wrecks  to  a  few  months  before  the 
symptoms  of  chronic  inflammatory  conditions  and  irritations  become 
manifest.  The  reverse  of  this  is  not,  however,  so  generally  applicable; 
because  after  some  preliminary  irritation  in  the  region  of  the  larynx  ex- 
citing cough,  the  patient  may  have  swallowed  the  foreign  body,  and  it 
may  have  lodged  in  the  esophagus.  Then  again,  there  may  be  severe 
dyspnea  at  the  time  either  from  the  foreign  body  obstructing  the  larynx 
or  from  pressure  on  the  esophagus  below  the  cricoid  where  the  part)'- 
wall  is  membranous.  In  one  of  the  author's  cases,  a  surgeon  had  done  a 
tracheotomy  for  the  removal  of  a  foreign  body  supposed  to  be  in  the 
trachea  because  of  great  dyspnea.  Xot  finding  the  foreign  body  in  the 
trachea,  the  surgeon  asked  the  author  to  pass  a  bronchoscope.  On 
bronchoscopy,  through  the  mouth,  the  author  found  nothing  in  the  trachea 
or  bronchi.  Ksophagoscopy,  however,  enabled  us  to  find  and  remove  the 
foreign  body  (a  coin  above  which  meat  and  other  food  had  become  im- 
pacted) in  the  upper  third  of  the  esophagus.  The  tracheotomy  was  per- 
fectly justifiable  and  lifesaving  because  it  was  done  for  dyspnea,  which 
was  relieved  completely ;  but  it  points  a  valuable  lesson  in  regard  to  the 
dyspnea  produced  by  esophageally  lodged  foreign  bodies.  Intermittent 
dyspnea  or  intermittent  cyanosis  after  a  history  of  choking  on  a  foreign 
body  is  practically  diagnostic  of  a  foreign  body  in  the  air  passages.  It 
is  most  apt  to  occur  in  flat  foreign  bodies,  which  allow  free  passage  of 
air  when  their  greatest  plane  corresponds  to  the  long  axis  of  the  air 
passages,  but  which  are  more  or  less  obstructive  when  they  turn  side- 
wise.  This  may  occur  when  the  foreign  body  simply  rotates  in  a  semi- 
fixed position.  When  the  foreign  body  is  free  to  move  and  is  being 
coughed  up  against  the  under  surface  of  the  glottis,  there  is,  in  some 
cases,  a  verj^  decided  sudden  stoppage  of  the  glottic  space  by  the  bulk  of 
the  foreign  body,  probably  plus  more  or  less  spasm  which  makes  a  very 
characteristic  sound  that  can  be  heard  some  distance  from  the  patient. 
The  intermittent  dyspnea,  in  such  a  case,  may  occur  not  from  a  rocking 
valve-like  action,  but  simply  the  intermittent  occlusion  of  the  subglottic 
trachea.  A  remarkable  diflference  between  foreign  bodies  in  the  trachea 
and  bronchi  as  compared  with  a  similar  condition  in  the  esophagus  is 
that  foreign  bodies  which  are  too  small  to  cause  dyspnea  usually  cause 
the  patient  no  inconvenience.  Even  cough  may  be  practically  absent,  so 
that  the  patient  is  almost  free  from  symptoms.  In  the  esophagus,  on  the 
contrary,  the  patient  usually  feels  the  foreign  body  every  time  he  at- 
tempts to  swallow,  and  there  is  usually  a  constant  sensation  of  distress 
and  annoyance.  Foreign  bodies  which  have  entered  the  air  passages  usual- 
ly cause  coughing  and  a  sense  of  suflFocation  at  the  moment  that  the  for- 
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eign  body  enters  the  trachea;  but  thereafter,  there  is  no  sensation  of 
suffocation  unless  the  foreign  body  is  very  large,  and  there  is  usually  no 
other  sensation.  When  an  intruder  enters  the  esophagus,  on  the  other 
hand,  there  is  usually  a  sensation  of  something  lodged  in  the  throat  and 
the  patient  is  impelled  to  make  repeated  swallowing  efforts  in  the  at- 
tempt to  dislodge  it.  Food  may  be  regurgitated  for  a  time  and  then 
swallowing  may  seem  normal,  leading  to  the  error  of  supposing  the  in- 
truder has  gone  down.  This  may  be  due  to  the  relaxation  of  the  spasm 
at  first  excited  by  the  presence  of  the  intruder,  or  it  may  be  due  to  the 
foreign  body  having  turned  to  a  less  obstructive  position.  Ingals  re- 
ports a  case  in  which  small  particles  of  corroded  iron  were  coughed  up 
from  a  nail  which  had  been  in  the  trachea  for  a  number  of  years.  While 
such  evidence  is  valuable  when  present  it  must  not  be  taken  negatively. 
As  pointed  out  by  Iglauer  (Bib.  223),  the  mere  size  of  a  foreign  body 
does  not  preclude  its  presence  in  the  trachea.  Determination  of  the 
position  of  an  esophageally  lodged  foreign  body  by  the  sensation  of  the 
patient  is  exceedingly  misleading.  The  sensations  that  the  patient  feels 
may  be  those  of  the  spasm  excited  in  a  relatively  remote  position  in  the 
esophagus,  or  the  pains  of  other  sensations  may  be  reflected,  but  per- 
haps the  most  important  factor  is  that  the  sensations  of  the  esophagus 
are  of  a  very  ill-developed  kind.  Foreign  bodies  that  have  lodged  in 
the  larynx  usually  cause  hoarseness  in  a  very  short  time,  and  the  cough 
is  apt  to  be  of  a  croupy  character.  If,  however,  the  foreign  body  is  of 
such  a  nature  as  to  prop  the  cords  apart  there  may  be  complete  aphonia, 
and  this  is  almost  diagnostic  of  a  laryngeally  lodged  foreign  body.  Se- 
vere dys])nea  also  usually  points  to  glottic  or  subglottic  lodgment.  For- 
eign bodies  in  the  larynx  arc  usually  somewhat  painful  as  compared  to 
those  that  lodge  in  the  trachea  and  bronchi,  which  are  painless.  There 
is  often  a  peculiar  character  to  the  cough  when  the  foreign  body  pre- 
vents glottic  closure  by  working  between  the  cords.  As  is  well  known, 
the  cords  approximate  and  the  cough  comes  with  an  explosive  eft'ort. 
This  mechanism  is  interfered  with  by  the  propping  apart  of  the  cords 
and  hence  the  cough  has  rather  the  sound  of  an  intubated  patient,  though 
only  to  a  slight  degree.  In  children  there  is  the  usual  tracheal  cough  ow- 
ing to  the  collai)se  of  the  tracheal  walls  during  the  expulsive  efforts.  A 
very  hoarse,  croupy  cry  usually  means  reactionary  inflammation,  and  to 
the  trained  ear  there  is  a  peculiar  note  produced  in  most  cases  by  which 
Dr.  Ellen  J.  Patterson  and  the  author  have  been  able  to  diagnosticate  the 
presence  of  foreign  bodies  in  a  few  instances.  The  note  may  be  likened 
to  a  croupy  cry  with  a  metallic  hiss  added,  though  this  description  is  in- 
ade(|uate  to  anyone  who  has  not  heard  it.  We  do  not  know  what  pro- 
duces the  alteration  of  the  ordinary  croupy  sound,  unless  it  is  the  rush  of 
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air  past  the  foreign  body.  In  one  such  case,  referred  to  us  by  Dr.  C.  C. 
Sandels,  the  sound  amounted  almost  to  a  whistle,  and  was  evidently  due 
to  the  rush  of  air  past  the  thin  edge  of  the  hollow  brass  cap  at  the 
"keeper-end"  of  a  safety-pin.  No  radiograph  had  been  taken  and  the 
diagnosis  of  foreign  body  in  the  larynx  was  made  by  us  solely  on  the 
modification  of  the  croupy  cry.  There  was  no  history  of  foreign  body 
and  the  family  and  their  physician  were  astonished  to  see  the  pin. 
Every  case  with  a  foreign-body  history  should  be  followed  up  closely 
until  the  foreign  body  is  located  either  in  the  body,  in  the  stools,  or  un- 
til it  is  coughed  up  as  the  case  may  be.  Under  no  circumstances  should 
it  be  forgotten  or  ignored  as  harmless  in  the  absence  of  symptoms. 

Indirect  examination.  When  a  patient  comes  in  complaining  of  hav- 
ing swallowed  a  pin  and  states  he  or  she  can  feel  it  "here,"  pointing  to  a 
location  in  the  neck  or  chest,  the  patient  should  be  placed  at  once  in  the 
recumbent  position  and  a  mirror  examination  should  be  made  in  this 
position.  The  patient  should,  if  possible,  never  be  allowed  to  raise  the 
head  until  after  the  mirror  and  Roentgen-ray  examinations.  When  there 
is  reason  to  suspect  that  a  foreign  body  has  entered  the  air  passages,  the 
patient  should  be  kept  recumbent  and,  preferably,  face  downward.  Un- 
der no  circumstances  should  the  patient  be  allowed  to  sit  up  or  to  lie  on 
either  side.  The  reason  for  these  precautions  is  to  prevent  gravitation. 
If  the  patient  is  allowed  to  sit  erect,  the  foreign  body,  especially  if  of 
small  size,  will  fall  down  into  the  deepest  possible  bronchus.  If  the  pa- 
tient is  allowed  to  lie  on  the  back,  the  foreign  body  will  invade  one  of 
the  posterior  branches  which  are  exceedingly  difficult  to  reach.  The  ob- 
jection to  lying  on  the  side  is  that  this  would  favor  the  foreign  body  en- 
tering the  upper  lobe  bronchus,  and  especially  would  this  be  the  case  if 
the  foreign  body  should  already  be  in  one  side  and  be  dislodged  and  tak- 
en over  into  the  other  side.  Under  such  circumstances,  the  upper  lobe 
bronchus  would  be  almost  surely  invaded  if  the  patient  were  at  the  time 
lying  upon  the  previously  uninvaded  side.  It  is  probable  that  lying  upon 
the  face  may  cause  the  foreign  body  to  enter  the  middle  lobe  bronchus, 
i)ut  in  the  two  cases  of  foreign  bodies  in  the  middle  lobe  bronchus  in  the 
author's  experience  the  extractions  seemed  easier  than  in  other  cases  in 
which  the  posterior  branches  of  the  inferior  lobe  bronchus  had  been  in- 
vaded. Further  evidence  afforded  by  additional  cases  may  demonstrate 
that  middle  lobe  bronchus  cases  are  not  easier.  In  this  event  dorsal  re- 
cumbency would  be  better,  but  there  can  be  no  question  that  recumbency 
is  advisable  because  of  the  well  proven  tendency  of  foreign  bodies  to 
work  downward.  Because  of  the  branching  angle  of  the  middle  lobe 
bronchi  and  of  the  inferior  lobe  bronchi,  respectively,  in  relation  to  the 
long  axis  of  the  body,  ventral  recumbency  does  not  make  as  steep  a  de- 
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clivity  into  the  middle  lobe  bronchus  and  its  branches  as  does  dorsal  re- 
cumbency into  the  dorsal  branches  of  the  inferior  lobe  bronchus.  The 
fact  of  there  being  but  one  middle  lobe,  bronchus  also  diminishes  the 
chances  of  invasion  even  though  right  sided  invasion  is  more  frequent 
than  left  as  will  be  referred  to  later.  Next  in  importance  is  to  quiet  the 
fears  of  the  patient,  and  above  all  not  to  urge  the  patient  to  cough  in  the 
vain  hope  of  coughing  the  foreign  body  out.  Not  only  are  the  chances 
of  success  small,  but  the  chances  of  a  sharp  foreign  body,  such  as  a  pin, 
burying  its  point  are  great.  In  the  event  of  the  point  becoming  buried, 
there  is  ver}-  apt  to  be  a  very  ratchet-like  action  by  which  the  pin  is 
forced  deeper  and  deeper,  the  point  preventing  upward  movement.  In 
case  of  foreign  bodies  more  or  less  cubical  or  globular  in  shape  there  is 
risk  that,  in  coughing,  the  foreign  body  may  be  jammed  in  the  subglottic 
space  and  thus  asphyxia  be  threatened.  The  rule  in  regard  to  keeping 
the  patient  recumbent  does  not  apply  to  foreign  bodies  definitely  located 
in  the  esophagus,  because  gravity  plays  little  or  no  part  in  the  downward 
movement  of  anything  in  the  esophagus  under  normal  conditions.  When 
an  esophagoscope  is  introduced  conditions  are  altered.  Having  exam- 
ined the  larynx  first,  to  make  sure  that  there  is  no  foreign  body  on  the 
brink  ready  to  fall  into  the  air  passages  below  should  the  patient  gag,  the 
tonsils  and  nasopharynx  and  neighboring  regions  should  be  carefully  ex- 
amined. In  all  of  this  inspection  preliminary  to  endoscopy,  abrasions  of 
possible  foreign  body  origin  should  be  looked  for;  and  the  possibility  of 
certain  kinds  of  foreign  bodies,  as  needles,  headless  pins  and  the  like, 
having  entered  and  disappeared  into  the  tissues  should  be  borne  in  mind. 
In  such  cases  discovery  of  the  wound  of  entrance  is  of  the  utmost  im- 
l)ortance  as  facilitating  removal  by  pursuit  or  by  enlargement  of  the 
wound,  which  are  justifiable  in  these  higher  regions  in  certain  cases  as 
hereinafter  explained. 

Localization  of  csophaqeally  lodged  foreujn  bodies  zvith  the  bougie. 
Nothing  can  be  a  more  useless  waste  of  time  than  the  blind  passage  of 
a  bougie  in  an  esophageal  case,  whether  disease  or  foreign  body  is  sus- 
pected. It  usually  takes  less  time  to  pass  an  esophagoscope  and  remove 
the  foreign  body  or  a  specimen  of  neoplasm,  or  to  make  an  accurate 
diagnosis  of  disease  than  it  does  to  pass  the  bougie ;  after  the  passage 
of  which  one  usually  has  accomplished  nothing.  The  last  defense  of  the 
blind  bougie  for  diagnosis  is  based  upon  obsolete  conditions.  It  is 
claimed  that  thus  can  be  determined  the  length  of  esophagoscopic  tube 
required.  But  there  is  no  need  of  more  than  one  tube  for  adults  and 
one  for  children.  It  is  also  stated  that  high  disease  of  the  esophagus 
may  be  overridden  or  perforated  by  the  mandrin  of  the  esophagoscope 
unless  the  location  is  ])reviously  determined  by  blind  bouginage.     But 


FOREIGN  BODIES  IN  AIR  AND  EOOD  PASSAGES.  219 

there  is  no  need  of  a  mandrin  in  introducing  the  esophagoscope.  The 
esophagoscope  passed  by  sight  is  safer  than  the  bougie.  The  latter  is  a 
reUc  of  pre-esophagoscopic  days. 

RADIOGRAPHIC  LOCALIZATION  OF  FOREIGN  BODIES. 

The  author  is  quite  unfamiliar  with  the  technicalities  of  Roent- 
genology, and  the  suggestions  herein  given  have  been  gleaned  from  ex- 
perience in  a  large  number  of  cases  of  foreign  bodies  (as  well  as  of  dis- 
ease) the  successful  outcome  of  which  has  been  due  to  marvelous  work, 
radiographic  and  interpretative,  of  such  eminent  Roentgenologists  as 
Cole,  George  C.  Johnston,  Boggs,  Hickey,  Grier,  Foster,  Gray,  Bowen. 
Lang,  Menges,  Leonard,  Cassabian,  Pfahler,  Eyman,  Pancoast,  Holding 
and  others.  The  suggestions  here  given  are  intended  for  surgeons  who 
cannot  avail  themselves  of  the  work  of  radiographic  experts.  After  hav- 
ing radiographically  located  a  foreign  body  we  must  always  remember 
the  possibility  of  the  foreign  body  having  changed  its  position  between 
the  time  the  ray  was  taken  and  the  bronchoscopy  is  done.  The  foreign 
body  may  have  shifted  to  another  bronchus,  or  it  may  be  even  in  a 
bronchus  of  the  opposite  side. 

Excellent  progress  has  been  made  in  the  radiographic  localization 
of  foreign  bodies.  This  is  especially  true  in  regard  to  the  technical  im- 
provements which  have  rendered  possible  the  practically  instantaneous 
radiography,  as  it  has  quite  recently  been  recognized  (Tilley,  Dundas 
Grant  and  others)  that  an  instantaneous  radiograph  will  often  show  for- 
eign bodies  not  visible  with  longer  exposures.  Moreover,  there  is  less 
chance  for  voluntary  and  involuntary  movements  of  the  patient. 
which  are  transmitted  to  the  foreign  body,  to  blur  the  outline  of  the 
intruder.  Especially  is  this  the  case  with  very  young  children  who  can- 
not be  expected  to  hold  their  breath  at  command.  Dr.  George  C.  John- 
ston has  a  number  of  times  gotten  a  plate  with  beautiful  definition  free 
from  respiratory  movement  in  an  extremely  dyspneic  child  with  heaving 
chest  by  snapping  a  number  of  momentary  exposures  at  the  respiratory 
rest  periods  after  inspiration  and  before  expiration.  A  deep  inspiration 
held  during  the  exposure  creates  an  artificial  emphysema  which  causes 
the  foreign  body  to  show,  because  it  lessens  the  density  of  the  thorax; 
though  it  must  be  borne  in  mind  that  the  more  horizontal  position  of  the 
ribs  and  the  displacement  of  the  viscera,  including  the  foreign  body  must 
be  allowed  for  in  the  localization.  The  steady  progress  made  by  the 
radiographer  in  lateral  radiography  of  the  thorax  has  not  only  been 
of  great  aid  in  the  general  localization  from  bony  and  visceral  landmarks, 
but  also  in  conjunction  with  the  caliper-guide  suggested  by  Dr.  Boyce 
and  perfected  by  the  author. 
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The  author  purposely  omits  a  tabular  record  of  the  foreign  bodies 
that  might  be  expectet]  to  siiow  and  those  that  probably  will  not  show. 
His  reason  for  the  omission  are: 

1.  The  casting  of  a  radiographic  shadow  depends  not  alone  upon 
the  density  of  the  foreign  body  but  upon  its  thickness  in  the  diameter 
parallel  to  the  rays.     .An  example  of  this  is  seen  in  Fig.  160  and  161. 

2.  A  body  of  little  density  or  diameter  may  happen  to  be  so  lo- 
cated that  its  shadow  may  not  be  overlaid  by  normal  shadows  so  that  it 


Fic,  ibo.    Radiograph  sliowing  botie  in  the  esophagus.     Note  the  s 
esopliageal  walls  and  the  clear  outline  uf   the  air  passapes.     (Author'i 
Fig.  .i[,i.    Plate  made  by  Dr,  George  C.  Johnston.) 

may  show.  The  author  has  seen  a  targe  number  of  examples  of  this 
kind  which  are  not  here  reprodticed  because  the  shadows  while  plainly 
shown  on  the  negatives  lose  too  much  in  reproduction  to  show. 

;{.     Lesions  secondary  to  the  foreign  body  may  be  revealed  by  the 
radiograph  and  (hus  enable  localization  as  in  the  case  cited  under  "Pul- 
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monarj'  Abscess,"  and  under  "Localization  Films."  In  another  case  of 
the  author  a  peanut  kernel  completely  occluded  the  left  upper  lobe  bron- 
chus producing  a  shadow  over  the  entire  left  upper  lobe,  though,  of 
course,  the  peanut  itself  did  net  show.  The  peanut  kernel  was  bron- 
choscopically  removed  from  just  within  the  orifice  of  the  upper  lobe 
bronchus,  liberating  a  large  quantity  of  purulent  secretion. 

4.     The  foreign  body  may  not  be  the  same  as  that  of  which  a  his- 
tory is  given.     The  most  common  example  of  this  is  the  pin  or  other 


Fig.  i6i.  RadioKrapli  of  san 
the  level  of  the  dart,  tloes  not 
mainly  because  in  ihc  lateral  vie' 
ample  of  the  misleading  negative 
an  antero-posterior  radiography. 


e  patient.  The  piece  of  hone,  thonKh  present  at 
show,  partly  because  it  overlies  the  spine  but 

.-  the  ilal  foreign  body  is  seen  on  edge.  An  ex- 
radiograph,  and  an  indication  for  lateral  as  well 


dense  object  which  has  gotten  into  food  and  which,  from  the  sensations 
and  from  its  presence  in  soups,  etc.,  the  patient  refers  to  as  a  "bone." 

For  the  foregoing  reasons  the  author,  except  in  cases  of  great  ur- 
gency, has  a  radiograph  taken  of  every  case.  L'nless  the  radiographic 
tube  happens  to  be  placed  exactly  on  a  line  that  passes  through  the  for- 
eign body  and  that  is  exactly  vertical  to  the  plate,  there  will  be  a  mis- 
leading distortion  as  to  the  position  of  the  foreign  body  relatively  to 
anatomic  shadows;  because  the  rays  passing  the  foreign  body  at  a  cer- 
tain angle  will  continue  to  travel  at  that  angle  until  they  reach  the  plate. 
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Therefore,  the  distortion  will  be  in  direct  ratio  to  the  distance  of  the 
foreign  body  from  the  plate,  and  also  in  direct  ratio  to  the  distance  of 
the  foreign  body  from  any  landmark,  anatomic  or  artificial.  While  de- 
ceptive, if  misunderstood,  or  if  the  position  of  the  tube  is  unknown,  this 
distortion  has  been  turned  to  good  account  by  enabling  eminent  Roent- 
genologists (Johnston,  Cole.  r>oggs,  Grier,  Pfahler,  Boetjer  and  others) 
to  work  out  plans  of  localization  by  triangulation  and  otherwise,  by  means 
of  which  the  precise  depth  from  any  surface  landmark  desired  can  be 
determined  to  a  nicety.  In  one  case,  in  w^hich  a  foreign  body  was  buried 
in  the  inflammatory  new-tissue  produced  during  a  ten  years'  sojourn, 
the  author's  successful  extraction  of  the  foreign  body  was  due  to  Dr. 
L.  G.  Cole's  accurate  localization.  In  a  similar  case  Dr.  Menges  en- 
abled the  author  to  find  a  foreign  body  of  seven  years'  sojourn.  In  quite 
a  number  of  instances  Drs.  Johnston,  Grier,  Boggs  and  others  have 
similarly  rendered  removals  possible.  The  limitations  of  this  method  of 
localizations  are  reached  when  we  encounter  foreign  substances  not 
opaque  to  the  ray.  Borderline  cases  are  those  in  which  the  body  is  not 
sufficiently  dense  to  show  in  more  than  one  position  of  the  patient,  as  in 
a  case  of  the  author  (reported  on  a  future  page)  in  which  a  glass  collar 
button  could  be  shown  only  in  a  quartering  lateral  exposure,  between  the 
heart  and  the  spine.  Fortunately,  a  very  remarkable  radiograph  in  this 
position  by  Dr.  George  C.  Johnston  not  only  revealed  the  collar  button, 
but,  by  showing  the  trachea  and  bronchi,  and  still  more  wonderful  the 
inflammatory  new  tissue  which  blocked  the  bronchus  above,  enabled  the 
author  endoscopically  to  cut  away  the  intervening  inflammatory  obstruc- 
tion to  gain  access  to  and  remove  the  foreign  body.  A  radiograph,  first 
in  the  anteroposterior  plane  and  then  in  the  lateral  plane,  has  been  verj- 
valuable  in  assisting  in  a  localization  of  a  foreign  body  with  reference 
to  a  bronchoscope  inserted  to  a  certain  definite  location,  w^hich  is  fixed 
in  the  memory  of  the  bronchoscopist  so  that  he  can  find  the  same  loca- 
tion at  a  subsequent  bronchoscopy  (Fig.  KI'^).  In  doing  this  work,  it 
is  essential  that  no  anesthetic  ether  be  used,  because  of  the  inflammabil- 
ity of  ether  which  might  be  ignited  by  a  spark.  If  the  foreign  body  is 
very  dense  to  the  ray  the  fluorescent  screen  may  be  used  with  results  that 
are  immediatelv  available  for  work  without  withdrawal  of  the  broncho- 
scope.  Of  course  this  method  by  either  radiography  or  fluoroscopy  is 
available  only  in  case  of  foreign  bodies  dense  to  the  ray.  Many  foreign 
bodies  that  are  suftkiently  opaque  to  show  in  a  radiograph  are  insuffi- 
ciently dense  to  show  in  the  fluoroscopy  Localization  by  means  of  a 
radiograph  of  the  instrument  in  position  at  the  suspected  locality  has 
been  used  l)y  the  author  in  cases  of  pulmonary  abscess  (Fig.  lo()).  The 
same  method  may  be  used  in  esophageal  cases  in  which  the  foreign  body 
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Fic,  i6j.  Aniero-posleriur  anil  lateral  radiograph  of  recumlienl  iia'ict  with 
brorcho5Co|)e  in  position.  Useful  for  liitalization  in  case  of  small  forfign  hodics 
SO  far  down  and  far  out  toward  the  periphery  lliat  they  cannot  be  found.  The  po- 
sition and  direction  of  the  intruder  from  the  tube  mouth,  which  is  at  a  known  and 
subsequently  hndahle  location,  locates  the  small  branch  bronchus  to  be  searched  at 
a  subsequent  bronchoscopy.  With  dense  foreign  bodies  like  the  pin  above  shown. 
the  fluorescenl  screen  may  be  used,  yielding  immediate  information. 
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is  suspected  to  have  wandered  out  of  the  himen  into  the  tissues.  Care 
must  be  taken  to  avoid  error  from  a  foreign  body  being  simply  in  a 
fold  in  the  himen.  A  large  esophagoscope  should  eliminate  this  possi- 
bility. A  subsequent  radiograph  with  pressure  of  the  tube-mouth  against 
the  pin  will  give  positive  evidence.  A  lateral  as  well  as  an  antero-pos- 
terior  radiograph  are  necessar}'  in  any  case. 

The  statements  in  the  earlier  work  (Bib.  269)  in  regard  to  unre- 
liability of  fluoroscopy  as  compared  to  radiography  for  foreign  bodies 
have  been  borne  out  by  further  experience.  A  foreign  body  overlying 
the  spine  or  behind  the  heart  shadow  may  be  invisible  by  fluoroscopy  and 
yet  show  up  strongly  in  such  a  location  in  the  radiograph.  In  one  in- 
stance, a  pin  behind  the  heart  shadow  showed  as  black  as  if  drawn  with 
a  pen  in  a  radiographic  print,  and  yet  was  totally  invisible  to  an  ex- 
perienced fluoroscopist  with  a  proper  tube.  This  was  in  an  infant,  and 
therefore  a  very  advantageous  subject  in  which  to  see  a  foreign  body  on 
the  screen.  With  such  results  as  these  among  the  possibilities,  it  is  use- 
less to  waste  time  with  fluoroscopy  for  diagnosis  as  to  the  presence  of  a 
foreign  body,  because  with  the  instantaneous  exposures  and  rapid  de- 
veloping of  to-day,  a  report  may  be  had  in  30  minutes  or  less  from  the 
time  the  radiograph  is  taken.  Fluoroscopy,  however,  may  be  of  advan- 
tage in  foreign  body  cases  in  adults  for  another  reason.  An  expert 
fluoroscopist  v/ith  the  recently  developed  apparatus  can  exclude  aneurysm 
and  give  a  report  on  the  functional  activity  of  the  esophagus.  With 
foreign  bodies  not  opaque  to  the  ray  at  times  information  can  be  ob- 
tained from  fluoroscopic  examination  of  the  action  of  the  diaphragm. 
Under  average  conditions  there  may  be  a  slightly  greater  activity  of  one 
side  as  compared  to  the  other,  but  any  marked  diminution  of  the  ex- 
cursion of  the  diaphragm  on  one  side  points  to  foreign  body  obstructing 
the  main  bronchus.  This  is  not  diagnostic  but  is  a  strong  indication  for 
bronchoscopy.  Fluorescent  bronchoscopy  in  which  the  bronchoscope  and 
forceps  are  guided  by  the  fluorescent  shadow  will  be  dealt  with  in  a  sub- 
sequent chapter. 

In  case  of  a  foreign  body,  which,  from  its  nature,  would  show  very 
faintly,  if  at  all,  in  the  radiograph,  the  suggestion  of  Boyce  to  swallow 
a  bismuth  capsule,  is  excellent.  If  the  foreign  body  is  sufficiently  largo 
to  be  at  all  obstructive,  the  capsule  will  stop  and  remain  at  least  for  a 
time  at  the  site  of  the  foreign  body.  (Fig.  1()3).  This  not  only  shows 
that  the  foreign  body  is  present,  but  it  shows  its  position,  and,  further- 
more, on  dissolving  of  the  capsule,  the  bismuth  is  beneficial  to  any  trau- 
matism or  esophagitis  that  may  exist  in  the  neighborhood  of  the  for- 
eign body.  In  using  the  bismuth  capsule,  for  the  detection  of  a  foreign 
body  not  itself  opaque  to  the  ray,  it  is  necessary  to  remember  that  the 


CODIKS    [N    AIK 


235 


progress  downward  of  a  bismuth  capsule  or  any  large  bolus  is  not  ex- 
ceedingly rapid  and  may  normally  be  seen  in  transit.  Still  more  neces- 
sar>'  is  it  to  remember  that  in  many  cases,  with  a  perfectly  normal  esoph- 
agus not  containing  any  foreign  body,  the  capsule  may  hesitate  for  a 
moment  at  the  cricophar\'ngeus  and  also  at  Ihe  point  where  the  left 
bronchus  crosses  thi*  esophagus,  and  again  at  the  hiatus.  The  author  has 
noted  in  quite  a  number  of  cases  with  an  apparently  perfectly  normal 


F:g.  i6j.  Radiograph  showing  a  melhod  of  locating  a  foreign  body  in  the  eso- 
phagus. The  Lismutli  capsule  was  stopped  in  the  esophagus  by  a  foreign  body  that, 
itself,  docs  not  show. 


esophagi!s  that  the  ridg'j  caused  by  the  crossing  of  the  left  bronchus  was 
unduly  prominent,  and  this,  in  one  case,  was  connected  directly  with  a 
lodgment  of  the  bismuih  capsule  for  a  few  seconds  in  an  esophagus  which 
did  not  contain  a  foreign  body.  In  view  of  this,  it  would  seem  to  be  wise 
in  using  the  capside  for  llie  diagnosi.'^  of  foreign  bodies  not  opaque  to 
the  ray  to  wait  lw<j  or  ihrce  niinutcA  after  swallowing  the  capsule  before 
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taking  a  radiograph ;  but,  of  course,  the  wait  must  not  be  sufficiently  long 
to  permit  of  the  capsule  dissolving.  In  case  of  small  non-obstructive 
foreign  bodies  the  method  would  not  be  effective,  and  in  any  case  is  value- 
less negatively.  When  positive  it  may  be  so  from  an  obstruction  other 
than  a  foreign  body. 

Interpretation  of  a  radiograph  is  best  done  by  the  radiographer;  a 
few  hints  to  the  endoscopist,  however,  may  not  be  amiss.  First  in  im- 
portance is  to  determine  whether  the  foreign  body  is  in  the  respiratory 
or  in  the  alimentary  tracts,  and  next  in  importance  is  to  determine  in 
what  part  of  the  respective  passages  the  foreign  body  is  lodged.  This 
is  extremely  easy  in  some  cases,  extremely  difficult  in  others.  As  a 
rule,  it  may  be  stated  that  foreign  bodies  more  or  less  flat,  whose  plane 
corresponds  to  the  lateral  plane  of  the  body,  are  in  the  esophagus  and 
not  in  the  air  passages.  This  applies  with  a  special  force  to  the  upper 
half  of  the  esophagus  because  the  esophagus  is  collapsed  antero- 
posteriorly ;  that  is,  the  anterior  wall  lies  against  the  posterior  wall.  The 
direction  of  least  resistance  being  laterally,  flat  foreign  bodies  project 
their  longest  diameter  laterally.  In  the  trachea,  also,  there  is  a  slightly 
greater  diameter  laterally  at  thfe  bifurcation  and  for  some  distance  above 
it.  Above  the  sternal  notch,  however,  foreign  bodies  entering  through 
the  glottis  are  almost  always  found  to  have  taken  the  anteroposterior 
position  because  of  the  greater  axis  sagittally  of  the  lar).'ngeal  and  sub- 
glottic lumina;  and  this  position  is  most  likely  to  be  maintained 
below,  because  the  posterior  wall  of  the  trachea  is  membranous  and 
yielding.  These  points  are  well  illustrated  in  the  radiographs  Figs.  164 
and  IHo,  and  are  especially  plainly  marked  in  lateral  radiographs  of  for- 
eign bodies  in  the  esophagus  as  illustrated  in  various  parts  of  this  book. 
It  is  customary  in  the  interpretation  of  a  radiograph,  when  one  lung 
shows  dark  and  the  other  light,  to  consider  that  the  dark  side  contains 
the  foreign  body  which  has  occluded  the  main  bronchus  with  perhaps 
compensator)'  emphysema  on  the  opposite  side.  Iglauer  (Bib.  222)  re- 
ports a  very  interesting  case  where  this  reading  was  erroneous  because 
the  foreign  body  had,  by  a  valve-like  action,  imprisoned  more  air  in  the 
obstructed  side,  so  that  there  was  a  very  marked  emphysema  shown  by 
the  radiograph  on  the  obstructed  side. 

Calcified  glands  are  exceedingly  common  and  may,  in  some  instances, 
lead  to  error.  As  pointed  out  by  Dr.  George  C.  Johnston,  in  connection 
with  one  of  the  author's  cases,  that  of  a  molar  tooth  in  the  bronchus  of 
a  boy,  calcified  glands  are  always  rounded  in  form,  so  that  in  case  of  any 
body  not  of  rounded  form,  there  is  little  likelihood  of  error ;  but  it  must 
be  remembered  that  the  foreign  body  must  be  considered  from  every 
point  of  view,  as  irregular-shaped  bodies  may  throw  a  rounded  shadow  in 
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certain  positions.  Furthermore,  calcified  glands  are  rarely  single,  so 
that  any  suspicious  shadow  is  apt  to  be  duplicated,  if  due  to  a  calcified 
gland.  Von  Eickeii.  in  a  very  interesting  paper  (liib.  iiGS),  reports 
a  case  in  which  a  shadow  was  thought  by  the  Roenigenologist  to  be  due 
to  a  calcified  gland,  and  so  it  proved  to  be.    There  was,  nevertheless,  in 


Fic.  164.  Radi.i^nilih  01  :.  com  UiiJf-iKillar)  in  llif  t^..|ili;.i:i.^  ui  a  child  uf 
14  years.  This  illiistralo^  ihc  metlKH]  of  localiziitior  of  foreimi  hodie?  in  the  esoph- 
agus. It  is  utterly  impossible  for  a  flat  body  of  this  si/e  lo  be  tracheally  lodged 
thus  in  the  lateral  p'ane  ni  the  Iradira, 


the  case  a  foreign  body  (bone)  which  did  not  show  in  the  radiograph, 
but  which  was  discovered  and  removed  by  bronchoscopy. 

Positive  films  of  lite  tracheo-hroncbtal  Iree  as  an  ailJ  io  localisation. 
A  large  foreign  body  in  a  large  bronchus  needs  accurate  localization,  not 
but  that  it  could  be  found  bronchoscopically  in  every  case;  but  accur- 
ate localization  enables  llie  bronchoscopist  to  go  at  once  to  the  known  lo- 
cation and  thus  greatly  shorten  the  period  of  endoscopic  search  which 
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may  be  a  vital  [Kjint.  There  is  another  class  of  cases,  however,  in  which 
the  intruder  may  never  be  found  if  there  has  been  no  accurate  localiza- 
tion. Small  foreign  bodies,  or  those  small  in  one  diameter,  following  the 
general  rule  of  foreign  bodies  in  the  air  passages,  keep  on  going  down- 
ward until  they  get  into  the  smallest  possible  bronchus.  Thus  needles 
and  small  headed  pins  get  very  far  down  and  very  far  out  toward  the 
periphery  of  the  lung  and  into  a  very  small  branch  bronchus  of  which 


Wm"  ^             ^  ^^^  1 

Fic  166.  niuslratioi 
■nation  of  fcreien  liod 

corresponds  to  the  ( 
:ura.     These  lines  aasi 


of  a  positive  film  used  for  overlaying  to  assist  in  lo- 
;s  or  lesions  in  Ihe  ihoraK.  The  lower  white  Une  (D, 
aphraRm,  the  middle  line  (P  D)  to  ihe  dome  of  the 
ng  tlie  overlay.     The  upper  line   (V    C),  cor- 


responding to  the  vocal  cords,  is  occasionally  useful.  Twelve  photographic 
largements  are  on  hand  so  thai  a  film  of  the  size  (rather  than  the  age)  is  a 
able  for  any  sized  patienl.  The  few  minute  branches  thai  go  l>clow  the  lint 
are  those  posterior  to  the  ape\  of  the  dome. 


there  are  many.  To  search  all  of  these  with  a  probe  or  minute  tube  con- 
sumes a  large  amount  of  time.  The  author  has  devised  for  help  in  these 
cases  a  positive  transparent  film  of  the  tracheo-bronchial  tree  (Fig.  166). 
The  film  being  a  "positive"  the  tree  is  transparent.  The  film  is  laid  over 
the  negative  of  the  patient  showing  the  foreign  tody,  when  the  foreign 
body  will  show  through  the  transparent  tracheo-hronchial  tree  of  the 
overlying  positive  film.     In  placing  the  film,  bony  landmarks  are  not  re- 
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liable  because  of  the  wide  variation  due  to  the  phylogenetic  recency  of 
the  upright  posture.  \'isceral  landmarks  are  necessary.  The  two  im- 
portant visceral  landmarks  are  the  dome  of  the  pleura  and  the  dome  of 
the  diaphragm.  It  is  needless  lo  say  the  tracheo-bronchial  tree  necessarily 
lies  in  the  body  of  the  lung  between  these  two  landmarks,  and  lines  cor- 
resjtonding  to  these  are  placed  on  the  film.  Twelve  photographic  enlarge- 
ments and  reductions  are  on  hand  so  that  a  film  of  the  size  (rather  than 
age)  is  available  for  any  sized  patient,  the  size  being  chosen  by  matching 
the  size  between  the  dome  of  the  pleura  and  that  of  the  diaphragm  as 
shown  on  the  radiograph  of  the  patient.  All  this  work  is  done,  of  course, 
in  a  darkened  room,  with  a  strongly  illuminated  shadow-box;  and  in  the 


Ftr,.  if,-.  Illi:^|ratir.s'  nn  tEie  left,  aliscess  (retouched).  On  the  right  the  abscess 
is  localized  in  the  right  inferior  lolie  bronchus  by  the  method  of  overlaying.  The 
localization  coincided  with  the  endoscopic  findini<s  when  the  abscess  was  evacuated 
bronchoscopically. 

event  of  the  foreign  body  showing  very  faintly  on  the  radiograph  of  the 
patient,  it  is  strengthened  by  an  ink-mark  on  the  uncoated  side  of  the 
negative,  which  can  be  readily  crii.-ied  afterwards  if  desired. 

Corroboration  of  the  usefulness  of  these  films  has  been  forthcoming 
from  a  number  of  cources.  (See  article  by  K.  C.  Lynch  in  New  Orleans 
Med.  and  Surg.  Journal,  Dec,  IITO. 

To  prevent  error  in  the  use  of  these  films,  as  with  any  method  of 
interpretation  of  a  radiograph,  it  is  necessary  to  be  on  guard  against 
false  localization  due  lo  displacement  of  the  lung  by  atelectasis,  and  es- 
pecially by  the  compensatory  emphysema  on  the  other  side.  Another 
source  of  error,  of  course,  is  that  the  positives  of  the  tracheo-bronchial 
tree  are  made  from  the  tracheo-bronchial  tree  of  a  cadaver,  whereas 
bronchoscopic  study  of  the  tree  shows  that  it  is  not  quite  in  the  same 
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position  in  the  living.  The  injection  preparations  of  Briinings  come 
nearer  those  of  the  living  tree  than  any  other  that  the  author  has  been 
able  to  find,  and  therefore  he  has  used  them  in  making  the  positive  films. 
Caliper-guide  method  of  localisation.  This  method,  suggested  by 
Dr.  John  W.  Boyce  and  perfected  by  the  author  is  intended  primarily  for 
bringing  the  tube  mouth  in  close  relation  with  a  small  foreign  body  that 
cannot  be  found  because  it  is  in  a  minute  bronchus  of  which  there  are 
too  many  for  each  to  be  searched.  In  conjunction  with  the  lateral  radio- 
graph the  caliper-guide  will  bring  the  point  of  the  bronchoscope,  after- 
ward at  bronchoscopy,  in  close  relation  with  the  foreign  body,  thereby 
greatly  diminishing  the  number  of  small  bronchial  tubes  to  be  searched; 
this  method  being  used,  of  course,  only  in  case  of  small  foreign  bodies 


FlO.  l68.  IllustratinK  a  positive  radiographic  film  of  iht  tracbco -bronchial  tree 
used  for  overlaying  to  assist  in  localization  of  a  foreign  body.  The  left  hand  illuS' 
tration  shows  the  film  laid  over  a  negalive  of  a  patient  in  whose  left  main  bronchus 
was  a  pin.  Localization  verified  by  bronchoscopy.  The  shadow  of  the  pin  is 
strengthened  with  ink. 


which  have  fallen  into  a  very  small  bronchus  far  down  or  far  out  near 
the  periphery  of  the  lungs.  The  lateral  placement  of  the  point  of  the 
bronchoscope  depends  upon  a  mark  placed  on  the  skin  by  the  radio- 
grapher who  determines  the  point  by  an  anterior-posterior  radiograph 
(Fig.  160). 

Value  of  negalive  radiography.  The  negative  report  from  the  radio- 
grapher remains  to-day  as  it  always  has  been,  unreliable,  because  many 
t>odies  are  not  opaque  to  the  ray,  and,  moreover,  the  foreign  body  may 
not  be  the  same  as  that  of  which  we  get  a  history.  In  addition  to  this, 
even  metallic  bodies  at  times  do  not  show.  For  instance,  in  one  of  the 
author's  cases,  that  of  an  enormous  woman  of  .">3  years,  expert  radio- 
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graphers,  for  a  period  of  two  years,  made  quite  a  number  of  exposures 
that  failed  to  demonstrate  a  tack  which  they  finally  demonstrated  to  be 
present  (Fig.  170)  and  which  the  author  removed  bronchoscopically. 
Such  occurrences  will  doubtless  be  less  and  less  frequent  because  of  the 
steady  advance  in  the  technical  perfection  of  radiography.   A  number  of 


Fig,  169.  lIlustratinB  the  posilian  of  ihe  call  per -guide  in  setting  the  adjust- 
ments by  which  the  point  of  the  bronchoscope  can  be  brought,  laler  at  bronchos- 
copy, in  close  proximity  lo  a  foreign  body.  For  use  in  case  of  small  foreign 
bodies  in  minute  bronchi.  Sugticsted  by  Dr.  John  W.  Boyce  and  perfected  by  the 
author.  Inadvertently,  in  making  the  illostralion,  a  radiograph  of  an  esophageal- 
ly  lodged  foreign  body  (safety-pin)  was  used,  but  the  principle  is  illustrated  just 
as  well, 

recent  cases  have  made  it  quite  clear  that  it  is  tiecessary  to  do  a  bronchos- 
copy if  there  is  any  reason  to  suspect  from  the  history  that  there  is  a 
foreign  body  located  somewhere  in  the  air-passages  or  in  the  esophagus, 
notwithstanding  a  negative  ray  finding  and  a  total  absence  of  symptoms, 
for  it  is  remarkable  how  tolerant  the  trachea,  bronchi  and  the  esophagus 
become  to  the  presence  of  foreign  bodies  after  the  initial  symptoms  im- 
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mediately  following  the  accident  have  subsided.  A  negative  X-ray  may 
be  very  misleading,  !)ecaiise,  as  shown  by  Frank  C.  Todd  (Bib.  041)  a 
radiograph  may  not  include  the  region  in  which  a  foreign  body  is  located. 
Notwithstanding  the  fact  that  there  was  no  clear  history  of  a  foreign 
body  having  been  seen  in  the  child's  possession,  and  despite  the  negative 
radiograph.  Dr.  Todd  bronchoscoped  the  child  without  a  general  anes- 
thetic and  skilfully  removed  the  tack.    J.  W.  Murphy  (Bib.  3'J7)  reports 


Fig.  170.  Radiograph  showing  tack  in  hronchiis  of  a  woman  of  53  years.  This 
tack  failed  to  show  in  radiographs  taken  by  expert  radioi^raphers  at  intervals  for 
3k  period  of  two  years  before  getting  the  tack  to  show.  Tack  removed  broncho- 
bcopjcally  by  the  author. 

experiments  demonstrating  the  fact  that  the  composition  of  which  most 
buttons  are  made  did  not  show  in  the  radiograph,  and  that  with  phy- 
sical signs,  sensations  of  the  patient,  and  the  radiograph  all  negative,  the 
foreign  body,  nevertheless,  was  present.  In  one  of  the  author's  cases 
(illustrated  on  a  subsequent  page)  the  metal  part  of  a  shoe  button 
showed  but  the  composition  part  did  not.  As  before  mentioned  it  is 
needless  here  to  consider  in  detail  the  different  kinds  of  foreign  body  as 
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to  their  density  to  the  ray,  because  a  radiograph  should  be  taken  in 
every  case ;  and  if  negative  an  endoscopy  should  be  done  anyway  if  there 
is  reason  to  suspect  a  foreign  body.  Those  who  are  interested  in  the 
relative  densities  are  referred  to  the  interesting  article  of  von  Eicken 
(Bib.  563). 

Physical  examhiation  of  the  chest.  Should  the  foreign  body  be 
located  by  radiograph,  physical  examination  of  the  chest  is,  nevertheless, 
necessary  for  two  reasons.  1.  The  data  to  be  obtained  will  be,  when  suf- 
ficient has  been  accumulated,  invaluable  for  other  cases  in  which  the 
foreign  body  is  not  dense  to  the  ray.  2.  The  condition  of  all  the  viscera 
in  the  thorax  and  elsewhere  should  be  known  before  endoscopy.  The 
notes  on  the  i)hysical  signs  of  foreign  body,  by  Dr.  J.  \V.  Boyce  (Bib.  2G9, 
p.  IK)),  have  stood  the  test  of  further  exi)crience.  In  case  of  complete 
occlusion  of  one  bronchus,  there  may  be  a  very  marked  diminution  of  the 
respiratory  excursion  of  the  thorax  on  the  affected  side,  as  observ^ed  by 
Dr.  John  R.  Simpson  in  one  of  the  author's  cases.  The  same  signs  have 
since  been  observed  in  a  number  of  other  cases.  The  author  is  utterly  in- 
competent to  make  a  physical  examination  of  the  chest  by  auscultation  and 
percussion.  But  comparing  the  findings  of  very  competent  physical  diag- 
nosticians with  the  author's  endoscopic  findings,  he  is  strongly  impressed 
with  the  fact  that  foreign-body  cases  are  nearly  always  associated  with  a 
large  amount  of  secretion  because  of  the  difficulty  in  expectoration,  and 
especially  is  this  the  case  in  children.  In  some  instances,  physical  signs  of 
solidification  have  completely  cleared  up  after  the  author  has  bronchoscop- 
ically  removed  a  large  quantity  of  secretion.  This  accumulation  of  secre- 
tion is  especially  liable  to  occur  in  the  lower  lobe,  and  (H.  T.  Price)  it 
may  be  limited  to  one  lower  lobe  even  when  the  foreign  body  is  in  the 
trachea.  In  some  instances  the  intruder  was  known  to  have  been  in  the 
trachea  for  a  number  of  weeks.  This  prolonged  sojourn  negatives  the 
hypothesis  that  the  foreign  body  might  have  been  in  a  lobe  of  one  lung  at  a 
previous  time,  resulting  in  the  excessive  secretion.  It  seems  certain  that 
the  secretion  had  drained  downward  and  accumulated  because  of  the  diffi- 
cult exi>ectoration,  and  that  some  peculiarity  either  in  form  or  position  of 
the  right  or  the  left  bronchus,  or  some  difference  in  ciliary  action  has  fa- 
vored the  greater  accumulation  on  one  side  as  compared  with  the  other.  A 
numl>er  of  interesting  facts  bearing  on  the  physical  signs  produced  by  the 
lesions  following  prolonged  sojourn  of  a  foreign  body  in  the  lung  will  be 
given  along  with  the  case  reports  in  the  section  devoted  to  this  class  of 
cases.  The  similarity  to  the  physical  signs  of  pulnionar>'  tuberculosis  is 
remarkable.    Bronchiectasis  may  be  present  with  its  physical  signs.* 

♦A  unique  case  In  which  Dr.  Georq:e  L.  Jllchards  diagnosticated  a  foreign  bodv 
on  physical  and  laboratory  findings,  in  the  absence  of  a  history,  is  recorded  In  th*e 
Transactions  of  the  American  Laryngological,  Uhinological  and  Otoloelcal 
Society,  1916. 
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ERRORS  TO  AVOID  IN  SUSPECTED  FOREIGN-BODY  CASES. 

1.  Do  not  reach  for  the  foreign  body  with  the  finger,  lest  the  foreign 
body  be  thereby  pushed  into  the  larynx,  or  the  larynx  be  thus  traumatized. 

2.  Do  not  make  any  attempt  at  removal  with  the  patient  in  any  posi- 
tion other  than  recumbent  with  the  head  and  shoulders  lower  than  the 
body  (Fig.  73a). 

3.  Do  not  hold  up  the  patient  by  the  heels,  lest  the  foreign  body  be 
dislodged  and  asphyxiate  the  patient  by  becoming  jammed  in  the  glottis. 

4.  Do  not  fail  to  have  a  radiograph  made,  if  possible,  whether  the 
foreign  body  in  question  is  of  a  kind  dense  to  the  ray  or  not. 

5.  Do  not  fail  endoscopically  to  search  for  a  foreign  body  in  all 
cases  of  doubt. 

n.  Do  not  pass  an  esophageal  bougie,  probang  or  other  instrument 
blindly. 

7.  Do  not  tell  the  patient  he  has  no  foreign  body  until  after  radio- 
graphy, physical  examination,  indirect  examination,  and  endoscopy  all 
have  proven  negative. 


CHAPTER    XIII. 

Foreign  Bodies  in  the  Larynx  and 
Tracheobronchial  Tree. 

Etiology.  In  the  air  passages,  which  are  not  intended  for  solids, 
foreign  bodies  that  get  in  through  natural  passages  can  only  do  so  by 
passing  the  normal  safeguards  which  are  mainly  reflexes.  Hence  any- 
thing which  interferes  with  these  reflexes  is  the  chief  etiologic  factor. 
Sleep,  anesthesia,  intoxication,  syncope,  delirium,  mechanical  interference 
of  masses  of  disease  as  in  malignancy,  tuberculosis,  etc.  The  reflexes 
may  interfere  with  each  other;  as,  for  instance,  the  sudden  inhalation 
which  precedes  or  follows  coughing,  laughing,  sobbing,  and  unusual  ex- 
ertion. The  protective  reflexes  act  chiefly  in  two  groups.  The  laryngeal 
closing  reflex  and  the  bechic  reflex.  Lar>'ngeal  closure  for  normal  swal- 
lowing is  chiefly  in  the  tilting  and  closure  of  the  upper  laryngeal  orifice. 
The  ventricular  bands  help  but  slightly  and  the  epiglottis  and  the  vocal 
cords  not  at  all.  Foreign  bodies  going  in  with  the  inspiratory  blast,  must 
run  the  gauntlet  of  the  following  guards : 

GAUNTLKT  TO  Blv   Rl^\   BY  I-ORIUGN  BODIES   KNTr.RING   THE  LOWER  AIR 

PASSAGES. 

1.  Epiglottis. 

2.  Upper  laryngeal  orifice. 

3.  Ventricular  bands. 

4.  Vocal  cords. 

5.  Bechic  blast. 

The  epiglottis  makes  somewhat  of  a  fender,  efficient  in  proportion  as 
it  hangs  backward  toward  the  posterior  pharyngeal  wall.  The  upper 
laryngeal  orifice,  composed  of  a  pair  of  movable  ridges  of  tissue  has  al- 
most a  sphincteric  action,  besides  its  tilting  movement.  The  ventricular 
bands  can  approximate  under  powerful  stimuli.  The  vocal  bands 
act    similarly.       The    one    defect    in    the    efliciency    of    both     sets    of 
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bands  in  barring  out  intruders  is  the  tendency  to  take  an  inspiration  pre- 
paratory to  the  cough  excited  by  the  contact  of  a  foreign  body.  This 
inspiration  is  not  invariably  taken,  however.  A  slight  explosive  cough 
can  be  taken  without  inspiration,  especially  if  it  start  near  the  end  of  an 
inspiration,  but  following  this  or  any  other  coughing  effort  is  a  deep  in- 
spiration which  is  probably  the  most  efficient  factor  in  the  entrance  of 
foreign  bodies  into  the  lower  air  passages. 

Gottstein  collected  statistics  which  showed  that  6^  per  cent  of  the 
cases  of  foreign  bodies  in  the  air  passages  occurred  in  children.  This 
may  be  in  part  due  to  a  less  degree  of  automatic  protection  to  the  en- 
trance of  foreign  bodies  in  the  air  passages ;  but  doubtless  is,  to  a  greater 
extent,  due  to  the  fact  that  children  are  prone  to  play,  run,  laugh  and 
attempt  to  speak  with  various  foreign  bodies  in  the  mouth.  It  does  not 
seem  probable  that  children  put  foreign  bodies  in  their  mouths  more  fre- 
quently than  adults  when  it  is  considered  how  many  women  are  in  the 
habit  of  putting  pins  in  their  mouths  especially  when  dressing,  and  how 
many  workmen  place  small  foreign  bodies,  such  as  tacks  and  nails  and 
the  like  in  the  mouth.  Of  course  in  infants  there  is  a  well  known  ten- 
dency to  put  everything  into  the  mouth,  as  this  seems  to  be  one  of  the 
means  by  which  the  infant  mind  acquires  knowledge  of  material  things. 
Soluble  material,  such  as  candy,  or  foods  which  very  quickly  disinte- 
grate, such  as  bread,  toast,  and  the  like,  need  cause  no  uneasiness,  as  they 
are  very  soon  coughed  up  and  expectorated.  Meat,  if  composed  purely 
of  muscular  fiber  or  fat,  is  practically  always  expectorated.  If,  however, 
it  is  firmly  attached  to  periostium  or  bone  or  cartilage,  it  may  constitute 
a  foreign  body  for  which  bronchoscopy  should  be  done.  It  is  quite  re- 
markable that  all  strictly  food  substances  are  rather  rare  in  the  bronchi, 
while  the  portions  of  food  which  should  be  and  usually  are  rejected,  are 
not  at  all  uncommon,  such  as  the  seeds  of  fruits,  the  shell  of  nuts,  bone 
and  the  like.  Of  course  it  is  not  meant  to  refer  here  to  the  various  food 
substances  such  as  dried  maize,  beans,  peas  and  the  like,  which  are  put 
into  the  mouth  by  children  in  play  and  not  strictly  for  food.  It  is  well 
known  that  any  light  particles  of  dust  usually  are  largely  removed  by 
the  cilia,  while  heavier  particles  of  dust  become  encysted  as  in  anthracosis. 
Just  where  the  border  line  exists  between  the  foreign  body  of  such  small 
size  that  it  may  become  encysted,  and  the  larger  bodies  which  will  form 
an  abscess,  has  never  been  determined,  and  it  is  very  difficult  to  determine 
because  the  smaller  bodies  which  form  an  abscess  usually  become  dis- 
integrated, or  are  lost  in  pus  and  are  never  discovered.  It  seems  quite 
certain  that  a  large  proportion  of  the  non-tuberculous  pulmonary  ab- 
scesses are  due  to  this  cause.  In  the  author's  collection,  pins  are  the  most 
frequent  of  foreign  bodies  in  the  bronchi.     Next  comes  various  forms  of 
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hardware,  and  then  various  vegetable  substances,  bones  and  coins.  Pea- 
nut kernels  are  among  the  most  fatal  of  foreign  bodies,  and  this  does  not 
seem  to  be  due  to  comminution  and  multiple  abscesses,  so  much  as  to  the 
peculiar  irritating  effect  of  the  peanut  kernel  upon  the  tracheo-bronchial 
mucosa.  A  metallic  body  will  be  tolerated  for  a  long  time  with  little  re- 
action, whereas  a  peanut  kernel  will  set  up  violent  local  reaction  in  a  few 
days  as  shown  by  the  author's  cases  to  be  cited  later.*  Dr.  E.  W.  Car- 
penter (Bib.  73)  reports  the  case  of  an  infant  of  sixteen  months  that 
was  asphyxiated  by  the  pus  liberated  from  an  abscessed  lung  following 
the  aspirat'  n  of  a  peanut.  J.  A.  Stucky  (Bib.  511)  and  many  others  re- 
port fatal  cases.  Metallic  bodies  if  of  such  shape  as  completely  to  occlude 
a  bronchus,  usually  cause  rapidly  developing  fatal  abscess  by  the  stagna- 
tion of  secretions  which  cannot  be  coughed  out.  On  the  other  hand  for- 
eign bodies  that  do  not  occlude  the  lumen  may  produce  little  reaction  for 
a  long  time,  provided  the  lumen  is  not  occluded  by  the  reactionary  swell- 
ing of  the  mucosa.  Sooner  or  later  this  occlusion  occurs,  however,  and 
the  patient  usually  succumbs.  Considering  the  millions  of  people  who 
are  carrying  about  with  them  loose  teeth  or  loose  artificial  dental  attach- 
ments it  is  a  very  remarkable  thing  that  relatively  so  few  foreign  bodies 
to  be  classed  as  dental  find  their  way  into  the  air  passages.  Large  arti- 
ficial dentures  are  by  no  means  uncommon  in  the  esophagus  and  of 
course  by  reason  of  their  size  they  could  not  well  get  into  the  air  pas- 
sages. In  the  author's  opinion  it  is  a  great  tribute  to  the  skill  of  den- 
tists that  so  few  foreign  bodies  are  to  be  classed  as  dental.  Teeth  may 
be  knocked  loose  in  a  fall  and  be  aspirated  as  in  one  of  the  author  s  cases. 
In  another  case  he  treated  laryngeal  stenosis  that  followed  an  abscess 
caused  by  impaction  of  a  tooth  in  the  subglottic  region.  The  rootless 
deciduous  tooth  had  shot  out  of  the  dental  forceps  in  the  hands  of  a 
skilful  dentist.  Dried  vegetable  substances  such  as  beans,  peas  and  maize 
soon  occlude  the  lumen  and  arc  rapidly  fatal.  Those  interested  in  the 
further  pursuit  of  this  interesting  phase  of  the  foreign  body  question  are 
referred  to  the  excellent  article  of  D.  Bryson  DeTavan  (Bib.  107)  w^hich 
also  gives  a  number  of  references.  An  excellent  article  on  the  experi- 
mental pathology  of  foreign  bodies  in  the  lungs  was  written  by  George  T. 
Wood.  (Bib.  585.) 

Why  do  foreign  bodies  lodge  at  certain  localities  in  the  air  passages? 
Lodgment  at  some  of  the  most  frequent  sites  is  accounted  for  by  seem- 
ingly adequate  reasons.  The  factors  may  be  classed  in  two  main  divis- 
ions: 

1.  (a)  The  size  and  shape  of  the  ^ foreign  body;  whether  long, 
broad,  pointed,  angular,  disk-like,  etc.     (b)   Its  surface,  whether  rough 

•So  uniformly  is  this  observed  that  the  term  "peanut  bronchitis"  has  come 
into  common  use  in  the  author's  clinic. 
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or  smooth.     (2)  Its  physical  properties,  resiliency,  plasticity  absorptiv- 
ity, etc. 

2.  The  anatomic  peculiarities  of  the  various  localities,  (a)  Angles, 
arcs,     (b)  Fixed  and  motile  narrowings. 

The  size,  shape  and  surface  of  the  foreign  body  has  less  to  do  with 
the  particular  site  at  which  it  is  most  likely  to  lodge  than  have  the  anatom- 
ical regional  peculiarities.  A  pointed  body  may  catch  at  any  location 
if  the  point  be  downward  as  it  often  is  in  the  esophagus.  In  the  air 
passages,  however,  pins  are  almost  invariably  head  downward,  and  by 
a  ratchet-like  action,  the  point  preventing  return,  work  tow;  rd  the  low- 
est point.  In  the  air  passages  the  narrowness,  quiescent  and  spasmodic 
of  the  larynx  halts  many  foreign  bodies  which  may  be  retained  because 
of  peculiarities  of  their  shape,  or  by  a  projection;  or  by  entering  a 
ventricle.  As  in  one  of  the  author's  cases,  that  of  a  safety-pin,  one  part 
may  drop  through  the  glottis  while  another  part  not  passing  through,  the 
intruder  is  prevented  from  going  either  way.  Having  passed  the  cords 
a  foreign  body  may  be  wedged  in  the  subglottic  space,  either  on  its  way 
down  or  when  it  is  shot  back  upward  by  the  bechic  blast.  Below  the 
subglottic  space  the  next  point  of  frequent  lodgement  is  the  bifurcation. 
Lodgement  here  is  due  rather  to  the  shape  of  cross-section,  elongated 
laterally  with  two  openings  laterally  below,  causing  the  intruder  to  be 
caught  crosswise.  More  often  it  is  the  effort  of  the  intruder  to  enter 
either  the  right  or  the  left  bronchus,  both  of  which  are  smaller  than  the 
trachea.  The  bronchi  do  not  diminish  between  branches.  That  is,  the 
diminution  is  at  the  points  of  subdivision  (monopodic  branching,  not 
true  bifurcations),  and  between  these  the  bronchus  is  cylindroid,  not 
tapered.  Therefore  a  foreign  body  usually  halts  with  its  largest  diam- 
eter at  or  immediately  below  a  point  where  a  lateral  branch  is  given  off. 

Greater  frequency  of  right-bronchial  invasion.  The  right  bronchus 
is  invaded  by  foreign  bodies  more  frequently  than  the  left.  Statistics 
collected  by  Gottstein  show  that  75.4  per  cent  of  foreign  bodies  entering 
the  bronchi  were  in  the  right  bronchus.  Von  Eicken  found  70.2  per  cent- 
Preobraschensky,  G9  per  cent.  Morrell  Mackenzie,  62.5.  The  reasons 
for  this  are  anatomical  and  physiological. 

1.  The  greater  diameter  of  the  right  bronchus. 

2.  Less  angle  of  deviation  of  the  right  bronchus. 

3.  Situation  of  the  carina  to  the  left  of  the  long  axis  of  the  trachea. 

4.  The  action  of  the  trachealis  muscle. 

5.  The  greater  volume  of  air  going  into  the  right  bronchus  on  in- 
spiration. 

The  first  three  of  these  factors  are  shown  in  the  schema  Fig.  171, 
The   right  bronchus   is  in   size  and   direction   the  continuation   of  the 
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trachea;  the  left  bronchus  in  many  cases  simulating  a  lateral  branch  of 
the  trachea  rather  than  a  bifurcational  half.  The  situation  of  the  carina 
to  the  left  of  the  long  axis  of  the  trachea  is  important.  Heller  and 
V.  Schrotter  found  the  carina  to  the  left  in  57  per  cent,  in  the  middle 
line  in  42  per  cent  and  to  the  right  in  1  per  cent.  Sir  Felix  Semon  and 
Morrell  Mackenzie's  joint  results  were:  left,  59  per  cent,  middle  line. 
35  per  cent,  right,  (5  per  cent.  These  statistics  are  all  based  on  the  cad- 
averic anatomy.  The  author  feels  certain  that  the  living  anatomy  shows 
a  much  more  marked  preponderance  of  left-sided  situation  of  the  carina. 
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Fig.  I /I.  Schema  showing  three  anatomical  reasons  for  the  greater  frequency 
of  right-sided  lodgement  of  foreign  bodies  in  the  bronchi.  The  right  bronchus 
(Rt.  B.)  is  almost  as  wide  (23  mm.)  as  the  trachea  (24  mm.)  and  it  deviates  much 
less  than  the  left  from  the  long  axis  of  the  trachea.  The  carina,  C,  is  to  the  left 
of  this  axis.     (After  Sir  St.  Clair  Thomson.) 


lie  regrets  that  he  did  not  keep  a  record  of  this  point  in  all  of  his  broii- 
choscopic  cases.  But  in  10  cases  where  he  kept  a  record  the  carina 
seemed  more  or  less  to  the  left  in  all  but  one  and  in  that  case  the  carina 
seemed  central.  These  cases  were  without  known  pathology  that  could 
alter  the  position  of  the  carina.  The  observation  is  submitted  with  ac- 
knowledgment of  the  possibility  of  error,  because  of  the  alteration  of 
position  of  all  the  thoracic  viscera  due  to  position  of  the  patient,  the 
bronchoscopic  tube  and  the  pulsatory  and  respiratory  movements.  Fur- 
thermore, the  observations  were  incidental  and  no  time  was  taken  to  in- 
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sure  accuracy.  From  general  observation  and  the  instinctive  habits  of 
work,  the  author  has  come  always  to  move  the  head  to  the  right  to  get 
into  the  left  bronchus  while  the  head  is  not  moved  to  the  left  simply  to 
cause  the  bronchoscope  to  enter  the  right  bronchus.  It  always  goes 
there  naturally  with  the  head  in  the  middle  line,  though,  of  course,  the 
author's  custom  of  turning  the  lip  of  the  bronchoscope  to  the  right  for 
entering  the  right  bronchus  assists.  The  action  of  the  musculature  at 
the  carina  in  drawing  the  carina  to  the  left  and  thus  reducing  the  size 
of  the  left  bronchial  orifice  is  thought  by  Snow  to  be  one  of  the  chief 
factors  in  the  preponderance  oi  foreign  bodies  in  the  right  bronchus. 
The  fifth  factor  mentioned  above  does  not  seem  to  have  received  the 
attention  it  deserves.  In  one  of  the  author's  cases,  that  of  an  extremely 
dyspneic  child,  there  was  demonstrated  by  physical  examination  by 
Dr.  H.  T.  Price  very  little  air  going  into  the  right  side  and  none  at  all 
into  the  left.  The  foreign  body  was  in  the  subglottic  space.  This  case 
seems  to  prove  what  theoretically  would  seem  probable  from  the  greater 
size  of  the  right  lung,  that  there  is  a  greater  volume  of  air  rushing 
through  the  right  bronchus  at  each  inspiration. 

IVhy  is  the  middle  lobe  bronchus  relatively  so  rarely  invaded  by 
foreign  bodies?  The  middle  lobe  bronchus  is  rarely  invaded.  The 
author  has  seen  but  two  such  instances,  in  over  two  hundred  cases  of 
foreign  body  in  the  bronchi.  The  relative  rarity  of  invasion  possibly  is 
due  to  the  fact  that  the  middle  lobe  bronchus  is  given  off  anteriorly, 
consequently  gravity  tends  to  lead  the  foreign  body  into  posterior 
branches  because  the  patient  does  not  lie  on  his  face  but  on  his  back. 
This  theory  of  the  author  has  never  been  positively  proven  because  for- 
eign bodies  are  rarely  radiographed  soon  enough  after  the  accident,  i.  e., 
before  the  patient  has  lain  down.  Excluding  the  effect  of  gravity,  the 
angle  of  the  giving  off  the  middle  lobe  bronchus  does  not  seem  less 
favorable  for  the  invasion  by  a  foreign  body  than  do  some  of  the  dorsal 
branches  of  the  inferior  lobe  bronchus  which  are  so  frequently  invaded. 
True,  in  looking  down  the  lumen  of  the  right  stem  bronchus  the  orifice 
of  the  middle  lobe  bronchus  is  not  seen,  which  would  lead  one  to  think 
that  it  is  out  of  the  direct  route  of  the  invader.  To  some  extent,  how- 
ever, this  is  also  true  of  the  dorsal  branches  of  the  inferior  lobe  bron- 
chus. The  inspiratory  air  blast  entering  the  middle  lobe  bronchus  pos- 
sibly is  not  quite  so  great.  It  is  hoped  that  future  observation  will  clear 
up  this  point.  William  Bruce  Smith  reports  an  interesting  case  of  mid- 
dle^lobe  bronchus  invasion. 

Spontaneous  expulsion  of  foreign  bodies  from  the  trachea  and 
bronchi.  Fortunately  for  the  patient,  but  unfortunately  for  other  pa- 
tients, foreign  bodies  are  occasionally  coughed  up.     Still  more  unfortu- 
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nate  is  the  fact  that  no  distinction  ordinarily  is  made  between  a  foreign 
body  coughed  out  of  the  larynx  and  the  much  rarer  event  of  one  coughed 
up  from  the  bronchi.  It  is  for  the  latter  reason  that  statistics  are  al- 
most valueless.  There  have  been  too  few  cases  of  spontaneous  expul- 
sion where  the  location  of  the  intruder  was  precisely  known.  Man- 
ifestly the  expulsion  of  a  large,  light  foreign  body  in  the  larynx  or  sub- 
glottic trachea  is  no  basis  for  deduction  as  to  a  specifically  heavy  foreign 
body  in  a  minute  bronchial  branch  at  the  periphery  of  the  lung.  In 
these  days  of  safe  and  easy  bronchoscopy  with  an  enormous  percentage 
of  successes,  no  one,  who  is  well  informed,  for  one  moment  considers 
the  advisability  of  waiting  for  a  foreign  body  to  be  coughed  up;  but  in 
the  event  of  bronchoscopy  failing  to  remove  the  intruder,  the  very  high 
mortality  of  thoracotomy  for  foreign  body,  together  with  a  certain  per- 
centage of  failures  to  find  the  intruder  by  external  operation;  and, 
furthermore,  as  there  may  be  present  at  consultation  someone  who  will 
recite  a  case  where  the  foreign  body  was  coughed  up — for  these  reasons, 
it  is  wise  to  consider  the  possibilities.  The  chance  of  the  bechic 
expulsion  of  a  foreign  body  depends  largely  on  its  nature.  Sharp  for- 
eign bodies,  such  as  pins  lying  point  upward,  have  never  been  known 
to  be  coughed  up,  for  the  reason  that  the  pin  will  stick  at  the  very  first 
angle  encountered.  On  the  other  hand,  smooth,  rounded  bodies  have  a 
tendency  to  be  tightly  fixed  in  the  bronchus,  and  the  absorption  of  air 
below  causes  a  negative  pressure  which  pulls  the  foreign  body  tighter 
and  tighter  into  the  bronchus  with  less  and  less  air  below,  and  conse- 
quently less  and  less  chance  for  expulsion.  The  patient  cannot  draw 
in  air  enough  beneath  the  foreign  body  for  the  expulsive  efforts.  In 
the  third  class  might  be  considered  the  foreign  bodies  that  are  quite 
heavy,  such  as  bodies  of  iron,  pewter,  lead,  and  the  like.  These  are 
very  rarely  ever  coughed  out  because  of  the  little  surface  they  present 
relatively  to  their  weight.  The  expiratory  blast  has  not  suflicient  force, 
relatively  to  the  surface  against  which  the  force  is  applied,  to  expel  the 
intruder.  We  come  then  to  the  class  of  foreign  bodies  which  are  not 
heavy  nor  sharp-pointed  nor  so  smooth  as  to  lodge  tightly,  thus  pre- 
venting air  from  being  drawn  below  them,  and  we  find  such  bodies  are 
the  most  likely  to  be  expelled.  The  chances  are  better  before  than  after 
such  a  body  has  reached  the  smallest  bronchus  it  can  enter.  It  is  not 
so  tightly  impacted  at  first  unless  its  size  is  so  large  as  to  nearly  oc- 
clude the  trachea  or  bronchi.  In  that  case  it  is  drawn  in  by  the  in- 
spiratory blast  and  accumulates  energy  on  the  way  according  to  the  A#ell 
known  law  of  physics.  This  accumulation  is  less,  directly  as  the  actual 
weight,  and  also  as  the  specific  weight,  except  in  cases  of  foreign  bodies 
which  fit   quite  closely  to  the  tracheal  or  bronchial   lumen.     This  ac- 
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cumulated  energy  in  travel  cannot  occur  in  expulsion  until  after  impac- 
tion is  released,  because  it  does  not  begin  until  the  body  has  begun  to 
move.  Hence  there  is  a  great  disadvantage  in  expulsion  as  compared  to 
inhalation  of  a  foreign  body.  This  is  not  suflficient  to  overcome  the 
relative  advantage  which  should  accrue  from  the  fact  that  an  expulsive 
effort  in  coughing  is  very  much  greater  in  power  than  any  inspiratory 
effort  can  be,  the  difference  being  probably  twice  as  much  in  a  coughing 
expiratory  pressure.  Then  we  have  the  absorption  of  air  drawing  the 
foreign  body  downward  in  the  case  of  round  foreign  bodies  which  fit 
the  bronchial  lumen,  either  at  first  or  after  swelling  has  taken  place. 
This  accounts  for  the  fact  that  corks  and  similar  substances,  though  of 
low  specific  weight,  are  rarely  coughed  up.  Pins  almost  invariably  enter 
the  air  passages  point  upward  and  the  point  constitutes  a  ratchet-like 
mechanism  which  resists  any  other  movement  than  downward;  and 
moreover,  the  pin  offers  but  little  surface  upon  which  the  expiratory 
blast  in  coughing  may  act.  Furthermore,  to  get  out  at  all,  it  must  pro- 
ceed with  its  long  axis  more  or  less  in  the  axis  of  the  passage  through 
which  it  must  go.  Anyone  who  will  attempt  to  throw  any  sort  of  a  pin 
point  first,  will  find  that  the  head  of  the  pin,  being  heavier,  very 
promptly  begins  to  turn  round  in  advance  of  the  point.  With  prac- 
tically all  pins  this  would  be  impossible  in  expulsion  through  the  air 
passages  for  want  of  space,  and  the  turning  would  cause  the  point  to 
stick  even  if  the  passage  were  straight.  On  the  contrary,  a  number  of 
bends  and  turns  have  to  be  accomplished.  For  these  reasons,  a  pin 
that  has  gotten  down  to  the  bifurcation  or  below,  practically  never  is 
coughed  up,  and  if  it  is  in  the  trachea  it  is  almost  certain  to  reach  the 
deeper  air  passages  in  a  very  short  time  by  the  combined  action  of  grav- 
ity and  the  ratchet-like  action  of  the  point.  Another  factor  against  the 
coughing  up  of  a  foreign  body  is  that  of  gravity.  This  led  in  the  pre- 
bronchoscopic  days  to  the  holding  up  of  the  patient  by  the  heels  in  order 
to  let  the  foreign  body  fall  out.  This  was  occasionally  successful  within 
a  few  days  of  the  accident,  though  it  sometimes  caused  a  spasm  of  the 
glottis  and  demanded  immediate  tracheotomy.  Of  course  such  a  pro- 
cedure is  not  to  be  considered  in  these  days  of  bronchoscopy ;  but  the  fact 
that  it  sometimes  succeeded  indicates  the  effect  that  gravity  has  in  in- 
terfering with  the  coughing  out  of  foreign  bodies.  As  elsewhere  men- 
tioned, the  dog  has  a  vastly  more  effective  mechanism  for  ridding  his 
bronchi  of  foreign  bodies  than  is  possessed  by  human  beings.  To  what 
extent  the  more  nearly  horizontal  trachea  and  bronchi  of  the  dog  is  con- 
cerned, has  not  yet  been  determined.  It  seems  probable,  however,  that 
the  erect  posture  of  human  beings,  which  is,  phylogenetically,  very  late, 
is  in  a  measure  responsible  for  the  very  inefficient  efforts  of  nature  to 
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cough  out  foreign  bodies.  Another  factor  which  favors  the  inhalation 
of  a  foreign  body  and  retards  its  expulsion  is  the  well  known  physiological 
action  of  the  glottis.  During  inspiration  the  glottic  chink  is  widened 
to  the  maximum,  while  on  expiration  it  is  only  partially  open  and  it  does 
not  open  to  the  maximum  even  during  the  expulsive  efforts  of  the  cough. 
Moreover,  the  foreign  body  itself,  being  driven  up  against  the  under 
side  of  the  vocal  cords,  or  even  against  the  tracheal  wall,  has  a  strong 
influence  in  exciting  reflex  contraction  which  closes  the  glottis.  Still 
another  impediment  to  the  expulsive  efforts  of  the  cough  is  the  fact 
that  the  bronchi  contract  very  greatly  during  cough  and  the  trachea 
also  contracts  to  a  certain  extent.  This  contraction  has  been  witnessed 
by  every  bronchoscopist,  as  it  is  one  of  the  difficulties  with  which  he 
has  to  contend  in  bronchoscopy.  Perhaps  one  of  the  most  important 
factors  in  the  defeat  of  the  bechic  expulsion  of  foreign  bodies  is  the 
fact  that  after  each  coughing  effort  there  is  a  deep  inspiration,  during 
which  the  bronchi  are  dilated  and  the  inspiratory  blast  has  the  effect  of 
carrying  the  foreign  body  deeper  and  deeper,  aided  by  the  negative 
pressure  below. 

In  deciding  the  chance  of  spontaneous  expectoration  of  a  foreign 
body  in  the  bronchi  it  is  necessary  to  remember  the  very  inefficient 
coughing  and  expectorating  mechanism  of  children. 

Summarizing,  we  divide  for  prognostic  purj)0ses  all  foreign  bodies 
into  three  classes: 

1.  Those  of  high  specific  gravity. 

2.  Those  of  low  specific  gravity,  (including  hollow  bodies  with 
relatively  large  surface). 

3.  Those  of  intermediate  soecific  gravity. 

In  the  first  class  we  may  tell  our  patient  that  there  is  almost  no 
hope  of  the  intruder  ever  being  coughed  up  in  case  of  adults  and  ab- 
solutely none  in  infants  and  very  small  children.  In  the  second  class 
there  is  a  chance  of  expectoration  in  older  children  and  adults,  almost 
none  in  children,  none  at  all  in  infants.  In  the  third  class  of  substances 
the  chances  of  expectoration  of  the  foreign  body  in  either  adults  or 
children  are  remote.  Long,  thin,  pointed  and  relatively  heavy  bodies 
like  pins  and  needles  are  never  coughed  up  from  below  the  glottis.  In 
any  case,  the  author's  later  experience  confirms  his  earlier  statement 
( Kil).  2f>9;  :  namely,  "We  do  full  justice  to  our  patients  when  we  tell 
them  that  while  the  foreign  body  may  be  coughed  up.  it  is  very  danger- 
ous to  wait;  and.  further,  that  the  difficulty  of  removal  increases  with 
each  hour  the  body  is  allowed  to  remain." 

Magnetic  extraction  of  foreign  bodies.  Many  of  the  mechanical 
problems,  and  also  the  problem  in  certain  cases  of  finding  the  foreign 
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body,  would  be  solved  if  magnetic  extraction  were  feasible.  It  has 
yielded  such  wonderful  results  in  ophthalmology  that  its  use  in  bron- 
choscopy at  least  seemed  worthy  of  development.  Ten  years  ago  the 
author  experimented  quite  thoroughly  and  the  results  of  the  experiments 
were  published  in  The  Laryngoscope  (Bib.  233).  Only  four  of  the 
conclusions  need  be  mentioned  here,  namely: 

1.  The  foreign  body  must  be  of  iron  or  steel,  partly  or  wholly. 

2.  The  body  must  be  free  to  move. 

3.  The  attraction  of  the  magnet  for  the  foreign  body  is  no  greater 
than  that  of  the  foreign  body  for  the  magnet,  hence : 

4.  The  probabilities  of  magnetic  removal  are  directly  as  the  size  of 
the  foreign  body,  within  the  limits  of  size  permitting  mobility. 

It  will  be  seen  by  the  foregoing  that  the  magnet  is  only  useful  in 
precisely  those  cases  which  are  most  favorable  for  bronchoscopic  meth- 
ods. Unfortunately  magnetic  extraction  does  not  assist  in  those  cases 
beyond  the  limits  of  bronchoscopy.  R.  C.  Lynch  (Bib.  350)  reports  a 
successful  case  of  magnetic  extraction,  as  does  also  Iglauer  (Bib.  221). 

Mortality  and  results  of  bronchoscopy  for  foreign  bodies:  In  con- 
sidering the  mortality  of  bronchoscopy,  two  facts  stand  out  prominently. 
The  first  is  that  we  should  distinguish  between  the  mortality  of  the 
method  on  the  one  hand,  and  the  mortality  from  the  lack  of  prompt- 
ness and  precision  in  performing  it.  For  instance,  the  reports  of  four  of 
the  fatal  cases  show  that  the  patients  died  upon  the  table  of  asphyxia 
for  want  of  a  prompt  bronchoscopy. 

Ingals,  who  is  a  pioneer  bronchoscopist  of  large  experience,  writes : 
"Owing  to  numerous  cases  that  come  to  my  knowledge  where  inexper- 
ienced men  have  performed  bronchoscopy  with  fatal  results,  and  owing 
also  to  my  recollection  of  the  difficulties  I  experienced  in  the  beginning 
of  this  work,  I  think  it  is  highly  desirable  that  some  statement  be  made 
which  would  deter  the  inexperienced  from  undertaking  these  operations 
needlessly.  I  believe  the  fatalities  with  inexperienced  people  would  run 
between  10  and  20  per  cent  if  all  cases  could  be  collected." 

Von  Eicken  collected  300  cases  of  bronchoscopy  for  foreign  bodies 
up  to  and  including  the  year  1908.  The  total  mortality  from  all  causes 
is  given  as  13.1  per  cent.  His  statistics  show  for  the  pre-broncho- 
scopic  period,  52  per  cent.  This  brought  into  strong  contrast  the  won- 
derful results  of  bronchoscopy  even  in  the  hands  of  beginners,  as  many 
of  the  cases  were,  and  is  a  tribute  to  Killian,  the  father  of  bronchoscopy. 
The  statistics  of  1909  and  1910  were  collected  by  Kahler,  consisting  of 
291  cases  with  a  mortality  of  27,  making  9.G  per  cent.  Of  this  mortal- 
ity, not  a  single  case  could  be  attributed  directly  to  bronchoscopy,  but 
rather  to  the  results  of  the  foreign  body  itself  or  of  blind  methods  of 
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removal  attempted  prior  to  the  bronchoscopy.  The  statistics  of  these 
two  years,  as  compared  with  those  collected  by  Kahler  of  the  time  prior 
to  1909,  show  clearly  the  improvement  in  technic  and  instruments,  as  well 
as  in  the  personal  skill  of  the  various  operators.  As  Brunings  points 
out,  if  it  is  desired  to  get  at  the  exact  mortality  of  bronchoscopy  per  se, 
it  will  be  necessary  to  include  in  statistics  only  the  cases  in  which  the 
foreign  body  has  not  been  long  present,  because  of  the  secondary  changes 
that  take  place  after  a  more  or  less  prolonged  sojourn  of  the  foreign 
body.  In  preparing  a  "Rapport"  for  the  International  Medical  Congress 
(Bib.  270),  the  author  collected  171  cases  of  bronchoscopy  for  foreign 
bodies  done  in  the  United  States  (European  statistics  being  in  charge 
of  the  co-rapporteur,  Prof.  Killian)  by  various  operators.  In  the  171 
cases  there  were  nine  deaths  (5.3  per  cent).  This  does  not  include  four 
deaths  due  to  asphyxia  for  want  of  promptness  in  performing  bron- 
choscopy. Of  these,  loG  were  removed,  140  by  peroral  bronchoscopy, 
22  by  tracheotomic  bronchoscopy.  Of  the  fifteen  unsuccessful  cases, 
twelve  were  failures  to  find  the  foreign  body  known  to  be  present,  and 
onlv  three  were  failures  to  remove  it  when  found.  In  the  twelve  cases 
mentioned  as  failures  to  find  the  foreign  body  are  included  four  in 
which  the  foreign  body  had  been  seen  when  higher  up.  After  escaping 
into  the  deeper,  minute  bronchi  it  could  not  be  re-located  bronchoscop- 
ically,  though  still  showing  in  the  radiograph.  The  statistics  of  the 
author's  own  clinic  and  of  his  cases  elsewhere,  which  are  not  included 
in  the  foregoing,  are  as  follows:  Of  the  last  182  consecutive  cases  of 
bronchoscopy  for  foreign  body  there  was  a  total  of  three  deaths  (1.7 
per  cent)  from  any  cause  whatever  within  one  month,  though  a  few  of 
the  cases  could  not  be  followed  this  long.  Of  the  182  cases  all  were 
peroral  bronchoscopies.  Of  the  182  cases,  the  foreign  body  was  removed 
in  177.  Of  the  five  failures  to  remove  foreign  bodies  known  to  be 
present,  all  were  failures  to  find  a  small  foreign  body  that  was  in  a  small 
branch  bronchus  close  to  the  periphery  of  the  lung.  Two  of  these  cases 
were  recent.  The  percentage  of  the  author's  failures  will  doubtless  in- 
crease in  the  future,  since  he  now  gets  the  cases  upon  which  others  have 
been  unsuccesful  and  doubtless  he  will  be  equally  so;  though  he  has 
hopes  that  the  elsewhere  mentioned  recently  perfected  means  of  locating 
small  bodies  in  small  bronchi  near  the  periphery  will  diminish  for  every 
one  the  number  of  cases  in  which  the  intruder  cannot  be  found. 

Itidicatiom  for  bronchoscopy  in  suspected  foreign  body  cases.  It 
would  be  a  mistake  to  elaborate  many  fine  points  of  distinction  as  to  the 
indications  for  bronchoscopy  in  suspected  foreign  body  cases  for  three 
reasons:  (a)  A  foreign  body  may  be  present  without  any  demonstrable 
signs  or  symptoms,     (b)    In  all  cases  of  doubt  a  bronchoscopy  should 
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be  done  anyway,  (c)  Disease  may  be  found  to  account  for  foreign 
body  symptoms.  The  first  two  reasons  are  so  abundantly  proven  as  to 
need  no  citation  of  cases.  The  third  reason  (c)  may  be  supported  by 
two  cases  selected  from  among  a  number  because  the  bronchoscopic 
diagnosis  was  of  fundamental  therapeutic  importance.  A  man  of  forty 
years  was  referred  to  the  author  for  removal  of  a  wooden  toothpick 
which  was  thought  by  the  patient  to  be  the  cause  of  a  cough  of  sudden 
onset  following  **choking  on  a  toothpick."  No  foreign  body  was  found 
but  an  indurated  ulcer  at  the  carina  lead  to  a  diagnosis  of  lues  which 
was  verified  later.  Mr.  H.  J.  Davis  reports  an  interesting  case  in  which 
a  fourteen-year-old  child  insisted  that  she  could  feel  a  pin  in  her  chest. 
The  radiograph  was  negative  but  on  passing  the  bronchoscope  he  found 
a  diphtheritic  membrane  in  the  trachea  though  none  was  present  higher 
up. 

Acute  disease,  such  as  the  bronchopneumonia  of  children  and  unex- 
plained **edema  of  the  lungs,"  may  in  a  few  cases  suspected  of  foreign 
body  origin  be  indications  for  bronchoscopy. 

The  simulation  of  tuberculosis,  chronic  pleurisy  with  effusion,  bron- 
chitis, asthma,  bronchiectasis  and  other  chronic  lung  affections  by  pro- 
longed sojourn  of  a  foreign  body  renders  bronchoscopy  indicated  in  cer- 
tain cases  of  these  diseases.  Instances  have  been  reported  by  the  author 
and  others  where  these  diseases  have  actually  arisen  secondarily  to  the 
presence  of  a  foreign  body.  Of  course  it  is  not  meant  to  urge  bron^ 
choscopy  for  foreign  bodies  in  all  cases  of  the  diseases  mentioned  except 
bronchiectasis;  but  bronchoscopy  is  indicated  in  any  case  where  there  is 
a  possibility  of  foreign  body  origin  and  in  certain  cases  it  is  indicated  for 
assistance  in  diagnosis  and  treatment  of  the  diseases  independently  of  a 
foreign  body  element.  A  radiograph  may  confirm  or  negative  the  indica- 
tion. This  matter  is  more  fully  considered  in  connection  with  the  prob- 
lems presented  by  bronchial  foreign  body  cases  of  prolonged  sojourn. 
The  various  indications  for  bronchoscopy  in  suspected  foreign  body  cases 
may  be  summed  up  as  follows,  though  this  is  by  no  means  a  complete 
category : 

1.  The  appearance,  in  the  radiograph,  of  a  foreign  body  or  of  any 
suspicious  shadow. 

2.  In  any  case  in  which  there  is  a  clear  history  of  the  patient  hav- 
ing choked  on  a  foreign  body,  and  in  which  the  foreign  body  was  not 
afterwards  found. 

In  this  connection,  it  must  be  borne  in  mind  that  foreign  bodies 
may  be  multiple,  as  in  one  case  of  the  author,  in  which  a  bronchoscopy 
was  not  done  because  after  the  accident  a  gourd  seed  was  found  in  the 
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Stools.    Three  months  later  he  removed  a  gourd  seed  from  the  bronchus. 
The  child  had  been  playing  with  a  whole  mouthful  of  gourd  seeds. 

3.  In  any  case  in  which  there  are  signs  of  stenosis  of  the  trachea 
or  of  a  bronchus. 

4.  Any  case  suspected  of  bronchiectasis. 

5.  In  the  absence  of  any  foreign  body  history,  the  patient  giving 
symptoms  of  pulmonary  tuberculosis,  in  which  the  bacilli  cannot  be  found 
in  the  sputum  and  especially  if  the  physical  signs  are  at  the  base,  par- 
ticularly the  right  base,  and  above  all,  if  there  are  also  physical  signs  of 
pleural  effusion. 

().     In  case  of  doubt,  bronchoscopy  should  be  done  anyway. 

Contra-indications  to  bronchoscopy  for  foreign  bodies.  The  author 
has  had  no  cause  to  modify  his  views  previously  expressed  (Bib.  269), 
namely,  that  there  is  no  absolute  contra-indication  to  bronchoscopy. 
In  some  cases  of  extreme  exhaustion,  for  instance  when  a  patient  who 
has  already  had  too  many  bronchoscopies,  it  may  be  advisable  to  delay 
until  the  patient  recuperates.  Pneumonia  of  any  form  is  certainly  no 
contra-indication.  It  has  been  the  author's  custom  to  remove  the  foreign 
body  even  at  the  height  of  pneumonia,  and  invariably  the  influence  of  the 
removal  of  the  foreign  body  has  been  good,  rather  than  otherwise.  Pul- 
monary abscess  and  other  local  lesions  due  to  the  presence  of  the  foreign 
body  itself,  far  from  being  contra-indications,  are  indications  of  the 
strongest  kind  for  immediate  bronchoscopic  removal  of  the  intruder- 
Gangrene  of  the  lung  is  not  a  contra-indication  to  bronchoscopic  removal 
of  a  foreign  body  unless  the  patient  is  moribund.  Guisez  has  success- 
fully treated  gangrene  of  the  lung  bronchoscopically.  It  goes  without 
saying  that  if  the  patient  is  dying  from  obstruction  due  to  the  foreign 
body,  an  immediate  bronchoscopy  is  indicated ;  but  if  the  patient  is  mori- 
bund from  other  causes,  bronchoscopy  is  contra-indicated  until  the  pa- 
tient has  rallied.  Serious  organic^  disease,  such  as  aneurj'sm,  does  not 
constitute  an  absolute  contra-indication,  for  unless  the  patient's  immedi- 
ate condition  is  serious  from  the  aneurysm,  he  will  live  longer  with  the 
foreign  body  out  than  in.  The  author  has  had  three  foreign  body  cases 
in  each  of  which  a  diagnosis  of  the  vague  syndrome  called  **status  lym- 
phaticus"  had  been  made  by  a  competent  internist,  and  yet  nothing  un- 
usual was  noticed  at  the  bronchoscopy,  nor  afterward.  In  a  number 
of  other  foreign  body  cases  a  slight  degree  of  thymic  compression  was 
noted  incidentally  at  bronchoscopy.  Xo  anesthetic  was  used  in  any  of 
these  cases.  The  author  quite  agrees  with  Clark  that  "status  lymphat- 
icus"  is  no  contra-indication.  W'hen  a  patient  is  in  bad  general  condi- 
tion, but  not  dyspneic,  the  question  arises  whether  it  is  wise  to  wait  for 
the  patient  to  recuperate  before  doing  the  bronchoscopy  for  removal. 


FOREIGN  BODIES  IN  LARYNX  AND  TRACHEA.  249 

The  situation  is  best  illustrated  by  the  following  case :  Three  days  after 
having  aspirated  a  pin,  an  infant  was  sent  from  a  distant  city  where  it 
had  been  subjected  to  an  oral  bronchoscopy  of  one  hour's  duration,  fol- 
lowed by  a  tracheotomy  and  a  tracheotomic  bronchoscopy  of  two  hours' 
duration  on  the  day  after  having  aspirated  the  pin,  involving  an  ether 
anesthesia  of  one  hour's  duration  the  first  day  and  of  two  hours'  duration 
the  second  day.  Then  it  was  subjected  to  a  day's  travel.  When  the 
child  arrived  it  was  quite  exhausted  from  the  various  ordeals  and  the 
interference  with  regular  nutrition.  The  question  arose  whether  under 
these  circumstances  it  were  better  to  do  the  bronchoscopy  at  once  or 
to  wait  for  recuperation.  The  only  objection  to  waiting  was  that  the 
difficulty  of  removal  usually  increases  steadily  with  each  day  that  elapses 
after  the  inspiration  of  a  very  minute  foreign  body  into  a  very  small 
bronchus.  For  this  reason,  immediate  bronchoscopy  was  decided  upon 
and  successfully  executed  through  the  mouth.  There  was  no  increase 
in  the  exhaustion  and  the  child  rallied  well  and  was  sent  home  a  few 
days  later.  Had  the  foreign  body  been  of  larger  size,  instead  of  in  a 
small  bronchus  which  could  have  easily  swollen  shut  by  a  few  days 
longer  wait,  the  author  and  his  medical  advisors  would  have  decided  on 
waiting  for  the  child  to  rally  before  subjecting  it  to  any  further  ordeal. 
Fortunately,  we  were  able  to  do  the  work  without  anesthesia.  Had  a 
general  anesthetic  been  required,  it  doubtless  would  have  involved  very 
great  risk  in  the  exhausted  condition  of  the  child.  Had  dyspnea  been 
present,  of  course  immediate  bronchoscopy  would  have  been  obligatory 
and  no  question  of  delay  could  have  been  considered  for  one  moment.  In 
view  of  such  experiences  as  these,  the  author  feels  that  the  question 
should  be  decided  on  the  following  basis:  In  cases  without  dyspnea, 
where  a  large  foreign  body  is  present  in  a  child  very  much  exhausted 
from  any  cause,  it  is  better  to  wait,  under  careful  watching,  for  recupera- 
tion; and  if  general  anesthesia  is  to  be  used,  it  is  quite  imperative  to 
wait.  If,  on  the  other  hand,  the  foreign  body  is  of  the  nature  of  a  small 
pin  or  needle  that  has  invaded  a  very  small  bronchus  far  out  toward 
the  periphery  of  the  lung,  it  is  better  to  proceed  at  once  without  any  an- 
esthesia, general  or  local.  If  there  is  dyspnea  present,  immediate  bron- 
choscopy is  absolutely  imperative,  and  it  must  be  done,  without  any  an- 
esthesia, general  or  local.  We  are,  of  course,  speaking  of  children  only ; 
in  adults  there  would  be  little  or  no  danger  in  the  use  of  a  local  anes- 
thetic. In  passing,  it  may  be  mentioned  that  in  cases  such  as  the  one 
cited  above,  the  inefficiency  of  the  infantile  cough  in  the  removal  of  se- 
cretions must  be  borne  in  mind  as  mentioned  under  '^Drowning  of  the 
patient  in  his  own  secretions." 
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Choice  of  time  to  do  bronchoscopy  for  a  foreign  body.  The  choice 
of  time  to  operate  is  as  soon  as  possible  after  the  accident.  The  difficul- 
ties of  removal  increase  steadily  from  that  time  onward.  The  bronchi 
will  swell  shut  and  the  orifices  will  be  entirely  obliterated  temporarily 
by  edema,  later  by  the  organization  of  granulation  tissue,  or  the  granula- 
tion tissue  will,  by  its  bleeding,  render  much  more  difficult  the  bronchos- 
copic  removal,  or  the  secondary  changes,  such  as  strictures,  will  enor- 
mously increase  the  difficulties.  The  patient's  health  will  deteriorate, 
making  him  a  less  favorable  subject  for  bronchoscopy,  and  occasionally 
the  foreign  body  may  escape  from  the  bronchus  into  the  tissues,  though 
this  is  a  rare  accident.  In  case  of  bodies  liable  to  expand  or  become 
friable  by  absorption  of  moisture,  as  dried  beans,  peas,  maize  and  the 
like,  every  moment  lost  decreases  the  patient's  chances.  This  does  not 
justify  hasty  or  ill-planned  efforts  without  equipment;  but,  as  Emil 
Mayer  says,  **Such  a  patient  should  be  looked  upon  as  constituting  an 
emergency  case  to  be  operated  upon  at  once."  Solid  bodies  that  by 
their  shape  are  apt  to  occlude  a  bronchus,  even  though  they  do  not 
swell,  are  to  be  operated  upon  at  once,  also,  because  of  the  serious  effect 
of  atelectasis  and  stagnation  of  secretion  below  the  intruder,  and,  most 
important  of  all,  because  of  the  drawing  downward  of  the  foreign  body 
by  negative  pressure  which,  with  the  swelling  of  the  mucosa  above  as 
shown  in  Fig.  182,  makes  removal  more  and  more  difficult  the  longer 
the  delay. 

The  duration  of  a  bronchoscopy.  Endoscopists  are  now  agreed  that 
prol(^nged  bronchoscopy  in  children  is  inadvisable  and  that  a  number  of 
shorter  sittings  is  safer.  This  has  no  reference  to  the  ques- 
tion of  subglottic  edema  which  will  be  separately  considered.  The 
author  has  frequently  prolonged  bronchoscopy  to  one  hour's  duration  in 
children ;  but  as  a  rule,  a  half  hour  from  the  time  the  bronchoscope 
passes  through  the  lar\mx,  should  be  the  limit  except  in  exceptional  in- 
stances, in  a  child  under  two  years  of  age.  Over  two  years  of  age,  a 
bronchoscopy  of  an  hour,  without  anesthesia,  general  or  local,  is  prac- 
tically without  risk.  Drug  shock,  especially  the  paralyzing  effect  mor- 
phine and  chloroform  have  on  the  respiratory  center,  renders  a  bronchos- 
copy of  over  fifteen  minutes*  duration  hazardous.  In  an  adult,  the  author 
has,  in  one  instance,  prolonged  the  bronchoscopy  to  three  and  a  half 
hours,  using  a  very  little  bit  of  cocaine  solution  a  number  of  times,  ap- 
plied only  to  the  neighborhood  of  a  foreign  body  in  the  bronchus. 

This  matter  of  duration  is  so  important,  and  is  so  greatly  influenced 
by  various  factors,  that  it  is  quite  necessary  for  bronchoscopists  to  re- 
cord the  duration  of  their  endoscopies  in  order  to  get  data  for  a  work- 
ing basis.    The  author  has  such  a  record  for  most  of  his  cases. 
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The  endoscopic  appearances  of  foreign  bodies  in  the  air  passages. 
Those  who  have  never  tried  it  may  not  realize  that  the  endoscopic  de- 
tection of  a  foreign  body  is,  even  when  presented,  not  always  easy  to 
the  inexperienced.  Prolonged  training  will  enable  the  experienced  endo- 
scopist instantly  to  recognize  any  departure  from  the  normal,  even  though 
the  exact  nature  of  the  condition  may  not  be  at  once  realized.  This 
is  a  valuable  time-saving  acquisition  to  be  striven  for.  It  must  be  re- 
membered that,  as  is  well  known  to  all  artists,  color  depends  largely 
on  the  intensity,  quality  and  direction  of  the  illumination.  Moreover,  it 
is  often  not  the  true  color  of  the  foreign  body  itself  that  presents,  but 
the  foreign  body  as  seen  through  a  filmy  coating  of  secretions  which  may 
be  tinted  with  pus,  blood  or  dissolved  material  from  the  foreign  body 
itself.  Therefore,  the  tube  must  be  advanced  slowly  and  carefully,  all 
secretions  being  sponged  away  ahead  of  the  tube-mouth  so  that  the  wall 
as  well  as  the  lumen  can  be  carefully  studied,  not  for  the  foreign  body 
alone,  but  for  evidences  of  traumatism  or  inflammatory  lesions  due  to 
its  presence.  As  stated  above,  the  color  of  a  foreign  body  as  seen  endo- 
scopically,  varies  with  the  degree  of  illumination.  As  a  rule,  however, 
iron  and  steel  bodies  look  black  even  after  a  few  days'  sojourn,  no 
matter  how  highly  polished  they  may  have  been  when  they  entered. 
Nickel-plated  objects,  as  a  rule,  do  not  tarnish  so  readily.  Silver  ob- 
jects turn  black  very  quickly,  just  as  steel  and  iron  bodies  do.  Brass 
substances  corrode  quickly  and  soon  look  dark  brown  or  black.  The 
glint  even  of  nickel-plated  bodies  is  soon  dulled  by  secretions,  so  that 
taking  it  all  in  all,  the  endoscopist  will  usually  find  all  sorts  of  foreign 
bodies  to  be  grey,  or,  more  often,  almost  black  in  color,  with  the  excep- 
tion of  very  recently  aspirated  brass,  gold  and  bright  copper  substances, 
which  may  show  for  a  few  days  in  nearly  their  natural  colors.  As  a  rule, 
however,  the  bronchoscopist  who  is  looking  for  a  brightly  shining,  whit- 
ish glint  will  be  deceived  by  the  refraction  of  air  bubbles  and  the  spurs 
at  the  giving  off  of  the  diflferent  branch  bronchi.  As  pointed  out  by 
Waggette  (Bib.  567),  it  is  necessary  urgently  to  warn  the  beginner 
not  to  mistake  the  sharp,  white,  cartilaginous  division  between  two 
branches  for  a  foreign  body.  With  a  corroded  steel  or  iron  body,  show- 
ing black,  this  is  not  likely  to  occur ;  but  if  the  operator  has  in  mind  the 
bright  silvery  whiteness  of  the  ordinary  pin,  for  instance,  he  is  very  apt 
to  make  such  a  mistake  as  Mr.  Waggette  warns  against.  As  shown  by 
D.  R.  Patterson  (Bib.  439),  the  natural  color  of  a  foreign  body  may  be 
such  as  to  render  its  contrast  with  the  surrounding  mucosa  so  sligjht 
as  to  make  prompt  recognition  difficult.  This  is  an  important  point  to 
keep  in  mind. 
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Bronchoscopic  finding  of  a  foreign  body  in  the  trachea-bronchial 
tree.  Finding  a  large  foreign  body  recently  aspirated  presents  no  espe- 
cial difficulties.  One  of  long  sojourn  may  be  hidden  by  secondary  pro- 
cesses; and  the  problem  then  presented  will  be  separately  considered. 
Small  foreign  bodies  are  in  some  cases  very  difficult  to  find.  Not  be- 
cause of  any  difficulty  in  seeing  a  minute  object  when  such  objects  can 
be  brought  in  line  with  the  observer's  eye,  but  because  small  foreign 
bodies  may  be  located  '*around  the  comer"  in  a  small  branch  bronchus, 
into  which  we  do  not  directly  look.  When  a  small  foreign  body,  such 
as  a  needle  or  a  pin,  has  penetrated  a  small  bronchus,  there  may  be  se- 
cretions emerging  from  the  little  bronchial  branch  that  will  betray  the 
presence  of  the  pin,  but  quite  as  often  there  is  nothing  in  the  way  of 
local  appearances  to  guide.  Under  such  circumstances,  the  methods  of 
localization  referred  to  in  a  previous  chapter  should  be  used  to  limit 
the  number  of  bronchi  to  be  searched  to  a  very  few.  In  the  absence 
of  such  means,  it  certainly  is  not  justifiable  to  search  every  bronchus  in 
the  entire  lobe,  and  still  less  is  it  justifiable  to  go  with  the  forceps  or 
probe  into  every  bronchus.  Having  narrowed  down  the  number  of  small 
bronchi  to  be  searched  to  a  few,  each  of  the  few  orifices  must  be  looked 
into  in  the  manner  shown  in  the  schema  Fig.  ITZ.     Tlie  bronchoscope, 

B,  is  introduced  as  far  as  possible  into  the  inferior  lobe  bronchus  and  the 
endoscopist  sees  ahead  the  orifices  of  two  or  more  branches,  (D.)  none 
of  which,  however,  shows  any  evidence  of  invasion  of  the  pin,  which  is 
below  the  level  of  the  visual  axis,  and  is  hidden  by  the  intervening  tissue, 

C.  When  we  have  reason  to  suspect  such  a  condition  of  affairs  from 
the  radiographic  localization,  either  by  the  radiograph  with  film  overlay, 
or  by  radiograph  with  the  bronchoscope  in  position,  the 
tissue,  C,  must  be  pushed  backward  out  of  the  way  by  the  lip  of  the 
bronchoscope.  In  doing  this,  it  is  necessary  to  raise  the  head  of  the 
patient  and  in  certain  instances  it  will  be  necessary  to  raise  the  head 
and  shoulders,  the  head  being  flexed  forward  on  the  thorax.  In  this 
position,  the  bronchoscope,  as  shown  at  AI.  will  afford  a  view  of  the 
point  of  the  pin  (E.).  The  large  amount  of  resiliency  of  the  bronchial 
tissues  permits  of  such  manipulation  without  injury,  provided  the  manip- 
ulations are  gentle.  It  is  very  easy  to  rupture  a  bronchus  by  pushing 
the  tube  with  too  much  pressure  into  a  bronchus  not  sufficientlv  large 
to  admit  the  tube.  Blind  probing  for  exploration  of  bronchi  suspected 
to  contain  the  intruder  is  dangerous  unless  done  with  extreme  caution. 
If  any  orifice  seems  at  all  suspicious  the  conical-ended  bronchoscope 
(Fig.  IH)  may  be  used,  or  a  closed,  plain,  straight  forceps  (Fig.  28) 
may  be  introduced  carefully  as  a  probe.  If  the  intruder  is  felt  the  for- 
ceps jaws  may  be  expanded  and  the  foreign  body  seized,  but  great  care 
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must  be  used.  Under  no  circumstances  should  strong  traction  be  made. 
In  minute  bronchi  a  foreign  body  is  rarely  firmly  fixed  because  its 
distal  part  is  necessarily  small  or  it  could  not  have  entered.  If  a  spur 
between  two  bronchial  openings  is  grasped,  slight  traction  will  give  an 
elastic  sensation  that  can  readily  be  recognized  as  quite  different  from 
the  yielding  of  a  foreign  body  that  is  free  to  move.  Of  course,  a  pin 
whose  point  is  upward,  as  practically  all  are,  may  stick  into  the  bron- 
chial wall,  preventing  withdrawal.  This  would  give  the  same  sensation 
of  elasticity,  which  is  due  to  the  elastic  mobility  of  the  lung.    This  blind 
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Fig.  1/2.  Schema  illustrating  the  author's  method  of  bringing  into  view  a 
pin  (A)  located  "around  the  corner,"  and  hidden  by  the  tissue  (C)  from  the  ob- 
server, who,  in  looking  through  the  bronchoscope,  B,  sees  only  empty  orifices  (D). 
By  raising  the  patient's  head  very  high,  the  lip,  L,  of  the  bronchoscope  displaces 
the  tissue,  C,  permitting  the  observer  to  see  the  point  of  the  pin  as  at  E.  The 
schema  was  drawn  by  the  author  after  thus  finding  a  pin  in  a  small  dorsal  branch 
of  the  inferior  lobe  bronchus.  He  has  used  the  principle  many  times  since  in 
branches  diverging  at  various  angles  and  twice  in  the  upper-lobe  bronchus. 


groping  is  dangerous.  Particular  care  must  be  used  not  to  mistake 
the  grating  sensation  of  the  probing  forceps  sliding  over  the  inner  wall 
of  the  bronchoscope  for  the  contact  of  a  foreign  body.  Under  no  cir- 
cumstances is  it  justifiable  to  use  toothed  forceps  for  probing. 

When  a  pin  is  located  so  as  to  have  its  long  axis  corresponding  to 
the  long  axis  of  the  bronchoscope,  the  point  of  the  pin  presenting  toward 
the  operator,  the  pin  may  be  difficult  to  see,  though  as  a  rule  there  is 
movement  enough  to  the  whole  tree  to  throw  the  pin  at  various  angles 
so  that  it  is  only  for  a  moment  that  the  pin's  axis  exactly  coincides  with 
the  visual  axis.     Usually  also,  the  color  of  the  pin  is  black  from  cor- 
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rosion.  A  very  recently  aspirated  bright  pin  may,  however,  be  mistaken 
for  a  string  of  mucus  or  a  division  spur.  Much  more  often,  however, 
the  reverse  mistake  is  made;  the  white  line  of  a  spur,  or  a  thread  of 
mucus  is  thought  to  be  the  foreign  body,  until  the  eye  has  become  edu- 
cated to  these  illusions. 

It  is  a  mistake  to  be  constantly  withdrawing  and  inserting  the  bron- 
choscope. The  author  in  208  cases  of  foreign  body  in  the  bronchus  did 
not  remove  the  bronchoscope  in  a  single  instance  until  entirely  through 
with  the  bronchoscopy.  This  is  not  mentioned  boastfully  but  to  correct 
the  prevalent  misunderstanding  of  the  subject.  The  author  cannot 
bring  to  mind  any  reason  why,  starting  with  a  properly  selected  tube, 
the  bronchoscope  should  be  removed.  It  is  a  time-wasting  procedure 
even  if  it  does  take  but  a  few  moments.  If  there  should  be  any  trouble 
with  the  light,  the  light  carrier  can  be  withdrawn ;  but  this  should  not 
be  necessary  more  often  than  once  in  thirty  or  forty  cases ;  and  not 
oftener  than  once  an  hour  in  any  case.  Properly  illuminated,  the  life 
of  a  lamp  is  about  40  hours.  The  sponging  away  of  secretions  from 
the  field  keeps  the  lamp  clean  at  the  same  time,  as  previously  explained. 

Negative  endoscopic  findings  in  foreign  body  cases.  Many  cases 
come  to  the  endoscopist  erroneously  believing  that  a  foreign  body  has 
lodged  in  their  anatomy.  These  cases  may  or  may  not  need  endoscopic 
search  as  herein  elsewhere  indicated;  but  if  searched  it  should  be  thor- 
oughly done.  There  is  another  class  of  negative  cases,  in  which  the 
foreign  body  has  probably  been  present  at  some  time  or  other.  These 
require  very  careful  work.  In  the  trachea  and  bronchi,  evidence,  in  the 
form  of  local  reaction,  justifies  the  most  careful  and  persistent  search, 
because  the  chances  are  all  in  favor  of  the  foreign  body  still  being  pres- 
ent, possibly  hidden  in  swollen  mucosa  or  in  a  closed-off  bronchus,  either 
of  the  same  side  or  even  on  the  other  side.  In  other  words,  traumatism 
or  reaction  found  in  a  bronchus  indicates  that  the  foreign  body  is  pres- 
ent, but  it  does  not  necessarily  localize  it  to  the  side  on  which  the 
traumatism  is  seen,  because  of  the  well  known  tendency  of  foreign  bodies 
that  are  free  to  knock  in  the  air  passages  to  be  aspirated  into  the  op- 
posite side.  In  all  cases  of  doubt  as  to  the  localization  of  the  foreign 
body  we  must  do  a  bronchoscopy  as  well  as  an  esophogoscopy,  doing 
first  the  one  indicated  by  the  preponderance  of  evidence.  Furthermore, 
in  any  case  wdiere  all  the  data  point  almost  conclusively  to  the  foreign 
body  being  in  the  esophagus  or  in  the  air  passages,  as  the  case  may  be, 
and  failing  to  find  it  in  the  search  of  the  one,  we  must  then  search  the 
other  before  giving  a  positive  opinion  that  a  foreign  body  is  not  present, 
because  none  of  our  diagnostic  means  are  absolutely  reliable  negatively. 
In  the  esophagus   both   pyriform  sinuses   and   the   sub-cricopharyngeal 
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space  must  be  searched  with  a  large  tube  or  speculum.  The  possibility 
of  sharp-pointed  bodies  having  wandered  out  through  the  esophageal 
wall  must  be  borne  in  mind.  Such  bodies  usually  are  metallic  and  hence 
radiographically  discoverable;  but  occasionally  a  rib  bone  of  a  fish  will 
thus  wander  and  will  not  show.  The  author  had  one  such  case,  also  a 
case  of  a  toothbrush  bristle.  In  none  of  these  was  an  esophagoscopy 
done.  Mr.  E.  D.  Davis  reports  the  case  of  a  boy  with  a  pin  that  could 
not  be  found  esophagoscopically,  but  which  seemed,  radiographically, 
to  be  in  the  retropharyngeal  space.  In  conclusion  we  may  say  that  no 
case  can  be  considered  to  have  been  endoscopically  explored  unless  the 
trachea,  right  and  left,  main,  inferior  and  upper  bronchi  and  the  middle 
lobe  bronchus  (present  on  the  right  side  only)  shall  have  been  examined, 
to  the  greatest  depth  reachable.  Nor  are  we  ready  to  give  a  negative 
opinion  then.  The  hypopharynx  and  esophagus  must  be  explored  from 
the  arytenoids  to  the  stomach.  This,  however,  must  not  be  misconstrued 
into  advising  that  thorough  exploration  must  be  completed  at  one  seance. 
Inasmuch  as  we  know  that  certain  foreign  bodies,  such  as  small  pins, 
may  be  present  in  the  bronchi,  as  shown  by  the  radiograph,  and  yet  not 
be  discoverable  by  bronchoscopy,  how  shall  we  be  certain,  in  case  of 
a  foreign  body  not  opaque  to  the  ray,  that  it  is  not  present  on  the  strength 
of  not  being  able  to  find  it  bronchoscopically.  If  the  foreign  body  is  of 
such  small  size  that  it  can  enter  a  small  bronchus  far  out  at  the  peri- 
phery, it  is  impossible  to  be  certain.  If,  on  the  other  hand,  the  history 
mentions  a  nonfriable  foreign  body  of  such  size  that  it  cannot  enter  a 
bronchus  too  small  for  a  bronchoscope  to  follow  it,  we  may  be  certain, 
after  a  careful  search,  that  it  is  not  present  if  not  found.  If  the  body  is 
liable  to  be  comminuted  by  maceration  this  does  not  hold  absolutely 
true.  One  other  point  which  will  aid  sometimes  in  deciding  the  question 
is  that  we  may  be  able  to  state  from  the  appearances  of  reaction  around  a 
small  bronchus,  that  it  probably  contains  a  foreign  body.  This  is  only 
available,  however,  when  there  has  been  no  previous  bronchoscopy  which 
could  have  caused  irritation  by  probing  that  bronchus,  and  of  course  the 
error  must  be  avoided  of  mistaking  traumatism  of  a  foreign  body  which 
had  been  coughed  up  for  the  traumatism  of  the  reaction  of  a  foreign  body 
which  is  still  present. 

Oral  or  tracheotomic  bronchoscopy.  Which?*  Unfortunately  the 
statement  has  crept  into  the  literature  that  in  infants  or  small  children 
it  is  preferable  to  do  a  tracheotomic  bronchoscopy.  In  the  opinion  of 
the  author  this  is  due  to  two  things :  1.  The  ignoring  of  the  precautions 
mentioned  under  subglottic  edema.    2.  The  fact  that  when  this  statement 

'Abstracted  from  the  author's  Rapport  at  the  International  Medical  Congress, 
London,  1913. 
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was  originally  made,  illumination  was  not  in  the  relatively  perfect  condi- 
tion that  is  seen  on  the  instruments  of  to-day.     In  making  this  state- 
ment, the  author  hopes  he  will  not  be  misunderstood  as  referring  to  any 
difference  between  distal  and  proximal  illumination.     He  means  simply 
that  the  light  on  all  forms  of  instruments  to-day  is  far  superior  to  what 
it  was  in  the  early  days.    At  that  time  it  made  a  great  difference  whether 
the  tube  was  a  long  or  a  short  one.     To-day,  it  is  questionable  whether 
anyone  can  tell  by  looking  through  the  lumen  whether  the  tube  is  30 
cm.  or  50  cm.     The  author  has  often  tested  this  and   found  the  ob- 
server unable  to  tell  with  a  pair  of  concealed  tubes  which  was  the  longer 
and  which  was  the  shorter,  even  though  one  was  an  80  cm.  gastroscope. 
Therefore,  a  short  tube  has  no  advantage  so  far  as  illumination  is  con- 
cerned.    In  regard  to  the  manipulation  of  forceps,  etc.,  an  additional 
length  of  10  to  14  cm.  is  of  no  advantage  whatever.     It  is  true  that  a 
somewhat  larger  tube  can  be  used  through  a  tracheotomic  wound  than 
through  the  glottis  with  safety  to  the  subglottic  structure,  but  Dr.  Ellen 
J.  Patterson  and  the  author  have  found  that  a  tube  of  4  mm.  internal 
diameter  is  amply  large  for  delicate  manipulations  under  the  guidance 
of  the  eye.  such  as  the  placing  of  a  hook  through  the  eye  of  a  shoe-but- 
ton in  the  bronchus  of  a  child  six  months  of  age.     If  one  is  not  accus- 
tomed  to   work   through   small   tubes,   doubtless   it   is   better   to   do   a 
tracheotomic  bronchoscopy  than  to  force  a  large  tube  through  the  larynx. 
In  upper  lobe  bronchoscopy,  almost  as  favorable  an  angle  can  be  ob- 
tained by  shifting  the  tube  to  the  opposite  corner  of  the   mouth,  as 
could  be  obtained  by  a  tracheotomic  bronchoscopy,  provided  the  assist- 
ant holding  the  head,  and  the  operator  have  worked  years  together  so 
that  they  co-operate  and  the  head  of  the  patient  is  carried  along  with 
the  tube  to  the  extreme  opposite  i)osition  from  the  lobe  to  be  explored. 
All  of  these  things  are  readily  demonstrated  on  the  patient,  but  unfor- 
tunately the  statements  in  the  early  literature  have  led  men  into  hasty 
tracheotomy  rather  than  to  develop  the  necessary  technic  to  w-ork  with 
exceedingly  small   tubes  and  to  avoid  damage  to   the   subglottic  area 
Out  of  7<m;  bronchoscopies  for  all  purposes,  no  one  in  the  author's  clinic 
has  ever  done  a  tracheotomy   for  the  purpose  of  bronchoscopy.     One 
tracheotomic  bronchoscopy  done  by  the  author  for  a  foreign  body  was 
in  a  case  where  the  general  surgeon  had  already  done  a  tracheotomy  for 
the  compressive  stenosis  due  to  a  goitre.     In  that  case  the  author  failed 
to  find  the  foreign  body,  a  small   pin.     In  one  other  case,  also  in  his 
early  work,   he   did   a  treacheotomic   bronchoscopy   in   a    foreign  body 
case  tracheotomized  for  dyspnea.       Both  cases  failed  to  convince  the 
author  that  there  is  any  advantage  in  the  tracheotomic  route.       With 
these  two  excci)tions,  it  has  always  been  our  custom  to  insert  the  bron- 
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choscope  through  the  mouth,  even  in  the  cases  already  tracheotomized 
for  dyspnea.  Very  often  patients  come  in  with  such  severe  dyspnea 
that  it  is  unwise  to  leave  them  over  night  without  a  tracheotomy.  In 
such  cases,  the  absolute  rule  in  tracheal  surgery  to  do  a  tracheotomy 
always  early,  never  late,  is  followed;  but  in  the  first  management  of 
the  case  we  have  always  found  that  a  bronchoscope  introduced  through 
the  mouth  is  much  better  for  the  temporary  relief  of  dyspnea,  insuffla- 
tion of  oxygen,  etc.  In  foreign  body  cases  previously  tracheotomized 
the  bronchoscope  introduced  through  the  mouth  we  have  found  much 
more  freely  manipulated  and  much  more  satisfactory  to  work  with  be- 
cause the  patient's  head  is  very  much  less  in  the  way,  and  all  of  the 
movements  and  manipulations  are  the  usual  ones  in  peroral  endoscopy. 
The  author  hopes  the  foregoing  will  not  be  regarded  as  boasting. 
He  feels  sure  that  other  endoscopists  just  simply  have  not  tried  oral 
bronchoscopy  in  infants,  but  have  been  misled  by  early  statements  based 
upon  different  conditions,  and  especially  different  instruments.  The 
production  of  subglottic  edema  by  oral  bronchoscopy  in  children  was 
due  to  faulty  position,  too  large  tubes  and  other  preventable  factors 
that  will  be  considered  in  a  later  section.  The  preference  of  some  op- 
erators for  tracheotomic  bronchoscopy  has  been  due  to  the  erroneous 
position  of  the  head  used  in  oral  bronchoscopy.  As  elsewhere  mentioned, 
the  direction  of  the  trachea  is  backward  as  well  as  downward.  It  fol- 
lows that  a  tube  introduced  through  the  anterior  part  of  the  neck  will 
necessarily  be  of  a  great  advantage  compared  tc  a  tube  which  is  intro- 
duced through  the  mouth  if  the  head  of  the  patient  is  very  low.  If,  on 
the  other  hand,  the  head  (recumbent)  is  very  high,  there  is  absolutely 
no  advantage  in  direction  in  the  tracheotomic  route.  The  head  has 
usually  been  held  too  low  in  oral  bronchoscopy.  Figure  1G2  illustrates 
the  needlessness  of  tracheotomy  so  far  as  reaching  a  foreign  body  is 
concerned  (it  was  necessary  in  this  case  for  other  reasons).  The 
bronchoscope  shown  in  the  radiograph  is  passed  through  the  mouth 
and  shows  the  bronchoscope  at  a  farther  angle  toward  the  periphery 
than  was  necessary  to  reach  the  pin.  A  tracheotomy  had  been  done  by 
the  previous  operator  in  the  hope  that  a  tracheotomic  bronchoscopy  might 
succeed  when  he  failed  at  an  oral  bronchoscopy.  The  author  worked 
through  the  mouth  only,  and  while  he  was  equally  unsuccessful  in 
finding  the  pin,  the  point  here  made  is  that  so  far  as  reaching  a  foreign 
body  is  concerned  there  is  absolutely  no  advantage  in  angle  by  the 
tracheotomic  route.  The  radiograph  was  not  made  for  the  purpose 
of  demonstration  but  as  an  aid  to  the  working  out  of  the  problems  in 
that  particular  case.  Had  demonstration  been  the  object,  the  distal  end 
of  the  bronchoscope  could  easily  have  been  moved  out  to  the  patient's 
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left  beyond  the  heart  shadow,  there  being  absolutely  nothing  in  the 
oral  route  to  prevent  such  an  angle.  So  far  as  any  advantage  in  lateral 
movement  is  concerned,  the  error  has  been  made  of  not  realizing  the 
wide  range  rendered  available  by  the  Boyce  position.  The  range  is 
shown  schematically  in  Fig.  135  and  actually  in  the  living  patient  in 
Figures  13()  and  162.  Sharp  foreign  bodies,  especially  those  with  hooked 
extremities,  or  such  as  may  require  a  complicated  procedure  for  re- 
moval, do  not  demand  a  tracheotomy,  but  simply  more  careful  work. 
In  the  hands,  however,  of  the  endoscopically  inexperienced,  it  is  per- 
fectly justifiable  in  such  cases  to  do  a  tracheotomy;  and  it  should  by 
all  means  be  done  in  preference  to  rough  and  violent  removal  after  an 
indiscriminate  forceps  seizure  of  the  foreign  body  at  any  point  that 
may  present.  Extremely  large  foreign  bodies  do  not  necessarily  demand 
tracheotomic  bronchoscopy.  Any  intruder  that  has  gone  down  through 
the  glottis  can  be  brought  up  the  same  way,  if  turned  to  the  position 
of  least  resistance.  Thymic  tracheostenosis,  thyroid  anomaly,  acute  or 
chronic  laryngeal  stenosis  and  many  other  conditions  may  demand 
tracheotomy  and  the  author  would  be  the  last  one  in  the  world  to  argue 
against  its  prompt  and  early  performance.  But  in  this  chapter  are  pre- 
sented reasons  why  it  is  needless  for  the  passage  of  a  bronchoscope.  It 
conclusion  the  author  would  strongly  urge  the  bronchoscopist  not  to 
resort  to  tracheotomic  bronchoscopy  at  the  second  trial.  If  the  first  bron- 
choscopy is  not  successful  after  fifteen  or  twenty  minutes  in  a  child  it  is 
better  to  desist,  wait  a  few  days  and  repeat  the  oral  bronchoscopy  at 
least  twice  before  resorting  to  the  tracheotomic  route.  The  author  feels 
sure  that  a  large  number  of  the  reported  cases  where  the  first  bron- 
choscopy was  oral  and  the  second,  tracheotomic,  the  second  broncho- 
scopy would  have  been  just  as  successful  if  it  also  had  been  oral.  On 
the  other  hand,  the  author  regards  tracheotomy  as  perfectly  justifiable 
in  any  case  in  which  the  surgeon  in  charge  deems  tracheotomy  for  any 
reason  whatsoever  indicated  for  the  best  interests  of  the  patient.  In 
stating  his  personal  views  he  recognizes  the  advisability  of  everyone  de- 
ciding such  questions  for  himself,  apropos  of  the  particular  case. 

COMPLICATIONS  AND  AFTER-KFnCCTS  OF  BRONCHOSCOPY. 

After-care  in  endoscopic  foreign-body  cases.  All  foreign-body  cases 
should  have  a  special  nurse  night  and  day  so  that  a  careful  watch  may 
be  maintained  at  all  times.  The  possibility  of  the  patient  drowning  in 
his  own  secretions,  or  of  respiratory  arrest,  should  be  borne  in  mind  and 
under  no  circumstances  whatever  should  the  patient  be  permitted  to 
leave  the  hospital  before  all  danger  of  complications  is  over.  In  the 
majority  of  cases  the  patient  could  go  home  the  same  evening  without 
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injurj-  but  occasionally  complications  may  occur  and  it  is  better  to  be 
on  the  safe  side. 

General  reaction.  There  is  in  the  majority  of  instances  no  gen- 
eral reaction  following  a  bronchoscopy  in  a  patient  whose  temperature, 
pulse  and  respiration  are  normal  at  the  beginning.  Occasionally  there  is 
a  reaction  to  100^  F.  The  chart  in  such  a  case  is  reproduced  in 
Fig,  173,     If.  however,  bronchopneumonia,  septic  pneumonia  and  other 
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seen  after  bronchoscopic  foreign  body 
temperature,  pulse  and  respiration  before  oper- 


acute  conditions  are  present,  we  may  have  a  severe  reaction,  though 
it  is  very  rarely  fatal.  Lesser  degrees  of  virulence  of  infective  in- 
flammation present  prior  to  bronchoscopy  may  produce  only  moderate 
reaction  as  shown  in  Fig.  174,  which  is  quite  typical.  Out  of  31  cases 
of  children  in  which  the  larynx  and  trachea  seemed  to  be  perfectly  nor- 
mal, but  in  which  a  foreign  body  was  found  in  the  bronchi,  there 
was  no  reaction  in  any  instance.     The  temperature  did  not  rise  to  100 
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in  any  but  one  case  and  the  children  seemed  normal  in  every  way  as 
to  breathing,  appetite,  and  general  condition.     In  one  instance   there 
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Fig.  174,     Chart  after  bronclioscopic  foreign  body  removal  in  a  ease  in  which 
there  existed  previously  a  moderately  virulent  infective  tracheobronchitis. 

was  a  rise  in  temperature  to  10,').  As  there  was  in  this  instance  no 
cough,  no  hoarsenes,  marked  respiratory  rise  nor  other  sign  pointing  to 
the  air  passages,  but  on  the  other  hand  gastro-intestinal  disturbances. 
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which  were  promptly  relieved,  followed  by  prompt  subsidence  of  the  tem- 
perature elevation,  Dr.  Price  concluded  that  the  condition  was  one  of  gas- 
tro-enteric  trouble  and  not  a  reaction  from  bronchoscopy.  On  the  pther 
hand,  in  another  group  of.  20  cases,  which,  on  first  examination,  were 
seen  to  have  an  intense  laryngitis  or  tracheo-bronchitis,  either  from 
previous  attempts  at  removal  or  from  the  foreign  body  being  thrown 
about  the  interior  of  the  air  passages,  there  was  a  prompt  reaction  fol- 
lowing the  bronchoscopy  with  a  rise  of  from  one  to  two  degrees  in  the 
already  elevated  temperature.  This  rise  and  the  reaction  was  most  se- 
vere in  the  cases  associated  with  copious  pus  formation.  In  three  of 
these  cases  a  peanut  kernel  was  the  offending  substance,  and  this  par- 
ticular foreign  body  seems  to  have  a  peculiarly  irritating  effect  upon  the 
mucosa  of  the  lower  air  passages.  From  the  foregoing  statistics,  as  well 
as  from  the  general  recollections  of  clinical  observations,  the  author 
feels  justified  in  the  following  conclusions: 

1.  Bronchoscopy  carefully  done  in  children,  without  an  anesthetic, 
general  or  local,  is  unassociated  with  any  reaction  worthy  of  consid- 
eration, provided  the  child  beforehand  is  normal  as  to  temperature,  pulse, 
respiration  and  nearly  so  as  to  the  local  conditions  in  the  larynx,  trachea 
and  bronchi,  and  provided  the  technic  is  strictly  aseptic. 

2.  General  systemic  reaction  including  temperature  elevation,  ad- 
vance in  pulse  rate  and  respiratory  frequency  may  be  anticipated  in  any 
case  where  the  temperature  is  already  above  100,  and  especially  in  such 
cases  as  have  a  severe  local  inflammatory  condition  in  the  larynx,  trachea 
or  bronchi. 

3.  The  most  severe  reactions  are  due  to  absorption  through  abra- 
sions of  the  epithelium.  These  abrasions,  when  occurring  from  the  for- 
eign body,  cannot,  of  course,  be  avoided,  but  abrasions  in  bronchoscopy, 
except  in  exceedingly  complicated  removals,  need  not  occur  if  great 
care  be  taken,  not  only  in  the  performance  of  bronchoscopy,  but  also 
beforehand,  to  see  that  all  of  the  instruments  are  free  from  roughness 
and  sharp  corners  or  angles.  Von  Schrotter  (Bib.  505)  reports  a  rise 
of  pulse  to  140  with  rapid,  irregular  heart  action  but  without  dyspnea, 
due  to  the  patient  having  swallowed  a  considerable  amount  of  air  during 
bronchoscopy,  causing  a  dilatation  of  the  stomach.  The  symptoms  all 
subsided  after  a  rest  in  bed. 

Shock,  To  the  writer's  knowledge  no  accurate  experimental  work 
has  been  done  in  regard  to  the  degree  of  shock,  if  any,  in  bronchoscopy 
and  esophagoscopy.  Taking  Crile's  definition  of  surgical  shock  as  a 
"low  blood  pressure,"  the  author  has  never  seen  a  single  instance  in  any 
way  approaching  surgical  shock,  in  a  case  where  there  had  been  no 
operative  measures  other  than  the  endoscopy.     A  number  of  cases  have 
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had  severe  fatigue;  especially  noted  in  children  after  a  prolonged  bron- 
choscopy. When  the  author  first  noted  the  interesting  observations  of 
Yandell  Henderson  on  the  acapneal  hypothesis  of  shock,  the  author  was 
surprised  that  nothing  of  the  kind  had  ever  been  noted  after  bronchoscopy 
without  anesthesia.  Careful  observation,  however,  revealed  the  fact  that 
respiration  far  from  being  excessive  is  so  much  interfered  with  by  spasm, 
cough,  and  holding  the  breath  that  it  seems  certain  that  there  is  a  hypop- 
nea  instead  of  a  hyperpnea.  This  observation  is  not  intended  as  applying 
in  one  way  or  the  other  to  the  theories  as  to  the  nature  of  surgical  shock. 
They  merely  go  to  show  that  unless  unduly  prolonged  there  is  nothing 
approaching  surgical  shock  from  a  carefully  done  bronchoscopy  or  esoph- 
agoscopy  when  no  trauma  is  inflicted.  There  may  be,  and  doubtless  is 
in  many  cases,  a  drug  shock.  Sargnon  reports  a  case  where  a  tuber- 
culous pulmonary  hemorrhage  supervened  preventing  the  bronchoscopic 
extraction  of  a  pea,  the  patient  dying  twelve  hours  later.  Pulmonary 
tuberculosis  cannot  be  regarded  as  a  contraindication  to  the  removal  of 
a  foreign  body  and  it  was  perfectly  right  and  proper  in  this  case  to  make 
the  attempt.  Undoubtedly  the  hemorrhage  would  have  supervened  any- 
way in  a  very  short  time  so  that  such  a  case  can  hardly  be  regarded  as 
strictly  a  death  from  bronchoscopy.  Mosher  reports  central  hemiplegia 
during  bronchoscopy  under  ether. 

Local  reaction.  Ordinarily  the  only  local  reaction  noted  is  a  slight 
laryngeal  congestion  producing  slight  hoarseness  which  disappears  in  a 
few  days.  If  dyspnea,  without  pneumonia,  supervene  it  is  usually  due 
to  one  of  three  things : 

1.  Drowning  of  the  patient  in  his  own  secretions. 

2.  Laryngeal  edema. 

3.  Subglottic  edema. 

Impending  drowning  of  the  patient  in  his  own  secretions  is  a  com- 
plication seen  by  the  author  in  a  number  of  cases.  The  subject  has  so 
many  important  bearings  that  it  is  separately  considered  under  "Diseases 
of  the  Trachea  and  Bronchi.'*  Suffice  it  here  to  say  that  it  is  the  first 
thing  to  be  thought  of  in  dyspneic  cases  and  is  quickly  relievable  by  the 
"sponge  pumping"  process.  In  a  number  of  instances,  the  child  has  be- 
come dyspneic  within  24  or  oO  hours  after  the  bronchoscopy,  but  on 
passing  the  bronchoscojie,  a  large  quantity  of  secretion  was  removed  with 
complete  re-establishment  of  (juiet  resi)iration  and  the  disappearance  of 
the  dyspnea.  It  is  especially  to  be  anticipated  in  cases  of  peanut  kernels 
and  other  secretion-producing  foreign  bodies. 

Edema  of  the  su})raglottic  larynx  sufficient  to  become  obstructive  is 
quite  rare.  The  only  case  of  the  kind  that  required  tracheotomy,  in  the 
author's  experience,  was  in  an  elderly  j)atient  with  advanced  nephritis 
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Subglottic  edema.  The  causes  of  this  complication  in  the  author's 
opinion  are: 

1.  The  use  of  over-sized  tubes. 

2.  Undue  violence  in  insertion  of  the  bronchoscope. 

3.  Faulty  position  of  the  patient,  the  long  axis  of  the  trachea  not 
being  in  line  with  the  bronchoscope  as  the  latter  enters  the  trachea. 

4.  Faulty  position  of  the  patient  after  the  bronchoscope  is  intro- 
duced resulting  in  undue  pressure  by  making  the  larynx  the  fulcrum  of  the 
bronchoscopic  lever  instead  of  the  upper  thoracic  aperture. 

5.  Trauma  by  extraction  of  the  foreign  body  wrongly  placed  with 
reference  to  the  long  diameter  of  the  glottis. 

6.  Trauma  in  the  application  of  local  anesthetics  through  the  glot- 
tis before  the  bronchoscope  is  introduced. 

7.  The  anatomic  and  physiologic  nature  of  the  subglottic  tissue  is  a 
contributing  cause. 

8.  Infective  trauma  by  the  foreign  body  itself  prior  to  the  bron- 
choscopy is  undoubtedly  a  contributing  factor. 

Von  Eicken  has  reported  a  number  of  cases  in  which  a  subglottic 
edema  present  before  bronchoscopy  increased  after  bronchoscopy  so  as 
to  require  tracheotomy.  Logan  Turner  has  scientifically  determined  that 
the  development  of  inflammatory^  edema  of  the  larynx  is  dependent  upon 
three  factors.  1.  The  intensity  of  the  inflammatory  process  producing 
it.  2.  The  site  of  the  infection.  3.  The  anatomic  arrangement  of  the 
loose  submucous  cellular  tissue  of  the  larynx.  The  bearings  of  these 
observations  upon  subglottic  edema  after  the  sojourn  of  a  foreign  body 
in  the  subglottic  region,  or  in  the  trachea  where  it  is  intermittently 
coughed  upward  toward  the  glottic  chink  and  aspirated  backward  again, 
is  self  evident,  but  it  is  hoped  that  still  further  study  by  this  eminent  au- 
thority will  throw  further  light  upon  the  occurrence  of  subglottic  edema 
without  general  laryngeal  edema,  after  bronchoscopy,  as  reported  by  a 
number  of  authors. 

The  author  may  be  biased  but  he  believes  that  the  production  of 
subglottic  edema  is  lessened  by  distal  illumination  by  permitting  the  use 
of  very  small  tubes  and  by  doing  away  with  the  heavy  handle,  thus  per- 
mitting of  the  utmost  delicacy,  and,  most  important,  the  thick  strong 
heavy  laryngoscopic  tube  is  not  introduced  through  the  larynx.  The 
thinnest  Briinings  bronchoscope  at  the  laryngeal  part  of  the  tube  during 
bronchoscopy  is  7  mm.  and  this  Briinings  states  ''Cannot  be  used  until 
the  child  is  from  4  to  5  months  old.'*  Consequently  in  very  young  infants 
tracheotomy  has  to  be  resorted  to  because  as  Briinings  states:  **No  re- 
liance can  be  placed  on  the  employment  of  tubes  narrower  than  7  milli- 
metres."   This  can  only  apply  to  proximally  lighted  tubes  which  require 
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not  only  a  relatively  large  lumen  for  illuminating  purposes  but  require  a 
relatively  thick  and  heavy  laryngoscopic  tube  outside  the  bronchoscopic 
tube,  because  by  this  system  the  laryngoscopic  tube  itself  is  pushed 
through  the  glottis.  By  the  author's  method  the  bronchoscopic  tube  is 
too  thin  and  light  to  be  used  to  produce  the  displacement  necessary  to 
expose  the  glottis,  and  with  distal  illumination,  a  4  mm.  tube  is  quite 
practical  for  anyone  who  will  practice  with  it  a  while.  The  author  has 
done  a  number  of  peroral  bronchoscopies  for  diagnosis  in  suspected  thy- 
mic pressure  cases  in  new-bom  infants  without  any  ill  effects  from  the 
use  of  the  4  mm.  distally  illuminated  tube.  In  the  author's  clinic,  both 
Dr.  Ellen  J.  Patterson  and  the  author  use  tubes  of  4  mm.  and  5  mm.  in- 
ternal diameter,  for  children  under  6  years  of  age,  the  4  mm.  tube  being 
for  infants  under  one  year.  Our  youngest  patient  from  whom  a  foreign 
body  was  removed  was  an  infant  of  2J/2  months.  This  was  a  common 
pin  removed  from  the  right  bronchus  with  a  tube  4  mm.  internal  diameter. 
Since  1911,  not  one  case  of  subglottic  edema  has  occurred  in  the  practice 
of  either  Dr.  Ellen  J.  Patterson  or  the  author  in  36  successful  removals 
of  foreign  bodies  in  the  trachea  and  bronchi  of  infants  under  one  year. 
Every  case  was  done  by  oral  bronchoscopy.  This  freedom  from  sub- 
glottic edema,  we  believe,  is  due  to  the  use  of  small  tubes,  close  atten- 
tion to  the  details  of  introduction  and  manipulation  herein  given;  and, 
especially  to  the  aid  of  good  assistants — in  other  words  to  *1team  work." 
Stanton  A.  Friedberg  in  a  recent  case  reports  the  use  of  a  distally  illum- 
inated 5  mm.  tube  in  an  infant  of  3  months,  for  the  peroral  bronchoscopic 
removal  of  a  safety-pin  from  the  right  bronchus.  Considering  the  nature 
of  the  foreign  body  this  is  one  of  the  most  remarkable  cases  recorded, 
and  is  the  youngest  patient  from  whom  a  safety-pin  has  been  removed. 
Dr.  Friedberg  states,  **What  pleases  me  most  is  the  facility  with  which 
an  upper  bronchoscopy  was  performed  on  such  a  young  child.''  Killian, 
himself,  recently  has  recognized  the  disadvantage  in  children  of  adding 
the  bulk  of  the  heavy  laryngoscopic  tube  to  the  bronchoscopic  tube  in  the 
larynx  and  has  devised  an  excellent  set  of  very  small  single  tubes  for 
children,  (Fig.  175),  to  obviate  the  bulk  of  the  double  tube.  These  tubes 
Killian  inserts  with  a  mandrin  and  illuminates  with  a  Kirstein  headlight; 
though  the  tubes  are  also  arranged  to  fit  the  Briinings  or  Kahler  hand- 
lamp.  Faulty  direction  of  the  tube  on  introducing  may  easily  cause 
trauma  by  gouging  into  the  subglottic  wall,  if  the  axis  of  the  broncho- 
scope and  that  of  the  trachea  do  not  coincide  at  the  moment  the  tube 
passes  the  glottis.  In  ten  different  publications  within  the  last  two  years, 
the  operators  stated  they  placed  the  patient  in  the  Rose  position.  If  the 
patient  actually  was  in  the  Rose  position,  he  was  just  exactly  rightly 
placed  for  the  bronchoscope  to  gouge  into  the  subglottic  wall  and  to  risk 
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a  production  of  subglottic  edema,  especially  if  the  head  of  the  patient  was 
a  little  more  to  one  side  than  the  other.  Mention  is  made  in  the  chap- 
ter on  introduction  of  the  bronchoscope,  of  the  necessity  for,  and  method 
of,  avoiding  the  use  of  the  larynx  as  a  fulcrum  and  the  bronchoscope  as  a 
lever,  because  not  only  is  the  bronchoscopic  freedom  of  movement  thus 
hampered  but  the  incidental  trauma  is  a  fruitful  source  of  subglottic 
edema.  The  operator,  who  expects  by  means  of  heavy  handles,  and  spe- 
cial leverage  to  get  along  with  an  illy  trained  assistant  by  dragging  his 
patient  around  with  his  instrument  until  he  can  find  the  lumen  he  seeks, 
will  have  frequent  subglottic  edemas :  and  if  he  cannot  improve  the  tech- 
nic  he  had  better  do  a  tracheotomic  bronchoscopy  in  order  to  leave  the 
larynx  out  of  harm's  way.    Pironchoscopy  should  be  a  gentle  art. 

Treatment,  When  subglottic  edema  is  present,  the  patient  should  be 
closely  watched  and  secretions  should  be  promptly  removed,  though  if  it 
is  certain  that  the  trouble  is  due  solely  to  the  subglottic  swelling,  it  would 
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Fig.  175.  Killian's  new  tubes  for  children.  What  resembles  an  inner  tube  is 
really  a  mandrin  for  insertion,  to  obviate  the  use  of  the  bulky  double  tube.  They 
will  fit  the  Briinings  or  Kahler  handlamp;  but  Killian  uses  the  Kirstein  headlight. 
Six  sizes  are  required. 
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perhaps  be  better  not  to  pass  the  bronchoscope  for  the  removal  of  se- 
cretions, but  to  proceed  to  a  tracheotomy.  Intubation  should  never  be 
used,  as  it  is  not  safe  in  these  cases  and  is  very  likely  to  lead  to  an  after 
stenosis.  The  same  may  be  said  of  a  very  high  tracheotomy  in  which  the 
reaction  around  the  cannula  may  result  in  a  stenosis  from  perichondritis 
or  cicatricial  contraction  which  will  recjuire  a  long  period  of  treatment  for 
cure.  When  done  for  subglottic  edema,  the  tracheotomy  should  be  below 
the  second  ring  of  the  trachea. 

The  patient  should  be  decannulated  in  a  few  days.  Should  the  edema 
become  chronic  and  prevent  decannulation,  direct  galvano-cauterization  as 
elsewhere  herein  explained,  should  be  done.  The  treatment  of  other 
complications  are  within  the  province  of  the  internist  and  pediatrist. 


CHAPTER    XIV. 

Removal  of  Foreign  Bodies  from  the  Larynx. 

Symptoms  and  diagnosis.  The  older  laryngologic  works  contain 
lengthy  descriptions  of  signs  and  symptoms  by  which  the  presence  of  a 
foreign  body  in  the  larynx  was  to  be  differentiated  from  neoplasm  and 
other  diseases,  particularly  laryngitis,  diphtheria,  and  spasmodic  croup. 
This  was  necessary  because  of  the  difficulties  attending  mirror  laryngo- 
scopy in  children.  To-day  the  promptness  and  certainty  of  diagnosis  by 
the  direct  method  of  examination  has  rendered  all  this  unnecessary.  In 
the  earlier  days  the  usefulness  was  limited  because  it  was  thought  that 
anesthesia  was  necessary :  but  as  the  author  has  abundantly  proven,  no 
anesthetic,  general  or  local,  is  necessary  for  a  diagnostic  direct  laryngos- 
copy in  any  infant  or  older  child.  The  prompt,  safe  and  successful  re- 
moval of  foreign  bodies  from  the  larynx  is  one  of  the  greatest  achieve- 
ments of  direct  laryngoscopy.  Not  only  is  it  exceedingly  difficult  to  see  the 
larynx  of  a  child,  but  even  if  seen,  removal  by  the  indirect  method  is  of 
such  extreme  difficulty  that  tracheotomy  has  usually  been  done  in  days 
past  in  preference  to  attempting  indirect  removal  without  general  anes- 
thesia, and  of  course  general  anesthesia  is  absolutely  contraindicated  be- 
cause of  the  laryngeal  obstruction.  On  the  other  hand  by  the  direct  method 
foreign  bodies  can  be  removed  from  the  larynx  of  children  without  any 
anesthetic,  general  or  local  and  without  tracheotomy.  Another  great  ad- 
vantage of  the  direct  method  is  that  in  case  of  impacted  foreign  bodies 
which  have  to  be  rotated  for  safe  removal,  the  rotation  is  easily  accom- 
plished by  means  of  the  straight  instruments.  This  was  impossible  with 
the  angular  instniments  required  by  the  indirect  method.  Such  a  case  is 
shown  schematically  in  Fig.  1?(».  which  illustrates  the  difficulties  presented 
by  the  firm  lodgement  of  a  safety-pin  in  the  edematous  laryai.x  of  an  in- 
fant of  8  months.  Xotwithstanding  the  achievements  of  the  direct 
method  it  is  still  quite  common  to  have  children  with  foreign  bodies  in 
the  larynx  given  antitoxin  on  an  erroneous  diagnosis  of  laryngeal  diph- 
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theria.  Of  course,  if  for  any  reason  a  direct  laryngoscopy  is  not  to  be 
had  promptly  because  of  lack  of  instruments  or  of  familiarity  with  their 
use,  it  is  perfectly  right  to  give  antitoxin  rather  than  delay  24  hours  for 
a  diagnosis,  but  when  the  day  shall  have  arrived  that  every  laryngolog- 
ist  and  every  pediatrist  will  be  able  to  examine  the  larynx  of  any  child 
without  any  anesthetic,  general  or  local,  the  necessity  for  **a  shot  in  the 
dark"  will  cease  to  exist.  Harmon  Smith  (Bib.  509)  reports  a  very  in- 
teresting case  of  a  closed  safety-pin.  The  patient  had  not  only  been 
given  antitoxin  for  diphtheria,  but  had  been  intubated.  The  intubation 
tube  was  coughed  out,  leaving  the  pin  in  situ.  Harmon  Smith  discovered 
and  removed  the  pin  by  direct  laryngoscopy,  and  very  justly  urges  that, 
in  all  cases  in  which  cultures  are  negative  and  no  membrane  is  in  evi- 
dence, the  larynx  and  the  trachea  should  be  examined  by  the  direct 
method  **if  for  no  other  reason  than  to  exclude  the  presence  of  a  for- 
eign body."  Almost  every  endoscopist  has  had  a  similar  experience. 
When  we  add  to  such  occurrences  the  great  number  of  papilloma  cases 
the  neglect  of  direct  laryngoscopy  begins  to  assume  the  aspect  of  serious 
lack  of  efficiency.  In  one  case  reported  repeated  operations  for  papil- 
loma had  been  previously  done,  the  fungal  ions  having  been  mistaken  for 
neoplasms. 

Many  cases  of  foreign  body  in  the  larynx  are  immediately  fatal 
as  the  columns  of  the  newspapers  show.  Many  others  are  extremely 
dyspneic  when  they  come  to  the  laryngologist.  Xo  physician  or  sur- 
geon should  hesitate  to  do  an  immediate  tracheotomy  in  such  cases.  In 
lesser  degrees  of  dyspnea  the  child  must  be  carefully  watched  until  pre- 
parations for  direct  laryngoscopy  can  be  made,  because  of  the  risk  of  a 
sudden  increase  of  dyspnea  from  a  shift  of  the  foreign  body,  drowning 
of  the  patient  in  his  own  secretions,  spasm,  edema,  etc.  Preparations 
for  a  tracheotomy  should  also  be  made,  not  that  the  direct  laryngoscopy, 
if  carefully  done,  would  ordinarily  provoke  stenosis,  but  the  foreign 
body  might  be  shifted.  It  is  well  to  remember  that  these  cases  often 
come  in  exhausted  because  for  days  and  nights  they  have  been  too  busy 
fighting  for  air  to  either  eat  or  sleep.  It  requires  but  little  to  cause  them 
to  give  up  the  fight  because  of  exhaustion.  For  this  reason  also  it  is 
never  wise  to  prolong  the  examination.  They  cannot  stand  for  long  the 
spasmodic  reflex  closure  of  the  glottis. 

Prelitninary  examination.  As  previously  stated,  in  every  case  of 
foreign  body,  regardless  of  whether  it  is  expected  to  be  in  the  larynx, 
trachea,  bronchi  or  esophagus,  indirect  mirror  examinations  should  be 
made,  if  the  patient  be  old  enough.  The  patient  should  be  recumbent. 
In  a  number  of  cases  where  a  foreign  body  was  suspected  by  the  patient, 
a  local  lesion  has  been  found;  in  three  instances  tuberculosis  had  pro- 
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diiced  no  symptoms  until  the  patient  strangled  on  some  article  of  food 
which  was  thought  to  have  entered  the  larynx.  On  the  other  hand,  es- 
pecially if  granulations  are  present,  the  endoscopist  must  be  on  his  giiard 
against  making  a  diagnosis  of  disease  from  the  appearances  of  inflam- 
matory changes  which  may  be  secondary  to  the  presence  of  a  foreign 
body.    Quite  a  number  of  such  cases  have  been  reported  and  the  author 


Fig.  176.  Schema  showing  lodgement  of  a  saftly-pin  in  the  larynx  of  a  male 
infant  eight  months  of  age.  The  pin  was  pushed  downward,  rotated  and  re- 
moved with  its  greater  plane  saRittaUy.  Rotation  would  have  been  impossible  with 
the  angular  inslriiments  necessary  in  direct  methods. 

has  seen  two  cases  of  foreign  body  in  the  larynx  that  simulated  tuber- 
culous perichondritis.  If,  however,  a  foreign  body  is  discovered  by  the 
indirect  method,  the  removal  shotild  not  be  attempted  by  the  indirect 
method  unless  the  operator  be  one  of  those  experts  who  by  long  prac- 
tice with  indirect  operating  have  developed  an  unusual  degree  of  skill. 
If  an  indirect  attempt  is  made  the  patient  must  be  recumbent  in  the 
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author's  position,  (Fig.  73a).    Quite  a  large  proportion  of  foreign  bodies 
in  the  lower  air  passages  have  been  dislodged  and  lost  downward. 

Technic  of  direct  laryngoscopic  removal  of  foreign  bodies.  Differ- 
ing from  foreign  bodies  elsewhere  the  first  step  is  not  to  study  out  the 
mechanical  problem.  Because  of  the  risk  of  loss  downward,  it  is  best 
to  seize  the  foreign  body  as  soon  as  seen  and  to  proceed  to  study  how 
best  to  disimpact  the  intruder.  If  the  larynx  contain  suspicious  gran- 
ulation tissue  it  is  as  well  to  remove  it,  as  removal  will  cause  no  more 
bleeding  than  sponging,  and  in  the  event  of  no  foreign  body  being  found 
the  examination  of  the  tissue  may  contribute  to  the  diagnosis.  The  me- 
chanical problems  of  disimpaction  are  similar  to  those  in  the  trachea  and 
bronchi  and  need  not  be  extensively  considered  here.  Because  of  the 
chink-like  lumen  of  the  glottis  and  the  frequency  with  which  part  of  a 
foreign  body  gets  hooked  below  the  lateral  glottic  borders,  rotation  is 
more  frequently  required  for  disimpaction.  Rotation  will  also  be  re- 
quired for  foreign  bodies  engaged  in  one  ventricle  or  transfixed  with 
one  end  in  each  ventricle.  Rotation  is  best  accomplished  with  the  rotation 
forceps.  (Fig.  210).  The  problem  of  the  foreign  body  hooked  below  the 
glottis  is  well  illustrated  in  the  schema,  Fig.  17G.  In  this  case  trauma 
would  have  resulted  from  its  being  brought  up  through  the  glottis,  so  it 
was  rotated  so  as  to  bring  its  greater  plane  sagitally,  permitting  easy  and 
harmless  withdrawal.  Not  infrequently  a  child  will  come  in  completely 
aphonic  from  a  foreign  body  wedged  in  the  subglottic  space  and  pro- 
jecting upward  between  the  cords  which,  in  consequence,  cannot  approx- 
imate. Usually  such  a  position  of  the  foreign  body  results  from  cough- 
ing the  intruder  up  from  below.  Careful  work  with  the  alligator  forceps, 
the  patient  being  recumbent,  will  usually  succeed,  especially  if  no  anes- 
thesia is  used.  The  application  of  a  local  anesthetic  may  mechanically 
dislodge  the  intruder,  and  the  relaxation  of  a  general  anesthetic  may  re- 
lease it.  In  some  cases  it  will  be  found  that  a  tracheally  lodged  foreign 
body  can  be  easily  seen  through  the  glottis  and  can  be  removed  by  in- 
serting the  alligator  forceps  during  inspiration.  This  should  only  be 
done,  however,  where  there  is  no  great  dyspnea,  and  where  the  foreign 
body  is  small  in  one  diameter  and  large  in  the  other,  allowing  plenty  of 
air  to  pass  on  each  side,  and  also  allowing  a  ready  grip  with  the  forceps 
inserted  so  that  the  jaws  will  open  at  right  angles  to  the  longest  pre- 
sented diameter.  The  intruder  must  be  turned  so  that  its  longest  diam- 
eter comes  sagitally  through  the  glottis.  For  this,  Mosher's  forceps  are 
excellent. 


CHAPTER    XV, 

Mechanical  Problems  of  Bronchoscopic 
Foreign  Body  Extraction. 

The  greatest  triumph  of  bronchoscopy  over  thoracotomy  is  in  the 
low  mortality  of  bronchoscopy.  Esophagoscopy  presents  a  similar  tri- 
umph. The  problem  is  not  simply  to  remove  the  foreign  body.  A  strong 
forceps  and  main  strength  would  do  that.  The  problem  is  the  removal 
without  endangering  the  patient's  life.  A  careful  study  of  the  mechanical 
problems  presented  will  always  discover  a  safe  method  of  removal.  In 
view  of  this,  the  temptation  to  remove  the  body  at  all  hazards  once  it  is 
grasped,  must  be  resisted.  The  endoscopic  extraction  of  a  foreign  body 
is  a  mechanical  problem  pure  and  simple.  A  bad  mechanic  will  either 
fail  to  remove  the  foreign  body  or  will  kill  the  patient  or,  alas,  will  do 
both,  as  has  already  happened  a  number  of  times,  to  the  undeserved 
discredit  of  bronchoscopy  and  esophagoscopy.  Being  a  mechanical  prob- 
lem it  can  be  best  illustrated  by  reference  to  every  day  experience  in  me- 
chanics. For  instance,  a  cap-screw  is  broken  off  flush  with  the  surface 
of  the  cylinder  of  an  automobile  engine.  The  repairman  who  is  not  a 
mechanic  will  pound  away  with  a  punch  in  an  effort  to  turn  the  screw 
out.  He  breaks  the  entire  engine  casting  by  hasty,  ill-planned  or  rather 
unplanned  efforts  at  removal.  The  good,  careful  mechanic  will  care- 
fully cut  a  slot  in  the  broken  screw.  This  slot  will  enable  him  to  use  a 
screw-driver,  by  means  of  which  he  will  remove  the  screw  without  dam- 
age to  the  engine,  in  less  time  than  it  took  the  unmechanical  repairman 
to  ruin  the  entire  engine.  Unfortunately,  endoscopic  work  has  been  done 
on  the  basis  that,  left  in  situ,  the  foreign  body  would  probably  be  fatal ; 
consequently,  any  violence  in  removal  was  justifiable.  The  basis  is  in- 
disputable, but  the  inference  is  erroneous.  In  the  solution  of  the  me- 
chanical problems  involved,  as  well  as  in  their  execution,  the  utmost  pa- 

•Lecture  griven  by  the  author  before  the  New  York  State  Medical  Society,  Sec- 
tion on  Laryngology,  New  York  City,  April  30,  1914.     Revi.sed  and  supplemented. 
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tience  is  necessary.  The  hasty,  brilliant  man  may  remove  the  foreign 
body,  but  the  removal  may  be  fatal  to  the  patient. 

As  Briinings  has  well  said,  '"The  description  of  operative  technic, 
which  affords  such  an  unlimited  scope  to  the  person  of  skill,  ingenuity 
and  talent  for  mechanical  adaptability,  encounters  quite  special  difficul- 
ties.'' 

Only  general  rules  can  be  laid  down ;  and  the  author  wishes  par- 
ticularly to  warn  any  one  from  taking  any  of  the  following  suggestions  as 
absolute  for  application  to  a  case  which  may  present  itself.  Every  case 
must  be  dealt  with  upon  its  own  merits,  and  variations  from  any  rules 
will  naturally  suggest  themselves  to  the  mechanically  inclined.  The  au- 
thor can  say  this,  however,  that  every  statement  made  herein  as  to  me- 
chanical problems,  unless  otherwise  stated,  is  a  note  made  at  the  time 
when  the  particular  plan  had  resulted  in  a  successful  issue.  Past  ex- 
perience becomes  a  guide  for  future  procedures,  but  it  is  a  guide  that 
must  not  be  followed  implicitly  without  reasoning  as  to  whether  or  not 
it  is  applicable  to  the  particular  case  in  question.  It  must  be  remem- 
bered, also,  that  there  is  more  than  one  way  of  doing  things  mechanical, 
though,  as  applied  to  foreign  body  extractions,  it  will  usually  be  found 
that  one  plan  is  better  than  another,  because  of  the  personal  equation  of 
the  operator.  For  instance,  nearly  every  endoscopist  has  his  own  pin 
closer.  The  chapter  of  case  reports  will  contain  notes  of  how  the  me- 
chanical problems  were  dealt  with. 

The  lip  of  the  bronchoscope  and  esophagoscope  is  one  of  the  most 
important  factors  in  the  solution  of  the  mechanical  problems  of  foreign 
body  extraction.  Under  the  manipulation  of  the  well-trained  left  hand, 
co-ordinating  with  the  forceps,  hook  or  snare  in  the  right  hand,  the  en- 
doscopist has  a  bifnanital,  eye-guided  control  that  can  accomplish  what 
seems  wonders  to  anyone  whose  work  has  been  limited  to  square-ended 
tubes  and  unaided  right-handed  forceps  manipulations.  The  bimanual 
control  is  possible  only  because  of  the  lip  of  the  slanted  tube-mouth. 
This  lip  is  of  the  greatest  aid  in  making  a  space  at  the  side  of  a  foreign 
body  where  the  intruder  impinges  on  the  bronchial  wall,  for  the  inser- 
tion of  the  forceps  jaw.  It  forms  a  shield  or  protector  that  can  be 
slipped  under  the  point  of  a  pin  or  other  sharp  foreign  body  and  can 
make  counter-pressure  on  the  tissue  while  the  forceps  are  disembedding 
the  point  of  the  foreign  body.  In  many  other  ways  it  can  be  used  to  as- 
sist once  the  habit  of  working  with  a  knowledge  of  its  direction  in  rela- 
tion to, the  handle  is  mastered' by  .practice.  The  lip.  cannot  be  seen  as 
such  in  looking  through  the  tube.  One  of  the  most  important  points  in 
foreign  body  extraction  is  to  introduce  the  tube  until  the  distal  end  ar- 
rives at  the  proper  distance  above  the  foreign  body.     What  constitutes 
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the  proper  distance  varies  in  the  diflFerent  cases.  So  far  as  merely  see- 
ing the  object  is  concerned,  the  tube  need,  ordinarily,  not  be  very  close 
to  the  foreign  body.  But  the  mechanical  problem  of  removal  is  closely 
concerned  with  the  distance  of  this  rigid  tube-mouth,  and  the  tube  must 
be  "anchored"  in  the  chosen  place  by  the  left  third  and  fourth  fingers 
hooked  over  the  upper  alveolus  (Fig.  137),  while  the  right  thumb  and 
first  two  fingers  make  lateral  pressure  to  swing  the  bronchoscope,  if  need- 
ed, to  displace  swollen  mucosa,  open  the  lip  of  a  bronchial  orifice  or  the 
like.  Never  go  into  any  foreign  body  case  hastily  or  unprepared  with  the 
idea  of  taking  a  preliminary  observation.  Often  the  first  sight  of  a  for- 
eign body  is  the  best  you  will  ever  get.  If  not  immediately  removed  it 
may  become  more  difficult  later,  through  being  hidden  by  mucosal  swell- 
ing, dropping  into  a  smaller  bronchus,  passing  down  the  esophagus,  etc. 

The  use  of  hooks  will  be  mentioned  in  connection  with  various  me- 
chanical problems.  The  Lister  hook  is  very  useful.  Small  probe  point- 
ed hooks  are  excellent  but  a  right  angle  is  sufficient  for  most  purposes. 
Hooks  with  a  curve  greater  than  a  right  angle  are  very  apt  to  become  en- 
gaged in  small  orifices  and  to  be  very  difficult  in  removal. 

The  use  of  forceps  in  endoscopic  foreign  body  extraction.  The  au- 
thor uses  two  different  strengths  of  forceps.  The  regular  forceps  is  so 
strong  and  firm  that  the  full  amount  of  strength  of  an  ordinary  man's 
fingers  can  be  applied  without  bending  or  breaking  the  forceps.  These 
are  necessary  in  foreign  bodies  which  present  a  hard,  smooth  conical 
end  towards  the  operator,  the  strength  of  instrument  being  necessary 
not  for  traction  but  to  prevent  the  forceps  slipping  off  such  bodies.  These 
forceps,  however,  are  not  so  well  suited  to  extremely  delicate  manipula- 
tions because  they  are  larger  in  size.  The  more  delicate  forceps  are  jusi 
one-half  the  dimensions  of  the  larger  ones  and  they  will  suffice  for  ordin- 
SLry  extractions,  but  they  must  be  used  with  consideration  and  care,  or 
they  may  get  bent  or  broken.  Or,  indeed,  the  delicate  or  friable  foreign 
bodies  may  get  bent  or  broken.  As  in  all  other  mechanical  problems, 
and  practically  all  of  the  problems  in  foreign  body  extraction  are  me- 
chanical, the  operator  must  use  judgment  and  adjust  the  means  to  the 
end.  It  is  absolutely  essential,  for  accurate  work,  that  the  forceps  be 
seen  to  close  upon  the  foreign  body.  This  is  one  of  the  chief  reasons 
why  the  author  prefers  distal  illumination.  The  illumination  of  the  field 
is  just  as  good  after  the  forceps  are  introduced  as  it  was  before,  and  all 
the  operator  has  to  do  is  to  look  past  the  near  part  of  the  forceps.  The 
practiced  eye  will,  in  every  case,  see  the  jaws  close  under  the  guidance 
of  the  eye,  even  in  the  4  mm.  tube,  of  whose  lumen  the  forceps  occupies 
nearly  one-half  of  the  entire  diameter.  The  crevice  remaining  is  suffi- 
cient because  the  illumination  is  uninterfered  with.     However  reliable 
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the  sense  of  touch,  there  are  many  things  in  foreign  body  extraction  in 
which  the  sense  of  touch  alone  will  not  be  a  sufificiently  accurate  guide 
to  safety  and  success.     Most  important  is  development  of  the  ability  to 
gauge  depth  with  one  eye  alone.     Those  who  have  never  tried  it  think 
that  this  is  easy,  those  who  have  tried  it  only  once,  think  it  is  impos- 
sible.   Those  who  have  the  natural  aptitude  to  begin  with  and  who  de- 
vote a  sufficient  length  of  time  to  it,  can  develop  this  sense  to  an  extent 
that  seems  incredible.    When  one  sees  a  foreign  body  for  which  one  has 
been  searching  there  is  naturally  great  eagerness  to  seize  it  and  remove 
it.    This  impulse  must  be  resisted  and  a  careful  study  of  the  size,  shape 
and  position  of  the  foreign  body  and  its  relation  to  surrounding  struc- 
tures must  be  clearly  determined  before  any  attempt  at  extraction  is 
made.     To  seize  it  and  tear  it  out  regardless  of  the  harm  that  may  be 
done  is  to  court  disaster,  for  however  successful  it  may  be  in  a  possibly 
considerable  number  of   cases,   the  endoscopist   is   bound  to  encounter 
other  cases  in  which  such  a  procedure  will  be  fatal,  and  needlessly  fatal. 
In  approaching  a  foreign  body  with  the   forceps,  to  grasp  it,  careful 
watch  should  be  kept  by  the  eye  to  see  that  the  forceps  do  not  touch 
the  foreign  body  before  the  jaws  are  expanded,  as  this  may  have  the  ef- 
fect of  driving  the  foreign  body  more  deeply.     The  forceps  are  inserted 
through  the  bronchoscope  closed  and  are  allowed  to  expand  when  they 
are  within  a  few  millimeters  of  the  intruder.     In  using  forceps,  the  tube 
mouth  must  not  be  so  close  to  the  foreign  body  as  to  hinder  the  expan- 
sion of  the  forceps  jaws,  unless  the  intruder  be  small,  such  as  a  pin  or  a 
needle,  in  which  case  ample  expansion  can  be  had  within  the  tube.    This 
is  the  better  way  to  work  in  case  of  pins  or  needles,  because  the  points 
can  be  more  or  less  fixed  by  the  pressure  of  the  tube  while  the  forceps 
are  being  placed.    The  first  trial  of  forceps  extraction  is  always  the  best 
opportunity  for  removal,  because  of  secretions,  possibly  blood  stained, 
set  free  as  soon  as  the  foreign  body  is  disturbed.    Therefore,  the  proper 
placing  of  the  forceps  on  the  proper  part  of  the  foreign  body  to  insure 
its  extraction,  should  be  planned  before  the  forceps  are  inserted.    As  ex- 
plained under  esophagoscopy,  the  point  at  which  the  foreign  body  is  seen 
makes  a  great  diflference  with  certain  foreign  bodies  which  should  be 
allowed  to  turn  in  order  to  present  their  least  diameter  to  the  cross  sec- 
tion of  the  bronchus ;  and  also,  in  certain  cases,  to  turn  where  a  point  or 
rough  place  on  the  foreign  body  will  do  no  harm.     For  permitting  rota- 
tion, it  is  necessary  to  use  forceps  such  as  the  author's  **rotation"  for- 
ceps, Fig.  33,  in  order  that  the  foreign  body  may  be  free  to  turn.    For 
use  with  the  laryngoscope  or  esophageal  speculum  the  author's  alligator 
rotation  forceps  are  used.    (Fig.  210.) 
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When  the  forceps  have  slipped  off  a  foreign  body  during  attempted 
extraction,  the  bronchoscope  has  usually  been  slightly  withdrawn.  At 
this  point  extreme  caution  is  necessary.  The  first  thing  to  remember  is 
never  to  push  the  bronchoscope  immediately  downward  again.  On  the 
contrary,  it  should  be  withdrawn  a  centimeter  or  two.  Then  the  secre- 
tions and  blood,  if  any,  should  be  carefully  sponged  away  and  a  good 
clear  view  of  the  tracheal  or  bronchial  lumen  obtained.  Then,  being 
sure  the  foreign  body  is  not  being  overridden,  the  bronchoscope  is  slow- 
ly advanced  and  each  step  of  the  way  is  searched  until  the  old  location  is 
reached.  If  the  bronchoscopist  were  hastily  to  push  the  bronchoscope  down 
to  the  place  where  the  foreign  body  was  previously  seized,  the  foreign 
body  might  easily  be  overridden,  its  point,  if  any,  caused  to  puncture  or 
to  enter  a  lateral  branch,  or  it  might  be  lost  in  the  secretions  requiring 
prolonged  search.  Precipitate  grabbing  with  the  forceps  never  accom- 
plishes anything  and  may  do  serious  and  even  fatal  damage.  It  is  well 
to  see  that  the  thumb  nut  of  the  forceps  is  in  place,  and  to  look  carefully 
to  the  angle  of  closure  of  the  forceps,  to  make  sure  that  they  grip  prop- 
erly.   The  proper  closure  is  illustrated  in  Fig.  31. 

Lateral  movements  of  the  forceps  by  the  author's  method.  In  mak- 
ing lateral  movements  of  forceps,  the  tube  mouth,  either  the  lip  or  the 
short  side,  is  used,  as  required.  The  bronchoscope  is  swung  in  the  re- 
quired direction  as  a  lever  on  its  fulcrum  (Fig.  135)  carrying  the  distal 
end  of  the  forceps  strongly  sidewise.  This  maneuver,  devised  by  the 
author,  has  been  exceedingly  successful,  and  has  led  him  to  wonder  at 
the  statements  made  that  lateral  movements  of  forceps  are  impossible. 
In  combination  with  the  side  curved  forceps  (Fig.  21))  some  otherwise 
difficult  maneuvers  become  easy. 

Bringing  the  foreign  body  through  the  glottis.  Stripping  of  the  for- 
eign body  from  the  forceps  at  the  glottis  in  cases  where  tube,  foreign 
body  and  forceps  are  withdrawn  together,  is  so  frecjuently  reported  that 
it  deserves  special  consideration.  This  accident  is  due  to  one  of  four 
causes : 

1.  The  foreign  body  was  not  being  brought  out  with  its  largest 
diameter  in  the  sagittal  plane  of  the  glottic  chink. 

2.  The  forceps  were  not  most  advantageously  applied. 

3.  The  forceps  were  mechanically  imperfect. 

4.  The  foreign  body  was  not  kept  close  up  to  the  tube  mouth,  thus 
allowing  the  glottic  tissues  to  close  tightly  on  the  forceps  between  the 
tube  mouth  and  the  intruder. 

The  remedies  are  obvious  in  each  class  of  case,  except  in  class  2. 
To  make  sure  of  proper  grasp  accurate  closure  of  the  forceps  under 
ocular  control  is  the  greatest  safeguard.     In  addition,  however,  it  is  well 
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lo  test  the  firmness  of  grasp  of  the  forceps  against  the  end  of  the  tube 
before  starting  to  withdraw  forceps,  tube  and  foreign  body  all  together, 
because  if  the  grasp  is  insufficient,  it  is  better  to  know  it  before  with- 
drawal is  attempted  than  to  have  the  intruder  become  wedged  in  the 
glottis,  or  to  lose  it  back  in  the  trachea.  In  the  case  of  small  objects,  if 
scraped  oflF  by  the  glottis,  they  may  drop  back  into  a  new  location  where 
removal  and  finding  may  be  still  more  difficult.  For  these  reasons,  it  is 
best  to  assure  one's  self  that  the  grasp  is  firm  before  the  foreign  body  is 
removed  from  the  locality  in  which  it  is  found.  As  a  rule,  it  is  unsafe 
to  attempt  to  test  the  grip  of  very  soft  friable  bodies  by  withdrawing 
them  against  the  end  of  the  tube,  except  with  the  utmost  gentleness,  be- 
cause of  the  likelihood  of  crushing.  When  a  foreign  body  is  stripped  oflf 
the  forceps  on  withdrawal  it  may  become  jammed  in  the  glottis  in  such 
a  way  as  to  occlude  breathing  completely.  It  is  therefore  wise  to  have 
always  at  hand  the  alligator  jawed  forceps  which  can  be  used  promptly 
through  the  direct  laryngoscope.  In  the  event  of  the  foreign  body  not 
being  of  such  shape  as  to  occlude  the  glottis  this  method  of  removal  will 
be  the  most  convenient  anyway  and  as  pointed  out  by  D.  R.  Paterson, 
the  circumstance  may  be  even  fortunate  in  preventing  the  loss  of  the 
foreign  body  downward.  Nevertheless,  it  will  require  prompt  action  in 
some  cases  to  avert  disaster.  The  accident  of  stripping  off  the  foreign 
body  at  the  glottis  often  makes  the  situation  much  more  complicated  by 
the  large  quantity  of  pus  and  secretions  that  are  liberated  by  the  loosen- 
ing of  the  foreign  body,  which  had  been  occluding  the  bronchus.  In  such 
case,  a  careful  removal  of  the  secretion  by  "sponge  pumping"  as  men- 
tioned under  **Aspirators"  is  necessary.  Then  careful  search  is  resumed. 
Usually  the  foreign  body  will  be  found  not  to  have  gone  so  deeply.  If 
large,  it  may  stop  at  the  bifurcation,  even  though  it  had  previously  been 
much  lower.  Most  foreign  bodies  require  time  to  work  their  way  down- 
ward. Care  must  be  used  not  to  override  the  intruder  as  explained  in 
connection  with  **Use  of  the  forceps."  The  accident  of  dropping  from 
the  grasp  of  the  forceps  during  process  of  bronchoscopic  removal  seems 
from  the  literature  to  have  been  cjuite  a  frecjuent  accident  and  in  some 
instances  it  has  proven  fatal.  Often  the  foreign  body  will  be  found  to 
have  dropped  into  the  opposite  bronchus  from  that  in  which  it  was  first 
lodged,  the  reason  being  probably,  that  the  negative  pressure  is  very  much 
less  in  the  bronchus  of  the  first  invaded  lung  because  secretions  have  ac- 
cumulated and  in  cases  of  long  standing  there  may  be  obliteration  of  a 
large  amount  of  lung  tissue,  whereas  the  negative  pressure  is  increased 
by  the  compensatory  activity  of  the  sound  side.  To  prevent  this  drop- 
ping into  the  main  bronchus  of  the  opposite  side,  Brimings  has  suggested 
the  use  of  a  ''bronchus  protector*'  which  is  like  a  bottle  brush.    It  is  in- 
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serted  into  the  sound  bronchus  before  attempting  the  removal  of  the  for- 
eign body  from  the  invaded  bronchus.  Its  brush-like  form  permits  of 
respiration  but  will  prevent  the  entrance  of  a  foreign  body  of  any 
appreciable  size.  Hinsberg  reports  an  interesting  case  in  which 
a  plum  stone  in  process  of  removal  from  the  right  bronchus 
slipped  from  the  forceps  and  dropped  into  the  left  bronchus  from  which 
he  could  not  remove  it.  The  patient  died  within  a  few  hours.  It 
was  found  at  autopsy  that  the  right  lung  was  atrophied,  the  patient  hav- 
ing existed  almost  solely  on  the  left  lung,  the  use  of  which  was  suddenly 
lost  when  it  was  occluded  by  the  falling  backward  of  the  foreign  body. 
Ingals  (lUb.  225)  reports  two  cases  in  which  the  foreign  body  in  process 
of  bronchoscopic  removal  slipped  from  the  forceps  and  prolonged  search 
in  the  trachea  and  bronchi  failed  to  find  it.  The  search  was  given  up 
and  the  bronchoscope  withdrawn.  In  one  of  the  cases  after  withdrawal 
the  foreign  body  was  found  in  the  patient's  mouth  and  in  the  other  case 
it  fell  out  on  the  floor.  This  points  a  very  valuable  lesson  that  should  al- 
ways be  borne  in  mind.  After  a  foreign  body  has  slipped  from  the  for- 
ceps seemingly  at  the  glottis,  on  withdrawal  of  the  bronchoscope,  forceps 
and  foreign  body  all  together,  it  must  be  remembered  that  there  is  a  pos- 
sibility that  it  really  came  through  the  glottis  and  may  be  in  the  pharynx 
or  perhaps  swallowed.  This,  however,  must  not  prevent  us  from  prompt 
reinsertion  of  the  bronchoscope  especially  with  foreign  bodies  which  may 
cause  dyspnea,  but  if  a  preliminary  search  fails  to  find  the  foreign  body 
in  the  trachea  or  bronchi  very  careful  search  of  the  pharjj^nx  should  be 
made  with  the  finger  and  if  the  bronchoscopy  has  already  lasted  a  con- 
siderable time  it  is  better  to  desist  and  have  another  radiograph  taken 
because  the  foreign  body  may  have  been  swallowed. 

Extraction  of  pins,  needles  and  similar  long  pointed  objects.  In  case 
of  such  bodies  as  pins,  tacks,  nails  and  the  like,  whose  points  are  pre- 
senting and  thus  the  mechanical  problem  clearly  apparent,  we  may  pro- 
ceed at  once  to  raise  the  point  with  the  lip  of  the  bronchoscope  so  as  to 
get  the  point  into  the  lumen.  It  is  usually  better  that  the  forceps  be  not 
used  to  seize  the  point  until  the  point  is  in  the  lumen,  as  otherwise  the  in- 
truder will  almost  certainly  get  crosswise  of  the  tube  mouth.  For  the 
same  reason  a  i)in,  needle  or  similar  object  must  be  first  studied  from  a 
distance  lest  the  tube  mouth  override  the  proximal  end  of  the  pin.  In 
other  words  the  nearest  end  must  be  searched  for  first,  and  the  rule 
should  be  to  look,  not  for  a  pin,  but  for  the  point  of  a  pin.  One  pull 
with  the  forceps  on  the  middle  portion  of  a  pin  has  caused  the  point  to 
perforate,  enormously  increasing  the  difficulties  of  removal  and  in  some 
instances  resulting  fatally.  (Fig.  IT?.)  Even  if  grasped  near  the  point, 
if  the  grasp  is  exactly  "on  end"  there  is  a  strong  tendency  for  the  point 
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of  a  pin  to  hook  over  the  outside  of  the  tube  mouth.  In  such  a  case,  as 
soon  as  the  forceps  grasp  the  pin,  the  pin  should  be  pushed  downward,  if 
necessary  to  free  its  point,  or  if  this  is  unnecessary,  the  tube  can  be 
slightly  withdrawn  so  that  the  point  will  not  become  hooked  over  the 
edge  of  the  tube  in  withdrawal.  To  still  further  prevent  this  hooking 
over  the  edge,  it  is  often  necessary  to  move  the  lip  of  the  tube  mouth 
rather  strongly  in  the  direction  of  the  point.  The  author  usually  prefers 
the  pushing  downward  of  the  pin  with  the  forceps  to  disengage  it,  when 
safely  possible;  but  it  may  be  disengaged  by  putting  a  hook  below  the 
place  where  the  point  disappears  into  the  mucosa  and  by  withdrawal  up- 
ward the  point  can  be  forced  out.     (Fig.  178.)     This,  of  course,  is  not 
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Fjg.  177.  Schema  illustrating  one  phase  of  the  error  of  grasping  a  long  for- 
eign body  in  the  middle,  upon  first  seeing  it  across  the  tube  mouth  as  at  M.  It 
gets  crosswise  of  the  tube  mouth,  like  a  "toggle  and  ring,"  and  the  point  cannot 
be  drawn  into  tube  mouth  for  protection. 


permissible  if  the  point  is  deeply  embedded.  For  the  grasping  and  with- 
drawal of  pins  the  side-curved  forceps  (Fig.  29)  are  admirably  adapted. 
The  side  curve  enabling  a  grasp  sidewise  when  the  pin  is  lying  in  contact 
with  one  bronchial  wall  as  it  usually  is.  They  can  also  be  used  closed  as 
a  hook.  Pins,  especially  the  glass-headed  steel  pins  in  common  use,  are 
very  prone  to  drop  down  into  the  smaller  bronchi  and  to  disappear  com- 
pletely from  the  ordinary  field  of  endoscopic  exploration.  Pins  with 
slightly  larger  heads  not  dropping  so  deeply,  and  yet  going  into  the 
branches  of  the  stem  bronchus,  are  very  prone  to  appear  and  disappear 
during  endoscopy,  in  a  way  that  makes  them,  at  times,  quite  difficult  to 
find  and  remove.  Cough  will  throw  the  point  into  view,  but  the  point  will 
immediately  recede  before  it  can  be  grasped  by  the  forceps.     This  ap- 
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the  lumen  of  the  bronchoscope  through  the  breathing  apertures  and  into 
the  opposite  wall,  requiring  breaking  of  the  pin  by  pushing  on  the  forceps. 
The  relative  position  of  the  apertures  has  since  been  changed  to  prevent 
such  a  possibility.  Ingals  has  devised  a  very  ingenious  corkscrew-like 
instrument  which  will  bring  a  pin  into  the  corner  of  the  lumen  in  cases 
where  a  point  is  deeply  buried. 

In  the  bronchi,  it  may  not  be  possible  to  push  the  foreign  body  suf- 
ficiently far  down  to  disengage  the  point.  Under  such  circumstances,  if 
the  point  cannot  be  liberated  by  the  methods  already  mentioned,  the  pin 
must  be  cut  or  broken.    Casselberry  has  devised  a  very  ingenious  forceps 


A 

Fro.  179.  Schema  illnslrating  a  serious  phase  of  ifie  error  of  hastily  seizing  a 
transfined  pin  near  its  middle,  when  first  seen  as  at  M.  Traction  with  the  forceps 
in  the  direction  of  the  dan  in  schema  B  will  rip  open  the  esophagus  or  bronchus 
inflicting  fatal  trauma,  and  probably  the  pin  will  be  stripped  off  at  the  glottic  or 
the  cricopharjngeal  level,  respectively.  The  point  of  the  pin  must  be  dlsembedded 
and  gotten  into  the  lube  mouth  as  at  A,  to  make  forceps  traction  safe. 


for  the  purpose  of  cutting  pins,  and  at  the  same  time  retaining  the  point. 
Before  using,  these  forceps  should  be  tested  upon  a  pin  to  make  sure  that, 
after  cutting  the  point  can  be  held  in  the  forceps  and  not  get  lost.  In 
use  the  forceps  must  be  held  closed  after  closing  in  order  not  to  drop  the 
pin  in  three  pieces.  Vankauer  has  devised  a  method  of  dealing  with  the 
crosswise  fixed  pin  by  pulling  it  into  the  tube  of  a  combination  tube  and 
hook  forceps,  which  seems  a  promising  though  as  yet  untested  method. 
It  is  intended  for  untempered  pins  which  will  bend  without  breaking. 
He  has  successfully  used  an  instrument  shaped  like  a  tack-drawer  for  ex- 
tracting the  embedded  point  of  a  tack;  and  this  should  be  equally  useful 
for  an  embedded  pin  point. 
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angle  projecting  at  the  branch  bronchus.  This  is  especially  true  of  bodies 
like  the  upholsterer's  tack,  of  which  every  bronchoscopist  of  experience 
has  had  one  or  more  cases.  These  tacks  hold  like  a  "mushroom  anchor," 
and  great  care  must  be  taken  that  traction  is  being  made  in  the  proper  di- 
rection. The  direction  of  traction  can  be  modified  by  the  position  in  which 
the  forceps  are  placed,  as  previously  described ;  and  it  can  also  be  modified 
by  the  movement  of  the  head  of  the  patient  and  the  bronchoscope  in  the 
proper  direction.  The  lip  of  the  bronchoscope  can  also  be  used  for  the 
moving  out  of  the  way  of  the  obstructing  tissues,  as  elsewhere  described, 
and  as  illustrated  in  Fig.  172.  The  shortness  of  a  tack  may  per- 
mit it  to  turn  more  or  less  sideways  in  the  bronchus,  the  point  entering 


Fic,  179b.  "Mushroom  anchor"  prohlem  of  die  upholstery  tack.  If  the  tack  has 
rot  been  in  silu  more  than  a  few  weeks  tlie  stenosis  at  the  level  of  the  darts  is 
simply  edematous  mucosa  and  the  tack  can  be  pulled  through  wilh  no  more  than 
slight  mucosal  Iranma,  provided  axis-traction  only  be  used.  If  the  tack  has  been 
in  silu  a  year  or  more  the  fibrous  striclure  may  need  dilatation  with  the  divulsor 
(Fig.  46).  Otherwise  traction  may  rupture  ihe  bronchial  wall.  The  stenotic  tissue 
in  cases  of  a  few  months'  sojourn  may  be  composed  of  granulations,  in  which  case 
axis-traction  will  safely  withdraw  it. 

the  mucosa  or  a  lateral  branch.  This  permits  the  head  in  some  in- 
stances to  present  its  edge  toward  the  observer.  Great  caution 
is  required  in  such  instances.  If  the  head  is  seized  as  at  A,  Fig.  180, 
serious  trauma  may  resnlt  in  withdrawal,  by  the  ripping  effect  of  the 
point,  and  the  chances  of  its  getting  dragged  out  of  the  grip  of  the  for- 
ceps are  great.  If  it  is  grasped  by  the  stem  we  have  the  "toggle  and 
ring"  action  against  the  tube  mouth  (Fig.  177),  and  unless  the  tack  is 
very  short  the  point  will  cause  trauma.  The  best  method  in  the  author's 
experience  with  such  cases  is  to  push  the  presenting  edge  of  the  head 
downward  and  laterally  so  as  to  bring  up  the  point  as  far  as  possible. 
Then  a  hook  (or  the  closed  side  curved  forceps)  is  inserted  under  the 
shank  as  close  to  the  point  as  possible  and  thus  the  point  can  be  brought 
up  in  the  clear  so  that  it  can  be  seized  with  the  forceps  and  withdrawn 
into  the  tube  mouth.  If  the  head  is  too  large  to  enter,  the  point  is  thus 
protected  while  forceps  and  bronchoscope  are  withdrawn  together. 
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Fifi.  irgc.  Schema  illustrating  the  "mushroom  anchor"  problem  of  the  brass- 
headed  upholstery  tack.  At  A  the  lack  is  shown  with  the  head  bedded  in  swollen 
mucusa.  The  bronchoscopist,  looking  through  the  bronchoscope,  £,  considcrinif 
him^lf  lucky  to  liave  found  the  poiiil  of  the  tack,  seizes  it  and  starts  to  withdraw 
it,  making  traction  as  shown  by  tlie  dart  in  drawing  B.  The  liead  of  the  tack 
catches  below  a  chondrial  ring  and  rips  in,  tearing  its  way  through  the  bronchial 
wall  (D)  causing  death  l)y  mediastinal  emphysema.  This  accident  is  still  more 
likely  to  occur  if,  as  often  happens,  the  tack-head  is  lodged  in  the  orifice  of  the 
upper  lobe  bronchus,  F.  But  if  the  bronchoscopist  swings  the  patient's  head  far 
to  the  opposite  side  aiid  makes  axts-trocliott,  as  shown  at  C,  the  head  of  the  tack 
can  be  drawn  through  the  swollen  mucosa  without  anchoring  itself  in  a  cartilage. 
If  necessary,  in  addition,  the  lip  of  the  bronchoscope  can  be  used  to  repress  the 
angle,  K,  and  the  swollen  mucosa,  H.  If  the  swollen  mucosa,  H,  has  been  replaced 
by  fibrous  tissue  from  many  months'  soioum  of  the  tack,  the  stenosis  may  require 
dilatation  with  the  divulsor.  Fig.  46. 


I79d.  I'r()blem  of  the  upholstery  tack  with  buried  point.  If  pulled  upon, 
I  perforation  of  the  mediastinum,  as  shown  at  A.  will  be  completed,  the 
bronchus  will  be  torn  and  dcatli  will  follow  e^eii  if  the  tack  be  removed,  which  is 
of  doubtful  possibility.  The  proper  method  is  gently  to  close  the  side  curved  for- 
ceps on  the  shank  of  the  tack  near  the  head,  push  downward  as  shown  by  the  dart. 
in  B,  until  the  point  emerjies.  Then  the  forceps  arc  rotated  to  bring  the  point  o! 
ibc  tack  away  from  the  bronchial  wall.  It  is  usually  better  al  this  stage  to  release 
the  lack  and  srasp  it  firmly  near  the  point  for  withdrawal,  U.  During  stages  A,  U 
and  C  the  tack  is  grasped  very  gently. 
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In  making  the  lateral  movements  referred  to,  the  tube  mouth  is  used 
to  push  the  forceps  sidewise,  the  bronchoscopic  lever  being  swung  on  its 
fulcrum  (Fig.  135).  Articles  of  jewelry,  such  as  stick  pins,  usually  re- 
quire the  same  care  that  pertains  to  pins,  in  regard  to  getting  the  point 
safely  into  the  tube  mouth.  In  withdrawal  the  head  is  apt  to  catch  as 
mentioned  in  regard  to  tacks,  and  the  direction  of  traction  must  be  mod- 
ified accordingly.  Nails  of  any  except  the  smallest  sizes  are  easily 
found  and  usually  present  the  same  problems  of  extraction  as  mentioned 


Fic.  lyge.  Schema  ilUistraling  the  "upper-lobc-bronclius  problem,"  combined 
with  Ihe  "musb room-anchor"  problem  and  ihe  author's  twice- successful  method  for 
their  solution.  The  patient  lieing  recumlieni,  the  bronchoscopist  looking  down  the 
rijht  main  bronchus.  M,  sees  Ihe  point  of  the  lack  projecting  from  the  right  upper- 
lobe-bronchus,  A.  He  seizes  the  point  with  Ihe  side-curved  forceps;  then  slides 
down  the  bronchoscope  lo  the  position  >hown  dotled  at  B.  Next  he  pushes  the 
bronchoscopic  tube-mouth  downward  and  medlanward.  simultaneously  moving  the 
patient's  head  to  the  right,  thus  swinging  the  bronchoscopic  lever  (Fig,  135)  on  its 
fulcrum,  and  draKfiinj;  the  tack  downward  and  inward  out  of  its  bed.  to  the  posi- 
tion, D,  Traction,  as  shown  al  C,  will  then  safely  and  easily  withdraw  the  tack. 
A  very  small  bronchoscope  is  essential.  The  lip  of  the  bronchoscopic  tube-mouth 
must  be  used  to  pry  the  forceps  down  and  over,  and  the  lip  must  l)e  brought  close 
to  the  tack  just  before  the  prying-pushing  movement.    S,  right  stem -bronchus. 


for  pins.  Their  i:<;ints  are  usually  not  sliarj)  hut  their  shape  renders  it 
necessary  to  get  the  1  oint  into  tlie  tube  ir.-iuth  to  [)revent  "tog j'e  and 
ring"  action.  The  side  curved  forceps  (Fig-  2'J>  usually  get  a  better  hold 
than  straight  jaws,  and  they  can  be  used  to  better  advantage  in  lateral 
movements  and  in  grasping  pins,  nails  and  tacks.  Nails  lodged  head 
uppermost  may  present  the  problem  of  annular  edema  (Fig.  183). 

Jervey  (Bib,  274),  by  a  very  ingenious  method,  extracted  a  very 
large  nail  by  carefully  disengaging  the  point  and  getting  the  nail  into  the 
bronchoscope  for  half  the  nail's  length  and  then  pressing  the  nail  tightly 
to  the  wall  of  the  tube  by  means  of  a  hook  firmly  rotated. 
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Hollotv  metallic  bodies.  For  foreign  bodies  presenting  an  opening 
toward  the  observer,  no  instrument  has  proven  more  efficient  than  the 
excellent  one  of  Kiiiian  (Bib.  2(>!>,  p,  2(i).  Different  endoscopists  will 
prefer  different  handles,  but  the  grooved  expansile  holder  shown,  fitted 
to  a  suitable  handle,  cannot  be  excelled  for  firmly  grasping  and  holding 
such  foreign  bodies.  An  additional  merit  is  that  most  of  such  bodies, 
when  so  held,  are  in  the  best  position  for  removal,  whereas  if  grasped  by 
their  edge  there  is  more  or  less  traumatism  apt  to  be  inflicted  by  other 
portions  of  their  edge,  if  thin.  If  a  large  cylindrical  hollow  metallic  body 
does  not  present  its  opening  toward  the  operator,  it  may  present  the 
problem  of  annular  edema,  Fig.  183.  It  may  be  turned  if  not  too  long, 
but  as  a  rule  the  method.  Fig.  182,  is  preferable. 


M 


Fig.  i8o.  Schema  of  the  mechanical  problem  of  tack  extraction  from  the 
bronchi.  If  the  edge  of  the  head  presents,  the  point  being  in  a  branch  bronchus 
or  imliedded  in  the  wall,  traction  upon  the  head  in  the  direction  of  the  dart  will 
produce  trauma  and  will  probably  be  unsuccessful.  After  turning,  the  point  is 
seized  as  ai  B.  and  traction  is  safe  and  successful. 


Removal  of  ot'en  safety  f^ins  from  the  trachea  and  bronchi.  The  re- 
moval of  a  closed  safety  pin  presents  only  the  ordinary  mechanical  prob- 
lem of  the  long  foreign  body  that  must  he  grasped  on  end  to  prevent 
the  "toggle  and  ring"  difficulty.  When  the  safety  pin  is  open,  but  with 
point  down  the  problem  is  quite  easy  of  solution.  The  near  or  spring  end 
of  the  pin  is  grasped  and  pulled  into  the  bronchoscope  which  closes  the 
pin.  If  the  pin  cannot  be  withdrawn  completely  into  the  tube  it  must  at 
least  be  drawn  in  until  the  "keeper"  end  of  the  pin  is  close  up  against 
the  tube  mouth,  not  only  to  prevent  the  loss  of  the  pin  at  the  glottis,  but 
to  prevent  trauma  by  the  usually  sharp  and  hook-like  "keeper."  When 
we  have  to  deal  with  an  open  safety  pin  lodged  point  up  we  have  a  difficult 
problem,  the  proper  execution  of  which  is  one  of  the  most  interesting  in 
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bronchoscopy.  If  the  pin  is  grasped  and  pulled  out  without  closing  the 
pin,  the  point  will  inflict  severe  and  probably  fatal  trauma.  If  the  pin 
is  in  the  cervical  trachea  the  patient  will  be  subjected  to  less 
risk  in  a  removal  by  tracheotomy  than  by  a  ruthless  endo- 
scopic extraction.  If  an  experienced  and  careful  bronchoscopist  is  avail- 
able, tracheotomy  is  a  great  injustice  to  the  patient.  If  the  intruder  is  in 
the  thoracic  trachea,  tracheotomy  is  absolutely  contraindicated,  and,  more- 
over, quite  unnecessary.  The  pin  must  be  closed  and  removed  or  the 
point  must  be  protected  by  the  lip  of  the  bronchoscope,  as  shown  at  C  in 
Fig.  178  in  dealing  with  the  point  of  straight  pins.  Then  the  point  of 
the  safety  pin  is  grasped  with  the  side  curved  forceps,  Fig.  29,  and  pulled 
into  the  bronchoscope.  This  leaves  the  **keeper"  end  out,  but  as  the  hook- 
like end  is  down  no  trauma  will  be  inflicted  in  withdrawal.  But  the  pin 
will  almost  certainly  be  lost  at  the  glottis  if  care  is  not  taken  to  be  sure 
that  the  greater  plane  of  the  keeper  corresponds  to  the  sagittal  plane  of 
the  glottis.  If  the  safety  pin  is  a  small  one  it  may  be  entirely  pulled  into 
the  bronchoscope  by  the  forceps  applied  to  the  point.  Large  pins  are  too 
stiff  for  this  and  rupture  of  the  bronchus  might  result  from  the  attempt. 
Closure  of  an  open  safety  pin  lodged  point  upward  is  not  a  difficult  pro- 
cedure for  those  who  will  preliminarily  practice  it.  The  author's  method 
is  shown  schematically  in  Fig.  LSI.  The  most  essential  precaution  is  to 
select  from  the  set  of  three  a  closer  that  has  a  ring  of  the  proper  size 
for  the  particular  pin  in  question.  The  ring  should  be  large  enough  to 
admit  the  spring  end  of  the  pin,  but  should  be  no  larger  than  necessary. 
This  is  best  determined  by  trial  with  a  similar  pin,  if  one  is  brought  by 
the  patient,  or  by  trial  with  a  pin  of  similar  size  and  shape  as  determined 
with  the  aid  of  a  radiograph.  Due  allowance  must  be  made  for  radio- 
graphic magnification,  if  any.  The  ring  of  the  author's  pin  closer  is  oval 
which  is  of  fundamental  importance.  Many  clumsy  imperfect  models  are 
sold  under  the  author's  name.  In  case  of  an  infant  too  small  to  ad- 
mit a  bronchoscope  large  enough  to  admit  the  closer  through  the  lumen, 
the  closer  may  be  passed  into  the  trachea  first  and  allowed  to  lie  on  the 
posterior  tracheal  wall  and  interar^^tenoid  space  while  the  bronchoscope 
is  passed  through  the  glottis  anterior  to  the  stem  of  the  closer.  The  fork 
is  removed  after  the  pin  is  closed  and  the  removal  is  accomplished  with 
forceps.  Should  the  endoscopist,  from  insufficient  practice  or  con- 
structive imperfection  of  the  particular  instrument  at  hand,  be  unable  to 
close  the  pin  completely,  he  can  at  least  bring  the  point  away  from  the 
wall  and  then  the  point  can  be  guarded  by  pushing  the  bronchoscope  down 
over  it.  The  point  can  then  be  seized  with  forceps  if  necessary,  though 
it  will  usually  be  found  that  the  pin  is  tightly  held  by  keeping  the  broncho- 
scope and  pin  closer  in  exact  relation  to  each  other  after  the  fork  is  re- 
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*'coax"  the  intruder  along  gently  under  ocular  guidance,  never  making 
traction  enough  to  bury  the  point  deeply,  and  lifting  the  point  with  the 
hook  whenever  it  shows  any  inclination  to  enter  the  wall.  This  is  not 
difficult  to  do  in  the  trachea,  but  extreme  dexterity  is  needed  thus  to  get 
the  intruder  through  the  glottis.  Should  the  endoscopist  fail  in  this,  or 
have  doubts  as  to  his  ability  to  accomplish  it,  he  is  justified  in  doing  a 
tracheotomy  for  removal  after,  not  before,  he  has  brought  the  intruder 
up  to  the  subglottic  region.  The  child  must  be  kept  in  the  Trendelen- 
berg  position  in  order  to  prevent  the  intruder  dropping  again  into  the 
thoracic  trachea  and  a  bronchoscope  must  be  left  in  the  glottis  during  the 
tracheotomy  to  forestall  spasmodic  stenosis.  Under  no  circumstances 
should  the  intruder  be  violently  pulled  through  the  glottis  point  first. 
Mortality  will  almost  certainly  follow.  Tracheotomy  for  the  insertion 
of  a  bronchoscope  for  the  removal  of  inverted  double  pointed  tacks  from 
the  thoracic  trachea  or  from  the  bronchi  is  a  mistake.  Better  work  can 
be  done  through  the  mouth  up  to  the  point  of  getting  the  tack  into  the 
subglottic  region.  In  certain  locations  turning  is  facilitated  by  diverting 
the  points  into  branch  bronchi  as  in  the  case  illustrated  by  Figs.  181a,  181b 
and  181c. 

The  extraction  of  tightly  fitting  foreign  bodies  from  the  bronchi. 
Annular  edema.  Bodies  such  as  corks,  pebbles,  marbles,  Job's  tears, 
beads  and  the  like  are  propelled  into  the  lower  air  passages  with  consid- 
erable force  by  the  inspiratory  blast,  especially  by  the  deep  inspiration 
following  cough.  This  impaction  prevents  further  ingress  of  air,  and  the 
absorption  of  air  below  adds  a  negative  pressure  which  increases  the  im- 
paction and  the  tightness  of  the  fit  aids  in  quickly  producing  an  annular 
mucosal  swelling  (A,  Fig.  182)  which  covers  the  presenting  part  of  the 
intruder  so  that  all  that  is  seen  is  a  small  surface  in  the  center  of  an 
acute  edematous  stenosis.  If  application  of  the  forceps  (F,  Fig.  182)  is 
attempted  they  will  not  expand  sufficiently  to  take  in  the  intruder  be- 
cause of  the  annular  edema  A.  The  author  in  such  cases  uses  a  forceps 
(K)  having  very  stiflf  expansive  spring  jaws  so  that  when  protruded 
from  the  forceps  cannula  they  will  expand  with  sufficient  force  to  press 
out  of  the  way  (in  the  plane  of  their  own  expansion  only,  not  annularly), 
the  swollen  mucosa  so  as  to  permit  of  seizure  of  the  foreign  body,  as 
shown  at  B.  The  jaws  of  these  forceps  are  narrow,  because  it  is  easier 
to  press  outward  a  narrow  portion  of  the  swollen  mucosa  than  a  wide 
one.  Of  course  the  jaws  must  not  be  so  narrow  as  to  cut,  and  in  using 
the  forceps  it  is  necessary  to  use  great  care  to  prevent  damage.  All  use 
of  .such  instruments  must  be  under  the  guidance  of  the  eye.  Another 
very  effectual  way  (Fig.  183)  is  to  repress  the  swollen  mucosa  at  one 
point  with  the  lip  of  the  bronchoscope  so  that  a  hook  may  be  passed 
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below  the  intruder  which  is  drawn  upward  to  a  wider  place  where  the 
forceps  can  be  applied,  or  in  some  instances  it  can  be  imprisoned  against 
the  tube  mouth.  One  of  the  most  difficult  mechanical  problems  is  where 
a  foreign  body  that  completely  occludes  a  bronchus  into  which  it  is  tightly 
drawn  by  the  absorption  of  air  below,  and  that  in  addition  has  a  conoidal 


Fig.  i8ib.  Schema  illu^traling  a  new  metliod  of  removal  of  I ironchially- lodged 
staples  or  double-poinled  lacks.  H,  bronchoscope.  A,  swollen  mucosa  coverins 
points  of  staple.  Al  K  the  staple  has  been  manipulated  npward  with  bronchoseopic 
lip  and  hooks  until  the  points  are  opposite  the  branch  bronchial  orifices,  B,  C. 
Traction  being  made  in  the  direction  of  the  dart  (F).  by  means  of  the  rotation 
forceps,  and  counterpressnre  being  made  with  ihe  bronchoseopic  lip  on  the  points 
of  the  staple,  the  points  enter  the  branch  bronchi  and  permit  the  staple  to  be  turned 
over  and  removed  with  points  trailing  harmlessly  behind  (K). 


y 


Fig.  i8ic.  Staple  {actual  siae)  removed  from  the  right  lung  (see  Fig,  i8ia), 
bloodlessly  through  the  mouth,  by  bronchoscopy,  after  version  as  shown  in  Fig. 
18  lb. 


form  toward  the  operator.  The  problem  is  difiicult,  especially  if  the  in- 
truder is  hard  and  smooth  because  the  forceps  cannot  get  a  large  surface 
of  contact  and  hence  slip.  Patience,  however,  will  succeed.  Eventually 
a  sufficiently  tight  hold  will  be  maintained  to  withdraw  the  foreign  body. 
notwithstanding  the  negative  pressure  which   has  pulled  it  down  and 
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which  is  still  resisting  its  withdrawal.  The  author's  heavier  forceps  are 
used  for  this  because  tactile  sensibility  is  not  so  essential  as  in  friable 
bodies.  Strong  forceps  are  needed,  not  for  traction  but  for  firm  holding 
on  a  hard  smooth  surface  of  a  presenting  cone.  An  illustrative  case  of 
the  author  is  the  lump  of  coal  removed  from  the  bronchus  of  a  Mara- 
thon racer  (see  Chapter  XXI).  In  the  case  of  a  rubber  pencil  eraser 
Richardson  (Bib.  448)  used  a  screw-pointed  instrument  which  he  screwed 
into  the  rubber  as  one  would  a  corkscrew.  Such  a  procedure,  of 
course,  requires  great  care  and  skill.  In  some  instances,  the  largest  pos- 
sible tube  that  would  enter  the  bronchus  without  injury,  has  been  used  to 
liberate  the  foreign  body.  In  some  such  instances  the  intruder  has  been 
coughed  into  the  tube.     Such  cases  have  been  reported  by  Tilley  (Bib. 


Fig.  182.  Schema  illiistratinj?  the  problem  of  a  tightly  impacted  foreign  body 
(C),  above  which  an  annular  edema  (A)  prevents  sufficient  expansion  of  the  for- 
ceps, F.  Pushing  on  the  forceps  may  force  the  foreign  body  into  the  mediastinum 
or  pleura.  A  special  forceps  (L)  with  very  narrow  and  stifT-springed  expansile 
jaws  (K)  is  used  to  displace  the  edematous  mucosa  (in  the  plane  of  their  ex- 
pansion only)  as  at  B,  so  that  they  can  be  pushed  down  over  the  foreign  body 
sufficiently  for  a  good  irrip  on  the  foreign  body  (D). 

540),  Geo.  L.  Richards,  Heck  and  others.  As  pointed  out  by  Ingals 
(Bib.  22())  oversized  tubes  must  be  used  with  caution,  and  this  may 
be  said  of  every  endoscopic  procedure.  A  very  interesting  and  quite 
uni(iue  case  of  the  aid  of  gravity  in  bronchoscopic  foreign  body  extrac- 
tion is  that  of  Goldstein  (Bib.  185)  in  which  by  placing  the  child  in  the 
Trendelenbcrg  position  a  marble  after  disimpaction  was  skillfully 
dragged  down  hill  with  a  bent  bronchoscopic  probe. 

Extraction  of  soft  friable  bodies  from  the  traclieo-broncltial  tree. 
Bodies  that  are  soft,  either  by  nature  or  from  maceration  in  the  secre- 
tions of  the  tracheobronchial  tree,  besides  the  difficulty  of  disimpaction 
present  the  difficulty  of  removal  without  crushing  and  permitting  the  frag- 
ments to  scatter.  The  essentials  for  successfully  dealing  with  this  prob- 
lem are  extremely  delicate  forceps  unopposed  by  springs  and  a  well  de- 
veloped sense  of  totich  on  the  part  of  the  operator.     As  elsewhere  men- 
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doned,  heavy  spring  opposed  foiceps  prevent  all  delicacy  of  touch  and 
manip  Ilia  lion.  The  form  of  jaws  used  in  Ktllian's  "bean"  forceps 
Fig.  32  is  very  useful  in  the  removal  of  friable  bodies  and  the  author 
uses  jaws  modeled  after  these  adapted  to  his  forceps.  In  the  removal  of 
friable  foreign  bodies,  if  they  are  by  accident  broken  up  by  too  firm  a 
grasp  of  the  forceps,  the  question  will  arise  how  long  the  search  should 
be  continued  for  every  minute  fragment.  As  a  rule,  fragments  smaller 
than  2  mm.  in  diameter  have  a  very  good  chance  of  being  coughed  up 
with  the  secretions  which  surround  them.  In  some  instances,  however, 
foreign  bodies  of  this  size  and  smaller  will  cause  multiple  abscesses,  so 
that,  as  a  rule,  the  bronchoscopist  should  persist  in  his  search  until  he 


Fig.  183.  Schema  illustrating  the  use  of  the  lip  of  the  bronchoscope  in  disim- 
paction  of  foreign  bodies.  A  and  B  show  an  annular  edema  above  the  foreign 
l>ody,  F.  At  C  the  edematous  mucosa  is  beinR  repressed  by  the  lip  of  the  tube- 
mouth,  permilling  insinuation  of  the  hook,  H,  past  one  side  of  the  foreign  body, 
which  is  then  withdrawn  to  a  convenient  place  for  application  of  the  forceps. 
This  repression  by  the  lip  is  often  used  for  purposes  other  than  1 
hooks.    The  Itp  of  the  esophagoscope  can  be  used  in  the  same  way. 


has  removed  every  fragment  that  he  can  find.  Doubtless  quite  a  large 
quantity  of  small  particles  of  friable  foreign  bodies,  such  as  peanuts,  will 
be  removed  along  with  secretion  by  the  author's  "sponge  pumping'* 
method  elsewhere  described  for  the  removal  of  secretions  without  an 
aspirator.  The  sponges  and  secretions  should  be  saved  and  washed  to 
find  the  particles  after  bronchoscopy.  N'either  the  occasional  success  of 
this  nor  the  chance  of  a  foreign  body  being  coughed  up  should,  however, 
make  one  feel  warranted  in  deliberately  breaking  a  friable  foreign  body, 
which  cannot  be  considered  as  otherwise  than  a  disaster.  Claw  forceps 
are  particularly  undesirable  and  beans  should  always  be  seized  with  the 
plain  foreign  body  forceps  or  "bean  forceps"  of  delicate  construction.  By 
delicate  pressure  with  these,  crushing  can  be  avoided,  whereas  with  claw 
forceps  the  perforation  of  the  claws  is  almost  certain  to  cause  the  break- 
ing up  of  the  intruder.    In  dealing  with  soft  friable  bodies  of  round  shape 
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of  which  the  swollen  mucosa  overlaps  the  presenting  end  the  stiff -springed 
forcei)s  above  described  cannot  be  used  with  sufficient  delicacy  and  the 
points  would  comminute  the  intruder.  The  tube  mouth  must  be  placed 
in  gentle  contact  with  the  foreign  body  and  then  moved  laterally  so  that 
the  lip  of  the  bronchoscope  will  draw-  aside  a  little  crevice  between  the 
intruder  and  the  bronchial  wall,  in  order  that  a  hook  may  be  inserted  at 
one  side  of  the  foreign  body,  which  is,  by  means  of  the  hook,  withdrawn 
to  a  wider  place  in  the  bronchial  lumen  where  the  delicate  forceps  jaws 
(Fig.  183)  can  be,  when  fully  expanded,  closed  over  the  foreign  body. 
The  mechanical  spoon  (Fig.  40)  is  substituted  for  a  hook,  if  the  intruder 
is  in  the  main  bronchus  of  an  adult.  Unless  the  swelling  of  the  bronchial 
mucosa,  and  also  of  the  bean  or  similar  absorbent  foreign  body  is  very 
great,  the  author  has  usually  found  it  possible  to  use  forceps  in  the  ex- 
traction of  the  foreign  body ;  but  the  manipulation  must  be  extremely  del- 
icate, otherwise  the  intruder  will  be  crushed  and  its  fragments  scattered. 
The  distance  of  the  tube  mouth  during  such  manipulations  is  necessarily, 
at  the  beginning,  close  to  the  foreign  body.  When  the  mechanical  spoon, 
the  hook  or  the  forceps  are  properly  placed,  the  tube  must  be  withdrawn 
ahead  of  the  foreign  body  as  the  latter  is  brought  upward,  unless  it  is 
desired  that  the  foreign  body  shall  enter  the  tube.  Holding  of  large  soft 
intruders  tightly  against  the  tube  mouth  cannot  be  done  in  case  of  very 
friable  foreign  bodies  without  risk  of  crushing  them.  It  is  feasible  in  the 
less  friable  bodies.  Herbert  Tilley  reports  (Bib.  54(»)  the  bronchoscopic 
removal  of  a  green  pea  from  the  right  bronchus  of  a  man  aged  G3  under 
local  anesthesia,  by  a  very  ingenious  method.  The  bronchoscope  was 
passed  down  to  the  pea  against  which  it  was  firmly  pressed.  A  closely 
fitting  plug  of  cotton  wool  soaked  in  liquid  i)araffin  (petrolatum)  w-as 
passed  down  the  bronchoscope  until  it  reached  the  foreign  body.  Then 
by  a  sudden  but  sharp  movement  of  withdrawal  of  the  piston-plug  the 
I)ea  was  sucked  into  the  lower  end  of  the  bronchoscope  and  removed  to- 
gether with  the  tube.  W'inslow  {\V\h.  575)  reports  the  recovery  of  a 
(lesi)erate  case  after  the  bronchoscopic  removal  of  the  pulp  of  an  almond 
from  the  left  bronchus  of  a  child  two  years  of  age.  Friable  bodies  such 
as  egg  shells  and  thin  glass,  of  each  of  which  the  author  has  had  cases, 
require  an  extremely  delicate  touch,  for  which  the  extremely  delicate 
forceps  are  necessary. 

Removal  of  small  animal  objects  from  the  trachea-bronchial  tree. 
The  author  has  never  had  occasion  to  remove  an  insect.  Flies  and  small 
beetles  arc  occasionally  inhaled :  but  arc  usually  promi)tly  coughed  out. 
Leeches  seem  to  be  of  not  rare  endoscopic  occurrence  in  Europe.  Sarg- 
non,  Guisez  and  others  have  reported  cases.  Masterman,  quoted  by 
Sir  St.  Clair  Thomson  (  P>ib.  ^M))  states  that  a  ten  or  twenty  per  cent 
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solution  of  cocaine  will  cause  a  leech  to  loosen  its  hold  from  paralysis. 
Doubtless  ascarides  and  other  living  parasites  would  be  equally  suscep- 
tible. In  grasping  any  form  of  animal  tissue  the  plain  foreign  body  for- 
ceps (Fig.  28)  or  the  side  curved  forceps  (Fig.  2\) )  are  best.  The  broad 
surface  w'ill  hold  without  comminuting  the  intruder. 

Extraction  of  foreign  bodies  from  the  upper-lobe  bronchus  presents 
interesting  problems  because  of  the  impossibility  of  obtaining  a  lumen 
presentation.  Fortunately,  it  is  exceedingly  rare  for  foreign  bodies  to 
disappear  wholly  into  the  upper-lobe  bronchus.  Of  the  author's  six  cases 
all  but  one  had  been  pushed  there  by  previous  operators.  If  a  portion  of 
the  foreign  body  projects  the  intruder  can  be  removed  by  the  method 
shown  in  Fig.  171)e.  A  foreign  body  that  has  disappeared  completely 
within  the  upper-lobe  bronchus  can  be  removed  by  the  author's  upper-lobe- 


A 
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Fig.  183a.  The  author's  upper-lobe  bronchus  forceps  for  reaching  "around  the 
comer"  in  the  bronchoscopic  extraction  of  foreign  bodies.  The  jaws,  B,  can  be 
straightened  out  in  passing  them  through  the  bronchoscope  but  will  spring  back  into 
their  original  shape  on  emerging  at  the  distal  bronchoscopic  tube  mouth.  The  end 
of  the  forceps  cannula.  A,  is  a  spiral  tube  so  as  to  pass  over  the  curved  jaws  as 
shown  at  C. 

bronchus  forceps  (Figs.  18:^a,  183b,  183c)  guided  by  the  collaboration 
with  a  fluoroscopist  looking  through  the  double-plane  fluoroscope  devised 
for  the  author  by  Dr.  George  W.  Grier. 

RULES   FOR  ENDOSCOPIC   FOREIGN    BODY   EXTRACTION. 

1.  Never  endoscope  a  foreign  body  case  unprepared,  with  the  idea 
of  taking  a  preliminary  look. 

2.  Approach  carefully  the  suspected  location  of  a  foreign  body,  so 
as  not  to  override  any  portion  of  it. 

3.  Avoid  grasping  a  foreign  body  hastily  as  soon  as  seen. 

4.  The  shape,  size  and  position  of  a  foreign  body  and  its  relations 
to  surrounding  structures  should  be  studied  before  attempting  to  apply 
the  forceps.     (Exception  cited  in  Rule  10.) 

r».     Preliminary  study  of  a  foreign  body  should  be  from  a  distance. 

(>.  The  first  grasp  of  the  forceps  being  the  best,  it  should  be  well 
planned  beforehand  so  as  to  seize  the  proper  part  of  the  intruder. 

7.  With  all  long  foreign  bodies  the  motto  should  be  **Search,  not 
for  the  foreign  body,  but  for  its  nearer  end."     With  pins,  needles  and 
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Fig.  i8,ib.  Scliematic  illustration  of  the  author's  upper -lobe- bronchus  forceps  in 
position  grasping  a  pin  in  an  anteriorly  ascending  branch  of  ihe  iipper-lobe  bronehu*. 
T,  trachea;  UI.,  upper-lobe  bronchus;  LB.  Ictl  l)ronchus;  SB.  stem  bronchus. 


Fig.  183c.  I'pper-lobe-lironi^bus  forceps  ii:  pi.-.jt!.'i.  m  ■ 
Radiograph  originally  made  for  localization,  but  incidentally  : 
sumed  on  forceps  after  emerginE:  from  the  bronchoscope. 
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^-^     ■'.  <iWrdi  always  for  the  point.    Try  to  see  it 

^^>   r.   kme  foreign  body  grasped  near  the  middle 
^     I'  <k'tri|<,a  "toggle  and  ring." 

irt.in.ilitj-  lo  follow  failure  to  remove  a  for- 
\    Uital  violence  in  removal. 
^:i   liniiiei,  because  of  the  likelihood 
,  L<1  liv  any  part  first  presented,  and 
■  :'Aard' 
^lal  cases  should  be  dealt  with  only 

nm\  be  needed  in  a  bronchoscopic  case,  or 
igcal  case.  Both  kinds  of  tubes  should  be 
i-f  before  starting.  It  is  the  unexpected  that 
ii'^copy. 

:iireign  body  unless  it  is  properly  grasped  to 

:raiima.     Then  do  not  pull  hard. 

n  cannot  remove  the  foreign  body. 

■  ',''V.     In  cases  of  foreign  bodies  which  can- 

lUv,  and  yet  which  show  clearly  in  the  ray. 

I  M'd  lo  the  suspected  region  and  a  probe  may 

('".  small  for  the  bronchoscope  to  enter.     If 

y  as  lo  show  in  the  fluoroscopic  screen,  the 

HI.-  a  prompt  answer  as  to  the  localization,  and  this 

.ii.iable  if  both  a  horizontal  and  a  vertical  screen  can 

i>mbination  of  screens  would  be  valuable  for  fiuoro- 

!;<ting  of  forceps  for  the  removal  of  foreign  bodies 

!  ill  peripheral  bronchi  that  the  intruder  could  not  be 

Personally,  however,  the  author  questions  the  ad- 

.  force|3s  by  any  other  means  than  by  the  endoscopic 

It  happens  only  rarely  that  the  foreign  body  is 

i  <scopic  screen.     When  not  visible  fluoroscopically,  a 

le  taken  with  the  probe  in  situ.     Having  limited  by 

I\  mentioned,  the  number  of  bronchi  to  be  searched, 

1  usually  memorize  two  or  three  bronchi  for  separate 

■  remembering  the  place  it  is  possible  to  tell  which  one 

invaded.     The  best  probe  for  this  purpose,  in  the  au- 

;>^  the  very  small  forceps  which  are  only  half  the  si/e 

■  ps.     They  are  used  closed  which  gives  a  very  safe 

':tUr  haa  devlaed  for  the  author  a  double-plane  fluoroBcop? 

-  ry  metui  In  rases  of  foreitcn  bodies  thst  are  In  such  minute 

riiTiut  be  found,  and  In  cases  at  upper-lobe  bronchun  invasion 

:<  :■  i^  dense  to  tbe  ray.     General  anesthesia  should  not  be  used 

nniniBblht>-   of  ether  and   because  the   patient  should    hold  his 
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probe  pointed  instrument,  and  if  the  intruder  is  found  it  can  at  once  be 
seized.  If  not  found  the  forceps  will  show  in  a  radiograph.  The  au- 
thor has  had  two  cases  in  which  extraction  of  bronchially  lodged  foreign 
bodies  was  previously  tried  by  other  endoscopists.  Both  were  foreign 
bodies  of  moderate  size  lodged  in  the  right  stem  bronchus  and  not  diffi- 
cult of  removal.  In  one  case  fluoroscopic  bronchoscopy  had  been  un- 
successfully tried  for  over  an  hour  under  ether  anesthesia.  In  the  other 
case  two  unsuccessful  attempts  under  ether  had  been  made,  one  of  an 
hour  and  the  other  of  an  hour  and  a  half.  It  only  required  a  few  min- 
utes in  the  author's  clinic  in  each  instance  to  remove  the  foreign  bodies 
without  anesthesia,  general  or  local,  under  ocular  guidance  by  oral  bron- 
choscopy in  the  regular  way.  Tracheotomy  had  been  done  for  the  pre- 
vious unsuccessful  fluoroscopic  bronchoscopies.  For  obvious  reasons, 
the  author  does  not  care  to  publish  further  details.  Sufficient  is  here 
given  to  emphasize  the  practical  point  that  the  author  wishes  to  make. 
Namely  that  fluoroscopic  bronchoscopy  is  so  deceptively  easy  from  a 
superficial  theoretical  point  of  view  that  it  has  been  used  unsuccessfully 
in  cases  easily  handled  in  the  regular  endo'scopic  way.  The  author 
has  been  able  to  collect  12  cases  of  fluoroscopic  bronchoscopy  for  foreign 
bodies  of  which  the  following  is  an  analysis: 

Statistics  of  fluoroscopic  bronchoscopy   for  foreign  bodies  by  va- 
rious operators: 

Foreign  body  removed  in  8     ((>(>. 7  per  cent). 

Foreign  bodies  not  removed  1     (33.3  per  cent). 

Number  of  cases  fatal  within  a  week       5     (41. (J  per  cent). 

Of  fatal  cases  foreign  body  removed  in    3     ((iO     per  cent). 

Of  fatal  cases  foreign  body  not  removed  2  (40  per  cent). 
From  the  foregoing  it  is  clear  that  fluoroscopic  bronchoscopy  be- 
cause of  its  high  mortality  and  its  low  percentage  of  successes,  has  noth- 
ing to  justify  its  use  in  any  bronchially  lodged  foreign  body  case  until 
after  regular  Killian,  ocularly  guided,  endoscopic  bronchoscopy  has 
failed.  Personally  the  author  would  not  use  it  until  after  another  en- 
doscopist besides  himself  had  failed.  Its  use  is,  of  course,  only  possible 
in  case  of  bodies  very  dense  to  the  ray  and  such  as  can,  by  posture,  be 
seen  clear  of  the  heart  and  spinal  shadows.  Practically  all  of  the  cases 
reported  have  required  tracheotomy.  Fluoroscopic  bronchoscopy  is  an 
improvement  on  the  old  method  of  using  forceps  blindly  through  the 
tracheotomic  wound ;  but  it  is  a  step  backward  as  compared  to  Killian 
bronchoscopy,  and,  because  of  its  high  mortality  and  lack  of  success,  it 
is  justifiable  only  when  Killian  bronchoscopy  has  failed.  - 

Bninings  has  devised  a  lead-ended  probe  for  radiographic  localiza- 
tion. 


CHAPTER    XVI. 

Foreign  Bodies  in  the  Bronchi  for  Prolonged  Periods. 

Cases  of  foreign  bodies  of  prolonged  sojourn,  say  a  year  or  more, 
in  the  bronchi  require  special  consideration.  Just  what  length  of  so- 
journ is  to  be  regarded  as  "long/'  is,  of  course,  difficult  to  say.  The 
secondary  changes  which  make  the  difference  requiring  special  consid- 
eration set  in  after  a  few  weeks,  in  some  cases  and  a  few  months  in 
others,  but  bronchiarctia,  bronchiectasis  and  abscess,  in  the  author's  ex- 
perience, have  been  encountered  only  after  a  period  of  a  year  or  more. 

Etiology,  The  causes  leading  to  the  prolonged  sojourn  of  a  for- 
eign body  may  be  classified  under  three  heads : 

1.  Ignorance  of   its  presence. 

2.  Inability  to  make  a  diagnosis  when  suspected. 

^.  High  mortality  attending  efforts  at  removal  in  the  pre-bron- 
choscopic  days. 

The  cases  hereinafter  reported  as  well  as  common  experience  show 
that,  strange  as  it  may  seem,  practitioners  are  heedless  of,  and  even  scoff 
at.  the  patient's  suspicions  that  a  long  previously  aspirated  foreign  body 
is  the  cause  of  present  symptoms.  This  is  largely  due  to  failure  to  recog- 
nize and  to  teach  in  colleges  the  fact  that  there  is  a  prolonged  symptom- 
less quiescent  period  after  the  aspiration  of  a  foreign  body  into  the  lungs. 
When  a  patient  states  that  he  has  neither  felt  anything  nor  coughed  for 
months  after  the  suspected  accident,  theoretically  the  presence  of  a  for- 
eign body  in  a  bronchus  seems  impossible ;  yet,  practically,  we  know  that 
is  just  the  usual  course  of  such  cases.  The  difficulty  of  diagnosis  prior 
to  the  days  of  radiography,  and  still  existing  in  cases  of  intruders  not 
dense  to  the  ray,  has  been  an  important  factor  in  the  etiology  of  the  cases 
we  now  see.  Another  important  factor  is  that  prior  to  the  days  of 
bronchoscopy  the  then  state  of  intrathoracic  surgery  rendered  interven- 
tion inadvisable  until  after  abscess  formation.  For  surgical  safety,  as 
well  as  because  the  abscess  often  could  not  be  located  prior  to  the  de- 
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velopment  of  radiography,  waiting  for  invasion  of  the  pleura  was  usually 
advised. 

Pathology.*  Doubtless  very  minute  bodies  become  encysted  or 
invade  the  interlobular  connective  tissue,  as  in  anthracosis,  but  aspirated 
foreign  bodies  of  larger  size  apparently  rarely,  if  ever,  become  encysted, 
though,  as  in  one  of  the  author's  cases,  the  foreign  body  may  migprate 
and  become  somewhat  "pocketed."  It  is  evident  from  bronchoscopic  find- 
ings that  a  foreign  body  too  large  for  anthracosis,  by  gravity,  as  well  as 
by  aspiration,  reaches  the  smallest  bronchus  it  can  enter,  where  it  stops. 
Later  negative  pressure  draws  it  still  further  downward.  By  mechanical 
irritation  alone,  or,  more  likely,  from  this  combined  with  pyogenic  or- 
ganisms carried  down  with  the  foreign  body,  there  results  a  productive 
inflammation  which  first  completely  occludes  the  involved  bronchus  with 
swollen  mucosa  (plus  the  bulk  of  the  foreign  body  itself)  ending  in  ab- 
scess of  the  lung  below  the  foreign  body.  Later,  sloughing  or  ulcer- 
ation follows  in  the  tissues  surrounding  the  foreign  body,  permitting  the 
slow  escape  of  discharges,  which  because  of  the  lessened  expulsive  cough 
effort  from  below  consequent  on  the  obstruction,  tend  to  accumulate, 
producing  the  condition  of  bronchiectasis  above  the  obstruction.  In 
time,  the  obstruction  owing  to  the  productive  inflammation  becomes  a 
cicatricial  stricture.  Below  the  stricture,  the  abscess  cavity  becomes,  in 
a  sense,  a  bronchiectatic  cavity,  also.  The  loss  of  the  cilia  and  even 
of  the  epithelium  itself  follows,  and  increases  the  stagnation  of  the  se- 
cretions. The  bronchial  wall  may  be  destroyed  by  ulceration  and  chon- 
drial  necrosis,  and  the  foreign  body  may  wander.  The  law  of  gravity 
would  lead  one  to  expect  to  find  the  foreign  bcxiy  at  the  bottom  of  the 
cavity  in  the  formation  of  which  it  has  been  the  chief  etiologic  factor. 
In  two  of  the  author's  cases  it  was  at  the  top.  close  under  the  stricture. 
The  following  seems  a  plausible  explanation :  The  abscess,  of  course, 
forms  below  the  obstruction,  but  by  the  time  the  substrictural  bron- 
chiectatic cavity  has  been  produced,  the  foreign  body  has  become  suf- 
ficiently fixed,  by  organization  of  a  part  of  the  surrounding  granulation 
tissue,  to  hold  the  body  in  its  place  at  the  top  of  the  cavity  which  it 
has  caused.  The  development  of  a  stricture  above  the  foreign  body  is 
plausibly  explained  by  the  ulceration  which  is  more  or  less  annular. 
Such  ulceration  in  any  channel  or  tube  in  the  body  always  results  in 
more  or  less  constriction  of  the  lumen  when  the  scar  tissue  contracts. 
That  it  does  not  occur  to  the  same  extent  immediately  below  the  foreign 
body  is  probably  due  to  the  conditions  which  cause  the  substrictural  bron- 
chiectasis.    The  reader  interested  in  the  etiology   and  pathogenesis   of 

♦Ab.stracted  (with  revision  and  additions)  from  a  paper  read  by  the  author  at 
the  meeting:  of  the  T>aryngrologrical  Section  of  the  American  Medical  Association. 
June,  1912. 
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bronchiectasis  is  referred  to  the  excellent  article  of  C.  P.  Howard  (Bib. 
214).  In  some  cases  communication  with  the  subjacent  bronchi  is 
permanently  closed  by  inflammatory  sequelae,  and  the  abscess  may  be- 
come walled  off  and  so  remain  for  years.  Sooner  or  later,  however,  if 
the  patient  survive,  the  abscess,  probably,  will  burst  into  the  same  bron- 
chus or  a  branch,  or  it  will  burst  into  the  pleura.  There  seems  to  be  a 
strong  tendency  for  foreign  bodies  to  work  toward  the  periphery  as 
shown  by  the  consecutive  radiographs  in  one  of  the  author's  unsuccess- 
ful cases.  This  seems  to  be  the  tendency  whether  the  abscess  is  closed 
off  from  bronchial  drainage  or  not,  but  the  history  of  nearly  all  cases 
seems  to  show  that  drainage  is  usually  interrupted  for  a  greater  or 
lesser  time,  so  that  all  cases  are  closed  abscesses  for  part  of  the  time. 
Atelectasis  of  the  occluded  lung  area  is  usual  with  foreign  bodies  that 
occlude  a  bronchus,  and,  if  prolonged,  eventual  functional  destruction 
by  the  secondary  processes  is  the  usual  result.  Emphysema  and  not 
atelectasis  may  in  rare  instances  follow  the  presence  of  a  foreign  body 
as  shown  by  Iglauer  (Bib.  22:1).  Cases  of  foreign  bodies,  such  as 
pins,  that  because  of  their  small  diameter  are  not  obstructive,  usually 
are  not  quickly  followed  by  secondary  changes,  as  noted  by  James  W. 
MacFarlane  at  thoracotomy.  Eventually,  however,  secondary  inflam- 
matory'^ sequelae  will  cause  occlusion  of  the  invaded  branch  bronchus  and 
all  the  sequelae  of  a  pent  up  infected  focus  may  be  looked  for.  Gan- 
grenous bronchitis  and  pneumonitis  have  been  recorded  as  following  the 
aspiration  of  a  foreign  body,  but  they  are  very  rare  sequelae. 

A  distinction  should  be  made  between  an  area  of  ''drowned  lung" 
(natural  passages  full  of  pus)  and  a  true  abscess  cavity. 

Prognosis.  If  unremoved  the  foreign  body  will  almost  certainly 
prove  fatal.  If  removed  most  cases  will  recover  without  further  local 
treatment.  A  few  will  require  bronchoscopic  attention  to  drain- 
age. All  cases  will  need  a  general  antituberculous  regime,  and  if  this  can 
be  followed  the  prognosis  is  good.  In  a  small  percentage  of  cases  exten- 
sive secondary  changes  as  in  one  of  the  author's  cases  (Edward  M.)  an 
infective  embolus  from  the  lung  or  endocardial  focus,  before  complete 
resolution  has  ensued,  may  lodge  in  a  vital  spot  and  end  fatally,  just  as 
sometimes  happens  without  bronchoscopic  or  other  removal. 

Indications  for  bronchoscopy  for  foreign  body  of  prolonged  sojourn. 
Bronchoscopy  for  removal  is  urgently  indicated  in  every  case  in  which 
there  is  any  expectoration.  In  cases  with  a  history  of  intermittent  ex- 
pectoration of  foul  pus,  it  is  better  to  do  the  bronchoscopy  during  the 
discharging  period,  rather  than  in  the  dry  interval,  so  that  following  the 
pus  to  its  source  will  lead  the  bronchoscopist  to  the  foreign  body.  Feeble- 
ness, even  approaching  a  moribund  condition,  is  no  contraindication,  as 
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shown  by  the  author's  case  (Mrs.  K.),  provided  no  anesthetic,  general 
or  local,  is  used.  In  cases  in  which  there  is  a  long  period  of  cessation  of 
discharge  even  though  the  patient  is  in  good  health,  an  exploratory  bron- 
choscopy IS  indicated.  If  in  such  a  *'dry"  case,  a  thick  barrier  is  found 
bronchoscopically  wi*h  no  fistulous  opening,  and  the  radiograph  shows 
an  abscess  close  to  the  external  w-all  of  the  chest,  external  operation  by 
the  general  surgeon  may  be  indicated.  Of  course,  it  is  not  known  how 
frequently  foreign  bodies  may  be  the  cause  of  bronchiectasis,  but  the 
similarity  of  the  symptoms  in  bronchiectasis  and  in  foreign  bodies  in  the 
bronchi,  would  certainly  render  exi)loratory  bronchoscopy  advisable  even 
in  a  case  with  a  radiograph  negative  as  to  foreign  body.  The  same  may 
be  said  of  circumscribed  pulmonary  abscess,  especially  if  tuberculosis  can 
be  excluded,  though  it  is  not  impossible  that  a  tuberculous  process  may 
exist  primary  or  secondary  to  foreign  body  lodgment. 

In  all  cases  of  doubt  bronchoscopy  is  a  harmless  procedure  that 
should  be  done  anyway. 

Symptomatology  and  diagnosis.     After  the  aspiration  of  a  foreign 
body  into  the  trachea  and  bronchi,  there    is  a  longer  or  shorter  period  of 
perfect  health  in  which  the  patient  has  no  symptoms  whatever.     It  is 
often  difficult  to  convince  the  family,  and  even  the  family  medical  ad- 
visor, that  a  foreign  body  can  be  present  and  not  i)roduce  any  cough, 
bloody  expectoration,  dyspnea,  rise  of  temperature,  or  any  other  symptom. 
Nevertheless,  nearly  all  small  foreign  bodies  that  reach  the  bronchi  do  not 
produce  any  such  symptoms  for  a  variable  period  of  weeks  or  sometimes 
months.    Then  begins  a  gradual  turn  to  failing  health,  the  exact  cause  of 
which  is  often  unsuspected.     There  may  be  slight  cough  with  scanty  ex- 
pectoration, slight  temperature  elevation,  some  malaise,  with  slight  loss 
of  weight,  and  altogether  a  picture  of  incipient  tuberculosis,  which,  in- 
deed, has  been,  undoubtedly,  the  diagnosis  in  many  cases.     The  close 
parallel  between  the  symptoms  noted  in  these  cases  and  in  pulmonary 
tuberculosis  even  to  the  clubbing  of  the  fingers  (see  case  of  Edward  M.) 
would  seem  to  render  it  advisable  to  saspect  the  presence  of  a  foreign 
body  in  every  case  of  seeming  tuberculosis,  in  which  no  bacilli  are  found 
in  a  purulent  sputum,  and  especially  if  the  sym])toms  are  confined  to  the 
lower  lobe,  particularly  the  right  lower  lobe.     This  would  still  leave  out 
the  cases  of  foreign  body  in  which  a  tu])crculous  infection  has  preceded, 
or,  more  often,  followed  the  aspiration  of  a  foreign  body.     Two  of  the 
author's  cases    (  I '.rooks   C.   and   Mary    X.)    had   such  marked   signs   of 
pleurisy  that  they  had  been  ])reviously  tapped  without  getting  fluid.     In- 
gals  reports  a  similar  case.    The  erroneous  diagnosis  of  pleural  disease  in 
these  and  other  cases  of  foreign  body  in  the  lungs  has  been  ably  pointed 
out  bv  15ovce  (  I*.ib.  M  ). 
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The  use  of  the  radiograph  as  a  routine  procedure  would  certainly 
seem  indicated  in  the  diagnosis  of  thoracic  disease.* 

Treatment.  Pus,  granulomata,  blood  and  stricture  are  the  obstacles 
to  be  overcome  in  dealing  with  foreign  bodies  of  long  duration.  As 
large  a  quantity  of  pus  as  possible  should  be  removed  by  posture  and  vol- 
untary cough  before  bronchoscopy.  As  a  rule  the  morning  is  the  worst 
time  to  operate  because  of  the  accumulation  over  night.  By  afternoon 
much  pus  can  have  been  expectorated.  Children  can  be  held  up  by  the 
ankles  during  coughing  paroxysms.  Adults  may  be  placed  on  the  sound 
side,  pillowless,  on  a  bed  elevated  high  at  the  foot.  Antibechics,  bad  at 
any  time,  should  be  especially  forbidden  during  the  forty-eight  hours  pre- 
ceding bronchoscopy.  What  pus  remains  should  be  removed  at  the  first 
stage  of  bronchoscopy  by  the  author's  "sponge  pumping"  process  pre- 
viously herein  described.  For  this,  work  without  anesthetic  is  a  great 
help.  If  anesthesia  is  used,  as  the  author  did  in  some  of  the  adult  cases, 
the  cough  reflex  should  not  be  altogether  abolished.  It  is  very  essential 
in  the  preliminary  examination  to  use  the  sponges  very  gently  in  getting 
out  the  pus,  so  as  to  avoid,  if  possible,  traumatism  to  the  granulations, 
which  may  cause  quite  a  good  deal  of  bleeding  and  thus  obscure  the 
field.  Of  course,  after  the  first  survey  of  the  field,  it  is  often  necessary 
to  remove  the  granulations  with  forceps.  During  this,  the  sponging  can 
be  fairly  vigorous,  but  removal  of  the  granulations  should  not  be  begun 
until  after  the  preliminary  survey.  It  will  require,  in  some  instances,  as 
much  as  three-quarters  of  an  hour  to  get  the  field  entirely  clear  of  gran- 
ulation tissue,  pus  and  secretion,  and  to  get  the  blood  wiped  away  and 
the  bleeding  stopped.  This  is  usually  time  well  spent,  because  it 
enables  more  prompt  work  when  the  foreign  body  finally  comes  into 
view.  The  difficulties  of  contending  with  abundant  granulation  tissue, 
is  well  described  by  Ingals,  as  follows:  '*The  moment  this  tissue  was 
disturbed,  bleeding  occurred  which  obscured  the  field  of  vision  and  caused 
great  delay  from  the  necessity  of  swabbing  away  the  blood.  This  is  one 
of  the  greatest  difficulties  when  granulomas  are  encountered  in  these 
cases,  and  one  which  occupies  at  least  nine-tenths  of  the  operators  time. 
When  bleeding  has  been  checked  and  the  field  of  vision  once  more 
cleared,  the  next  portion  of  granulation  tissue  that  is  removed  causes  a 
repetition  of  the  whole  procedure;  and  this  is  likely  to  occur  repeatedly 
before  the  foreign  body  can  be  seen."  This  statement  has  absolutely 
nothing  to  do  with  the   form  of  distal  illumination  which  Ingals  uses. 

•Ju8t  as  these  pagres  gro  to  press.  Dr.  Georgre  !>.  Richards  made  a  diagrnosis  of 
a  foreign  body  in  the  lung*  upon  an  unexplained  leucocytosis,  cough,  negative 
sputum  examination  and  physical  signs  of  bronchial  obstruction.  Diagnosis 
verified  by  radiographic  finding  and  bronchoscopic  removal  of  a  tack  of  the 
aspiration  of  which  the  patient  had  no  recollection. 
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There  is  no  form  of  illumination  which  will  permit  the  observer  to  see 
through  a  pool  of  blood. 

The  probability  of  location  of  the  foreign  body  at  the  top,  instead 
of  at  the  bottom  of  the  abscess  cavity  in  strictured  cases,  is  a  point  of 
greatest  importance,  as  without  the  advice  of  Dr.  Boyce  on  this  point, 
the  search  in  two  of  the  author's  subsequently  mentioned  cases  would 
have  been  prolonged,  and  might  have  been  futile;  because  the  foreign 
body  was  not  in  either  instance  free  in  the  cavity.  On  the  contrary,  it 
was  fixed  and  bedded  in  granulation  and  fibrous  tissue,  external  to  the 
bronchial  wall,  through  which  it  had  eroded  its  way.  The  location  of  the 
intruder  outward  under  the  overhang  of  the  cicatricial  stricture  rendered 
the  finding  of  the  foreign  body  difficult,  if  not  impossible,  without  dila- 
tation of  the  superjacent  stricture.  Xo  useful  forceps  could  have  been 
inserted  through  the  strictures,  in  the  two  cases  referred  to ;  the  foreign 
body  could  not  have  been  found  and  certainly  could  not  have  been  with- 
drawn. If  withdrawal  were  possible,  trauma  would  have  been  extensive, 
and  probably  fatal.  The  dilatation  of  the  purely  cicatricial  tissue  of 
the  stricture  was  harmless.  Further,  and  very  important,  the  dilatation 
improved  the  drainage,  so  that  Nature  could  care  for  the  lesions  result- 
ing from  the  long  sojourn  of  the  intruder. 

The  method  of  dilatation  by  divulsion  used  in  these  cases  possesses 
the  following  advantages: 

1.  It  is  safe  because  it  is  under  the  guidance  of  the  eye  and  the 
trained  touch,  by  which  both  the  direction  and  the  extent  of  the  dila- 
tation are  accurately  limited  at  will. 

2.  It  does  not  reciuire  tracheotomy  in  any  case. 

3.  There  is  no  danger  of  pushing  the  foreign  body  downward  as 
is  possible  in  certain  cases,  if  anything  in  the  shape  of  a  bougie  were  to 
be  used.  Pushing  a  foreign  body  downward  not  only  makes  removal 
more  difficult  but  involves  serious  risk  of  rupturing  the  bronchus. 

4.  It  is,  obviously,  better  adapted  than  tent  dilatation  to  foreign 
body  cases,  and  is,  in  any  case,  much  safer  and  simpler. 

The  method  is  simple.  The  divulsor,  Fig.  45,  is  inserted,  under 
guidance  of  the  eye,  into  the  stricture  which  is  stretched  to  the  maxi- 
mum exi)ansion  of  the  instrument.  Then  the  larger  divulsor,  Fig.  4G,  is 
used  to  its  maximum.  This  will  ])ermit  the  entrance  of  the  closed 
side  curved  forceps.  Fig.  29,  with  which  the  cavity  can  be  probed. 
W  hen  the  intruder  is  felt  the  forceps  can  be  expanded  and  the  intruder 
grasped;  and  if  it  does  not  come  readily  through  the  stricture  the  for- 
ce} )s  can  be  rotated,  if  the  foreign  body  be  not  such  as  to  cause  danger- 
ous trauma.  A  tack  or  pin  wrongly  grasped  cannot  be  pulled  through 
a  firm  cicatricial  stricture.     It  is  necessary  to  release  the  hold  at  the  top 
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(near  end  in  the  recumbent  patient)  of  the  cavity,  and  examine  the  po- 
sition and  shape  of  the  foreign  body  and  get  a  fresh  hold  planned  ac- 
cording to  the  mechanical  problem  presented.  In  some  instances  the 
cavity  can  be  explored  by  gently  forcing  the  conical  ended  tube  (Fig. 
18),  into  the  already  partially  dilated  stricture.  In  case  of  tacks  lodged 
point  upward  the  point  may  project  upward  through  the  stricture.  If 
traction  demonstrates  a  firm  strictural  obstruction,  the  dilator,  Fig.  46, 
which  is  hollow  may  be  pushed  down  outside  the  stem  of  the  tack,  and 
the  stricture  dilated  without  risk  of  pushing  the  tack  downward.  The 
conical  ended  tube  may  be  used,  the  point  of  tack  seized  and  then  the 
stricture  dilated  by  forcing  the  bronchoscope,  forceps  and  tack  all  down 
together,  before  withdrawal. 

In  one  case  of  prolonged  sojourn  the  stricture  was  so  firm  and 
unyielding  that  prolonged  intubation  with  metallic  tubes  was  required. 
A  tracheotomy  was  done  and  the  tube  inserted,  removed  at  intervals  of 
a  few  days  and  reinserted  under  local  anesthesia.  For  further  details 
see  Briinings'  book  (Bib.  (52 )  or  Mr.  Howarth's  excellent  translation 
(Bib.  208). 

In  one  of  the  author's  cases  (Mrs.  K.)  recited  below,  instead  of  a 
stricture  there  was  a  mass  of  cicatricial  tissue  with  small  fistulae  filled 
with  buds  of  granulation  tissue.  This  plug  of  cicatricial  tissue,  as  shown 
by  the  radiograph,  was  about  two  centimeters  in  depth  and  beyond  lay 
the  foreign  body.  Fortunately  the  accurate  advice  of  the  radiographer. 
Dr.  George  C.  Johnston,  enabled  the  author  to  excise  this  intervening 
tissue  and  thus  to  reach  and  extract  the  foreign  body.  Without  the 
guidance  of  an  extraordinarily  good  radiograph  showing  the  bronchus 
for  a  sufficient  distance  above  the  tissue  barrier,  thus  giving  a  line  of 
direction,  such  removal  is  exceedingly  hazardous  as  to  both  life  and 
successful  foreign  body  removal.  Fluoroscopic  guidance  is  unsafe  un- 
less the  fluoroscopy  is  done  by  two  independent  fluoroscopists,  one  for 
the  vertical  and  one  for  the  horizontal  screen,  while  the  bronchoscopist 
follows  the  dictates  of  the  endoscopic  image  and  of  this  general  sense 
of  direction.  Even  under  these  circumstances  the  procedure  is  hazard- 
ous. 

Particular  care  must  be  taken  not  to  lose  the  foreign  body  from 
the  grasp  of  the  forceps.  The  risk  involved  is  especially  great  if  the 
intruder  be  large  enough  to  be  obstructive  because  if  it  should  enter 
and  occlude  the  sound  bronchus,  the  diseased  side  may  be  so  atrophied 
as  to  be  useless  and  the  patient  may  die  before  the  intruder  can  be 
again  grasped  and  removed.    This  accident  happened  to  Hinsberg. 

After-care.  Local  treatment  has  not  been  necessary  in  the  author's 
cases,  of  2,  7,  10  and  26  years  respectively.     If,  however,  there  seems 
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to  be  a  serious  degree  of  bronchiectatic  pus  retention,  or  the  patient 
fails  to  improve,  after  a  few  months,  a  radiograph  should  be  made  and 
compared  with  one  made  immediately  after  the  foreign  body  removal. 
All  of  the  author's  cases  were  thus  examined  and  all  were  making  such 
excellent  progress  that  nothing  further  was  done.  In  case,  however, 
of  serious  lack  of  drainage  repeated  dilatations  and  intubations  of  the 
strictural  obstruction  to  drainage  is  indicated.  This  was  done  by  Kil- 
lian  and  Briinings  in  the  case  referred  to  and  will  be  necessary'  in  a  cer- 
tain proportion  of  cases. 

General  treatment  after  the  removal  of  a  foreign  body  of  prolonged 
sojourn  is  quite  essential.  Milk,  eggs,  rest  in  bed  out  doors  are  indi- 
cated.   In  fact  the  entire  anti-tuberculous  regime  is  highly  efficient. 

author's  bronchoscopic  cases  of  foreign  p»()Dv  of  prolonged  sojourn. 

Brass  fastener  remolded  by  oral  bronchoscopy  from  right  bronchus 
after  seven  years  sojourn.  Mary  N.,  aged  2.*5,  was  seen  in  consultation 
with  Drs.  J.  Solis  Cohen,  D.  Hraden  Kyle  and  Tello  d' Apery.  The  patient 
gave  a  history  of  continual  cough  and  foul,  yellowish  expectoration  f^- 
about  a  year  and  a  half,  during  which  time  she  had  an  irregular  tempera- 
ture elevation  and  had  lost  weight.  For  seven  years  she  had  been  sub- 
ject to  severe  cough  with  expectoration  during  the  winter,  these  symp- 
toms disappearing  in  summer.  The  diagnosis  of  pulmonary  tuberculosis 
had  been  made  by  a  number  of  physicians.  The  foregoing  is  in  brief  the 
history  she  gave  on  admission  to  Jefferson  College  Hospital. 

Radiographic  examination.  Dr.  Solis  Cohen  in  consultation  with 
Dr.  d^Apery  found  both  apices  free  from  disease.  The  only  abnormal 
physical  signs  were  slight  impairment  of  resonance  at  the  right  base,  with 
diminished  voice  and  breath  sounds.  As  these,  in  his  opinion,  did  not 
sufficiently  account  for  the  symptoms,  he  referred  the  case  to  Dr.  Willis 
F.  Manges  for  radiographic  study.  Dr.  Manges  in  a  beautiful  stereo- 
scopic radiograph  (Fig.  181)  showed  a  stricture  of  the  right  bronchus, 
with  a  metallic  body  resembling  an  upholsterer's  tack,  point  upward, 
below  the  stricture  and  behind  the  bronchus.  The  patient  remembered 
having  ''swallowed"  a  price  tag  fastener  seven  years  before,  but  as  she 
was  told  that  it  would  pass  harmlessly,  she  had  forgotten  the  occurrence. 
She  had  had  no  symptoms  whatever  until  the  winter  following  the  acci- 
dent.    Symptoms  recurred  each  winter. 

Bronchoscopy.  At  Jeft'erson  College  Hospital  before  the  members 
of  the  American  I.aryngological  Association,  the  author  passed  a  broncho- 
scope through  the  mouth.  The  trachea  was  full  of  foul,  purulent  secre- 
tion which  was  removed  by  "sponge  pumping,"  the  patient  being  kept 
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only  partially  under  ether  to  gain  the  aid  of  the  cough  reflex.*  The  last 
of  the  secretion  removed  from  the  right  bronchus  was  mixed  with  blood. 
The  right  main  bronchus,  just  below  the  orifice  of  the  middle  lobe  bron- 
chus, was  occluded  by  a  firm  stricture,  the  lumen  of  which  was  a  mere 
slit,  extending  about  3  mm.  laterally,  and  with  no  appreciable  antero- 
posterior diameter,  the  anterior  and  posterior  edges  being  in  contact.  At 
each  coughing  effort,  bloody  secretion  was  forced  through  the  slit.  The 
stricture  was  dilated  with  the  author's  divulsors,  in  the  direction  of  the 
narrowest  diameter.  Then  the  source  of  the  bleeding  and  the  blood- 
stained secretion  was  found  to  be  a  mass  of  granulations  located  below 
the  stricture  and  posteriorly.  Below  this  was  a  large  cavity  from  which 
a  quantity  of  very  thick  pus  was  removed.  This  pus  was  not  foul  like 
the  tracheal  pus.  (Possibly  the  author's  olfactory  sense  was  by  this  time 
obtunded.)  On  exploration,  with  bronchoscopic  lateral  displacement,  the 
mass  of  granulation  tissue  at  the  top  of  the  cavity  posteriorly  was  found 
to  protrude  from  an  accessory  cavity,  extending  posteriorly  and  median- 
ward,  outside  of  the  bronchus.  On  removal  of  the  granulation  tissue, 
the  foreign  body  was  found  and  removed.  It  proved  to  be  a  price  tag 
fastener  (Fig.  185). 

Pathologist's  report.  The  granulation  tissue  removed  was  examined 
by  Dr.  Ernest  \V.  Willetts,  who  reported  as  follows :  Specimen  consisted 
of  several  very  small  pieces  of  tissue.  Microscopic  examination  shows  a 
covering  of  stratified  squamous  epithelium  which  has  normal  appearance 
but  is  thickened  considerably  at  some  points.  Beneath  the  epithelium 
there  was  a  mass  of  connective  tissue  showing  many  mast-cells,  fibro- 
blasts, new  blood-vessels  and  some  older,  more  fibrous  areas.  There  is 
also  considerable  round-cell  infiltration.  The  process  appears  to  be  a 
chronic  inflammatory  one,  the  exact  nature  of  which  is  not  evident  from 
microscopic  examination.'' 

Subsequent  history.  The  patient  made  an  entire  and  complete  re- 
covery, and  one  year  afterward.  Dr.  d' Apery  reported  that  she  was  work- 
ing at  her  occupation  in  the  stocking  factory,  in  possession  of  perfect 
health,  the  cough  and  expectoration  having  been  totally  absent  for  the 
past  winter,  the  first  out  of  seven  winters.  The  patient  was  exhibited 
the  following  year  at  the  meeting  of  the  American  Medical  Association 
and  now,  three  years  later,  is  still  in  perfect  health. 

Lead-alloy  collar  button  in  right  bronchus  ten  years.  Removal  by 
oral  bronchoscopy.  Brooks  G.,  aged  eighteen  years,  small,  frail  and 
tmdcveloped  for  his  age,  gave  a  history  of  pneumonia  eight  years  before 
(1903),  followed  by  pleurisy  and  empyema,  which  one  year  later  (1904) 

•This  and  the  two  foUowingr  ca.ses  occurred  a  number  of  years  ago.  In  later 
cases  the  author  has  found  it  advantagreous  to  work  with  local  anesthesia  in 
adults,  without  any  anesthesia  in  children. 
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was  tapped  and  drained.  Only  a  very  small  amount  of  pus  was  obtained 
and  drainage  during  three  months  was  very  unsatisfactory.  Temporary 
improvements  were  followed  by  relapses.  Chills  were  attributed  to  a 
supposed  malarial  infection  while  living  in  Virginia.  An  eminent  in- 
ternist diagnosticated  pulmonary  tuberculosis,  since  which  time  treatment 
had  been  chiefly  climatic,  by  residence  in  Arizona.     The  boy  never  re- 


Fiu.  [84.— Radiograph  by  Dr.  Willis  F.  Manges,  (Philadelphia)  shov^ing  price- 
tag  fastener  which  had  liecn  seien  tears  in  the  right  bronchus  of  a  girl  of  23  years. 
(Mary  N.).   Fastener  remgved  by  oral  bronchoscopy  alter  bronchoscopic  dilatation 

of  the  bronchia!  stricture  ( Anthor's  case). 


Fig.  185.— Price-tag  fastener  lodged  for  seven  years  in  the  lung  of  a  girl  aged 
zj  years.  Kcmuved  bronehoscopically  through  the  mouth  after  dilatation  ot  the 
overlying  brtinchial  strictur.;.  Only  one  branch  wire  shows  in  the  radi<^rai>li, 
because  the  two  were  in  line  (AullKir's  case). 


gained  his  health  sulVicicntly  to  dispense  with  a  nurse.  He  was  frail 
and  suffered  continually  from  cough,  usually  with  purulent  sputum,  fre- 
quently jiink-stiiined,  ;ind  occasionally  of  foul  odor.  He  had  low,  irreg- 
ular temperature  elevation  very  suggestive  of  tuberculosis,  but  sputum 
examination  was  always  negative.  Dr.  J.  C.  Roper,  of  the  Kew  York 
Hospital,  after  careful  sputum  examinations,  found  no  tubercle  bacilli 
and  no  elastic  tissue. 
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Report  of  f'hysical  e-Vfimination  (Dr.  James  I.  Etlgerton  and  Dr. 
John  W,  BoyceV  Patient  is  frail,  underweight,  pigeon-breasted,  and  has 
marked  dextrocardia;  apices  free  from  disease.  Physical  signs  are  con- 
fined to  base  of  right  lung.  I^w  down  posteriorly,  and  extending  to 
edges  of  lung,  both  breath  and  voice  sounds  were  increased  with  a  sug- 
gestion of  amphoric  breathing  and  whispered  pi;ctorilo(]uy.  No  change 
in  percussion  note.  We  are  unable  li>  demonstrate  either  tympany. 
cracked-pot  note  or  Winirich's  change  of  tone  when  month  is  open. 


Fit,  1 8fi.— Radios  r?pli 
lead  collar  button  (minus 
moved  bronchoscopically  t 
(Author's  case) 


i  I  IrtKori  Cole  ( Nuv.  York)  showing 
riiiht  hiiig  <A  a  boy  of  eightven  years.  Re- 
le    month,    after    divulsion    of   the    overlying 


Such  was  the  history  and  the  condition  of  the  patient  when  taken 
to  Dr.  James  I.  Edgerton,  of  New  York  City.  Unlike  his  predecessors. 
Dr.  Edgerlon  did  not  conclude  that  ail  the  physical  signs  were  attribut- 
able to  the  secondary  changes,  following  the  supposed  empyema  of  eight 
years  before,  and  sought  the  aid  of  Dr.  Lewis  Gregory  Cole,  of  New 
York  City,  who  located  with  wonderful  accuracy  by  radiographic  tri- 
angtdation,  a  portion  of  a  lead  collar  button,  midway  between  the  angle 
of  the  scapula  and  the  spine,  fi.4  cm.  from  the  posterior  vi'all  of  the 
chest.  The  collar  button  consisted  only  of  a  base  and  post,  without  a 
top,  giving  the  appearance  of  a  rivet  as  seen  in  the  radiograph   (Fig. 
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186).  The  parents  remembered  that  the  child  had  **choked  ten  years 
(symptoms  eight  years)  previously  on  the  collar  button;  and  they  had  re- 
iterated to  numerous  medical  attendants  their  suspicion  that  the  collar 
button  might  be  the  cause  of  all  the  symptoms,  and  in  recent  years  they 
had  (»ven  requested  that  a  radiograph  be  taken.'*  But  the  scoffing  at  lay 
opinions  had  silenced  them.  IDr.  Edgerton  brought  the  boy  to  the  author. 
Bronchoscopy.  On  passing  the  bronchoscope  through  the  larynx, 
a  large  quantity  of  very  foul,  blood-stained  pus  was  continually  being 
coughed  up  from  below.  This  coughing  could,  of  course,  have  been 
stopped  by  deep  general  anesthesia,  but  the  cough  reflex  was  preserved 
under  slight  ether  anesthesia,  as  an  invaluable  aid  in  ridding  the  lower 
air  passages  of  the  foul  secretion,  which  obscured  everything.  After 
the  fluid  was  removed  from  the  trachea  by  **sponge  pumping,''  it  was 
easy  to  see  that  the  pus  was  coming  from  the  right  bronchus.  This  bron- 
chus was  pumped  out  and  then  it  could  be  seen  that  almost  all  the  right 
bronchus  was  a  bronchiectatic  cavity  with  a  cicatricial  bottom,  at  the 
right  edge  of  which   was  a  small  strictural  opening,  about  2  mm.   in 


Fig.  187. — Portion  of  lead  collar  button  (kind  used  by  laundries)  removed  by 
oral  bronchoscopy,  from  the  lung  of  a  boy  (Brooks,  G.)  aged  eighteen  years 
(Author's  case). 

diameter.  A  cicatricial  web  occluded  about  two-thirds  of  the  bronchial 
lumen  just  above  the  stricture  and  this  web  at  its  right  end  curved  down- 
ward forming  part  of  the  edge  of  the  stricture.  The  apertures  of  the 
upper  and  middle  lobe  bronchi  seemed  more  than  usually  oval  in  out- 
line, though  of  this  it  was  dililicult  to  be  certain,  and  the  time  could  not 
be  spared  for  careful  examination,  since  it  was  practically  certain  that 
the  collar  button  was  below  the  stricture,  which  therefore  must  be 
dilated.  The  divulsor  (Fig.  1."))  was  passed  and  readily  entered  the 
lumen  of  the  stricture.  The  divulsion  to  the  full  extent  of  the  instru- 
ment (1  cm.)  did  not  rc(iuire  great  force.  After  the  withdrawal  of  the 
small  dilator,  the  large  dilator  (Fig.  IH)  was  introduced  and  expanded 
and  allowed  to  remain  /;/  situ  for  a  few  minutes.  Next,  the  cavity  below 
the  stricture  was  wi])e(l  out  with  small  bronchoscopic  swabs.  Basing 
his  judgment  on  the  fact  that  the  physical  signs  as  above  given  were  be- 
low the  point  at  which  Dr.  Cole  located  the  foreign  body.  Dr.  P^oyce  ad- 
vised the  author  that  the  collar  button  would  be  found  at  the  top  and 
not  the  bottom  of  the  abscess  cavity.  Acting  on  this  advice,  a  small 
patch  of  granulation  tissue  was  found  immediately  under  the  overhang- 
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ing  left  edge  of  the  dilated  strictural  openings.  During  exploration  of 
this  granulation  tissue  with  the  jaws  of  the  forceps  (Fig.  29)  the  collar 
button  was  felt  and  removed.  At  the  first  attempt,  the  tip  of  the  post 
of  the  button  came  away,  permitting  the  removal  of  the  balance  of  the 
button  (Fig.  187)  edgewise.  The  boy  returned  to  his  home  a  few  days 
later,  and  four  months  afterwards,  entered  college  in  fairly  good  health. 
One  year  after  the  operation  he  was  reported  by  Dr.  H.  W.  Fenner,  of 
Tucson,  Arizona,  to  be  free  from  cough  and  expectoration  and  other- 
wise healthy  and  normal  in  every  way.  Two  years  later  he  won  the 
tennis  championship  of  Colorado  after  a  long  and  arduous  training  and 
tournament.  Now,  three  years  after  the  removal,  he  is  in  good  health 
and  averages  up  to  normal  development  for  his  age  except  in  height. 
Radiographic  study  by  Dr.  Cole  at  various  stages  of  convalescence  gave 
accurate  graphic  data  on  local  progress,  and  the  skillful  care  of  Drs. 
Edgerton  and  Fenner  contributed  largely  to  recovery. 

Brass-headed  tack  in  riplit  bronchus  tzco  years.     Removed  by  oral 
bronchoscopy. 


Fig.     i88. — Rrass-headed  tack  that  remained  for  two  years  in  the  bronchus  of 
a  woman  of  52  years.    Removed  by  oral  bronchoscopy  (Author's  case). 

Mrs.  J.,  aged  52  years,  referred  by  Dr.  J.  J.  Richardson.  Two  years 
previously  patient  had  choked  on  a  tack.  For  a  time  there  were  no  symp- 
toms, then  chronic  bronchitis  supervened,  followed  ever  since  by  irreg- 
ular fever  and  chilliness.  Occasional  expectoration  of  blood.  Repeated 
radiography  failed  to  reveal  the  tack,  until  a  week  before  admission, 
when  the  radiograph  (Fig.  !?())  was  made.  Dr.  X.  H.  Clark  reported: 
** Breathing  diminished  throughout  right  chest,  marked  at  base  in  front, 
almost  absent  at  base  in  back.  Marked  auscultatory  signs  of  bronchitis 
on  right,  moderate  on  left."  At  the  Presbyterian  Hospital  the  author 
at  oral  bronchoscopy  under  ether  anesthesia  found  the  right  inferior  lobe 
bronchus  below  the  orifice  of  the  middle  lobe  bronchus  occluded  with  a 
f ungating  bleeding  mass  of  granulation  tissue.  Quite  free  bleeding  fol- 
lowed excision  of  this.  After  about  seventv  minutes  of  work  all  of  the 
granulation  tissue  was  removed  and  a  dry  field  was  obtained.  Careful 
search  over  this  field  revealed  on  the  posterior  wall  a  small  spot  where  a 
granulation  bud  had  been  nipped  off  at  the  orifice  of  a  dorsal  branch 
bronchus.  In  the  center  of  the  red  spot  was  a  black  spot  which  proved 
to  be  the  point  of  the  tack.     The  side-curved  forceps  were  insinuated 
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into  the  bronchial  orifice  and  the  intruder  withdrawn  by  a  firm  grip  of 
the  point  of  the  tack  (Fig.  IBS).  There  was  expectoration  of  blood  for 
a  week.  The  temperature  continued  to  rise  occasionally  but  in  about  a 
month  came  permanently  to  normal,  the  cough  and  expectoration  ceased 
in  about  three  months  and  now,  after  almost  two  years,  the  patient 
is  reported  by  Dr.  Richardson  to  be  in  perfect  health. 


Fig.  189, — Radiograiih  of  Mrs.  K.,  showing  left  pyoimeumothorax  which  was 
due  to  tlie  bursting  into  the  pltura  of  a  forciHti  hody  ahscess  of  the  lung  in  a 
woman  of  48  years.  Collar  Imlton  was  in  the  limi;  but  did  not  show  through  pus 
shadow      (Author'?  case). 

Glass  collar  button  in  left  bronchus  for  tu.-entysix  years.  Removed 
by  oral  hroiiclioscofy  ^•.■illioiil  anctthcsta,  t/cnerat  or  local.  Mrs.  K., 
aped  IS  years,  was  admitted  to  the  I 'rcsbytcrian  Hospital  with  a  history 
of  having  "swallowed"  a  pearl  collar  button  twenty-six  years  previously. 
There  was  some  cough  and  hloody  expectoration  at  the  time  of  the  acci- 
dent and  for  about  a  year  subsefjuently.    This  was  before  the  discoveries 
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of  bronchoscopy  and  roentgenoscopy.  No  furtlier  pulmonary  symptoms 
were  noted  for  twenty-four  years.  During  the  twenty-fifth  year  there  was 
an  attack  of  "pneumonia"  in  treating  which  the  attending  physician  (a 
very  competent  man)  ridiculed  the  patient's  idea  that  the  button  could 
still  be  in  the  lungs.  In  the  early  part  of  the  twenty-sixth  year,  under 
the  care  of  a  third  physician,  a  second  attack  of  pneumonia  occurred, 


Fig.  190. — Radiograph  of  Mrs.  K.,  after  external  drainage  of  the  abscess  by 
Dr.  J.  Hartley  Anderson.  Foreign  body  (collar  button)  present  did  not  show. 
The  dark  line  from  the  first  rib  downward  and  outward  toward  the  drainage  tube 
is  the  thickened  visceral  pleura  seen  on  edge.  The  lung  is  collapsed  as  far  as  the 
pleural  adhesions  will  permit. 

followed  by  pain  in  the  left  side,  bloody,  foul  expectoration,  fever  and 
emaciation.  Again  the  patient's  story  of  the  collar  button  was  ridiculed. 
Extremely  feeble  and  emaciated,  she  fell  into  the  hands  of  Drs.  Thomas 
L.  Ray  and  S.  B.  Pierce  who,  on  the  physical  signs,  made  a  diagnosis  of 
lung  abscess  and  pyopneumothorax.  Suspecting  foreign  body  origin, 
they  referred  the  case  to  the  author. 
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On  admission  to  the  Presbyterian  Hospital,  the  woman's  tempera- 
ture was  103°,  pulse  140,  respirations  40.  Sputum  was  profuse,  thick, 
foul  and  of  dark  gray  color.  A  radiograph  (Fig,  189)  by  Drs.  Johnston 
and  Grier  showed  a  dense  shallow  over  the  left  lung,  which  they  beheved 
to  be  pus.  Dr.  John  W.  Boyce  corroborated  Dr.  Pierce's  findings  and 
urged  immediate  drainage  of  the  pleura  by  rib  resection  and  a  wide  open- 


Fic.   igi.— QHarlering  lateral   radiograpli  by   Dr.   Gtort'c  C.  Johnston   showing 
collar  hntton  in  ll-.e  Iuiik  betvu'cn  tlit  lie.irt  .-ind  tilt  spinL-.     iSame  i)atient  as  Fij;. 

ing.  This  was  done  by  Dr.  J.  ll.'irtley  .-\ndcrson,  evacuating  over  a  quart 
of  putrid  pus.  Drs,  Johnston  and  Grier  then  made  anotlier  antero-pos- 
terior  radiograph  (Fitj.  1!)0)  which  showed  that  the  pus  was  well  drained, 
but  did  not  show  a  foreign  body.  In  further  searcli  they  made  a  diagonal 
radiograph  (Fig.  IIH  )  which  showed  a  collar  button  between  the  heart 
and  the  spine,  in  direct  line  with  the  stem  bronchus  of  the  left  side.  Dr. 
Johnston  stated  that  there  was  tissue  overlying  the  foreign  body  and  that 
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in  order  to  reach  the  foreign  body  it  would  be  necessary  to  remove  this 
tissue  in  a  direct  line  with  the  axis  of  the  stem  bronchus.  With  the 
assistance  of  Drs.  Patterson,  McCready  and  McKee,  without  anesthesia, 
general  or  local,  I  passed  a  bronchoscope  through  the  mouth  and  found 
the  inferior  lobe  bronchus  occluded  just  below  the  orifice  of  the  upper 
lobe  bronchus  by  a  cicatricial  mass  containing  three  apertures  through 
which  reddish  granulations,  that  bled  when  wiped,  were  protruding.  Clear- 
ly, dilatation,  as  practiced  in  previous  cases,  was  useless  and,  with  the 
accurate  localization  and  advice  of  Dr.  Johnston  as  a  guide,  the  author 
excised  tissue  endoscopically  with  biting  forceps  until  a  rather  large  cav- 
ity full  of  granulations  was  reached.  Excising  the  granulations  and  wip- 
ing away  blood,  foul  pus  and  secretions,  the  collar  button  (Fig.  192) 
came  into  view  bedded  in  granulation  tissue,  from  which  it  was  readily 
removed  through  the  mouth  along  with  the  bronchoscope  and  forceps. 
The  foul  odor  disappeared  in  about  four  weeks,  cough  and  expectoration 
lessened,  and  both  hav^  now  disappeared.    The  lung  has  completely  filled 


Fig.  192. — Glass  collar  button  removed  from  the  lung  of  Mrs.  K.  by  oral 
bronchoscopy  without  any  anesthesia,  general  or  local.  It  had  been  in  the  lung 
for  twenty-six  years. 

with  air  as  shown  radiograph ically.  The  external  pleural  fistula  per- 
si.sted  for  a  number  of  months,  but  healed  completely  and  now,  one  and 
one-half  years  later,  Dr.  Pierce  reports  the  patient  to  be  in  perfect  health 
and  weighing  1T5  pounds. 

The  points  of  special  interest  are : — 

1.  The  extremely  long  sojourn  of  the  foreign  body  in  the  lung ;  the 
longest,  to  the  author's  knowledge,  yet  recorded. 

2.  The  freedom  from  symptoms  after  the  first  year,  for  so  long  a 
period,  twenty-four  years.    This  is  exceptional. 

3.  The  bursting  of  a  foreign  body  abscess  into  the  pleura,  while 
doubtless  not  of  the  greatest  rarity  of  occurrence,  has  been  recorded  in 
only  a  few  instances. 

4.  The  foreign  body  did  not  follow  the  discharging  abscess  into 
the  pleural  cavity. 

5.  The  necessity  of  the  most  expert  ray  work.  It  was  only  the 
quartering  lateral  radiograph  that  could  show  this  foreign  body,  and  all 
ordinary  work  would  liave  been  negative.  Good  lateral  radiographs  are 
exceedingly  difficult  to  make  of  adult  subjects. 
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(i.  The  necessity  in  such  cas6s  of  draining  pus  collections  in  order 
to  get  a  radiograph  of  a  foreign  body,  which  would  not  show  through  the 
purulent  shadow. 

7,  The  feasibility  of  endoscopically  removing  a  tissue  barrier  in 
order  to  reach  an  abscess  cavity  in  the  lung,  when  guided  by  both  an 
accurate  radiographic  localization  and  ocular  evidence  through  the  tube 
that  the  tissue  to  be  removed  is  pathologic. 

8.  The  advantage  of  working  without  an  anesthetic.  This  patient 
was  j»  extremis  and  an  anesthetic  was  not  to  be  thought  of.  Moreover, 
the  peroral  bronchoscopy  was  no  more  painful  than  the  filling  of  a  sensi- 
tive tooth  cavity,  for  which  no  one  requires  an  anesthetic.  The  air  pas- 
sages were  full  of  pus  mixed  with  blooti   from  the  granulations.     The 


Frc.  19,1. — Enlarged  view  of  fingers  from  a  photograph  of  hands  of  Edward 
M.,  showing  ''clubbing"  of  the  finger  ends.  (Author's  case),  Phutographed  liy 
Dr.  H.  H.  Fischer. 


coughing  of  the  unanesthetized  patient  greatly  assisted  in  removing  this 
by  the  "sponge  pumping"  method. 

Xail  in  left  bronchus  four  years.  Removed  by  oral  broiuhoscopy 
wilhout  anesthesia,  t/encral  or  local.  Edward  M.,  aged  ten  years,  re- 
ferred by  Dr.  Robert  L.  Morehead,  of  New  York  City.  Four  years 
previously  the  child,  then  six  years  old,  aspirated  a  nail,  followed  by 
paroxysms  of  coughing  and  gradually  failing  health.  Sputum  examina- 
tion negative  as  to  tubercle  bacilli.  Mixed  pus  cocci  and  saprophytes 
were  present.  Dr.  II.  T,  Price  reported  the  results  of  his  physical  ex- 
amination as  follows : 

Child  fairly  well  developed,  rather  languid,  color  good,  head  large, 
fingers  markedly  clubbed  (Fig.  103),  toes  not  so  large,  slight  cough  at 
intervals  of  half  to  two  minutes.     Breath  very  offensive  after  cough- 
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ing,  especially  if  a  paroxysm  occurs.-  Pigeon  breast,  rather  emaciated 
chest,  indrawn  on  left  side  (Fig.  1!I4).  Apex  beat  tumultuous  in  sixth 
interspace  and  about  one  inch  to  left  of  nipple  line.  Heart  much  en- 
larged to  left  barely  compensating  with  a  mitral  regurgitation  trans- 
mitted to  left  and  all  over  left  side  and  back.  Jugular  pulsation.  Child 
cannot  lie  wilh  comlnrt  on  account  of  posture  cnnsing  cougiiinK  ^pAs, 


Fic,  igj.^rhulugraiiU  i.^f  Edivaril  M.,  aged  ten  years,  wlio  for  four  years 
had  a  nail  in  a  dorsal  branch  of  the  posterior  lobe  bronchus.  Note  emaciation, 
■'pigeon  breast,"  indrawn  on  left  side,  clubbed  fingers.  (Author's  case.  Photo- 
graphed by  Dr.  H.  H.  Fischer.  1 

nor  can  he  lean  forward  without  distress.  Right  lung  negative  as  to 
dullness,  normal  breathing,  but  few  rales  on  deep  respiration.  Left 
chest  dull  all  over.  Very  little  air  entering  upper  lobes.  A  fexv  rales 
on  deep  inspiration.  Lower  lobe,  breathing  of  bronchial  type  wilh  large 
moist  rales,  suggesting  cavity,  about  ninth  rib  and  two  inches  from 
spine.    Abdomen  negative. 
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Radiographs  taken  in  Brooklyn  showed  the  nail  in  the  center  of  a 
large  shadow  that  included  nearly  all  of  the  left  lung  (Fig.  195).  At 
the  Presbyterian  Hospital  the  author  passed  a  bronchoscope  and  encoun- 
tered a  large  quantity  of  very  foul  pus.  After  removal  of  this  and  the 
excision  of  granulations  the  nail  was  found  in  a  large  cavity.  There 
was  no  stricture  and  the  removal  presented  no  particular  difficulty.  The 
chifd  returned  to  New  York  the  next  evening.  Dr.  Moorehead  reported 
later  that  the  child  did  well  for  three  weeks,  his  condition  was  improved, 
and  his  cough  and  expectoration  very  greatly  diminished.  Suddenly. 
about  a  month  after  the  nail  was  removed,  he  had  a  convulsion  and  on 
the  following  day,  two  more.  Complete  paralysis  of  the  left  arm,  left  leg 
and  left  side  of  the  face  developed  and  he  died  five  days  after  the  initial 


Fig.   196. — Drawing  of  nail  removed  from  lung  of  Edward  M.  by  oral  bron- 
choscopy without  anesthesia,  general  or  local. 

convulsion.  A  consultant  neurologist  stated  that  it  was  undoubtedly  a 
case  of  embolism  of  the  middle  cerebral  artery.  Xo  autopsy  was  per- 
mitted. 

Remarks.  This  case  shows  clearly  that  removal  of  the  foreign  body 
cannot  be  expected  always  to  be  followed  by  recovery  in  a  case  with  an 
extensive  virulent  pus  focus  in  the  lung.  The  emaciated  wretched  con- 
dition of  the  child  show^s  the  havoc  that  can  be  wrought  by  a  foreign 
body  in  the  lung.  The  close  simulation  of  tuberculosis  might  be  very 
misleading  in  case  of  a  foreign  body  not  radiographically  visible.  The 
source  of  the  embolus  might  have  been  the  lung  or  the  heart.  Occur- 
ring over  three  weeks  after  bronchoscopy  it  could  have  had  no  relation 
thereto. 


CHAPTER    XVII. 

Unsuccessful  Cases  of  Bronchoscopy  for 

Foreign  Bodies.* 

After  a  monotonously  long  series  of  successful  cases,  the  bronchos- 
copist  is  apt  to  think  there  are  no  limits  to  bronchoscopic  foreign  body 
removals.  Sooner  or  later,  however,  he  will  discover  that  there  are  very 
decided  limitations.  These  limitations  so  far  as  present  experience  shows, 
are  all  the  failure  to  find  a  small  bodv  that  has  entered  a  minute  bronchus 
far  down  and  far  out  toward  the  periphery.  In  such  cases,  the  localiza- 
tion methods  of  the  author's  films,  Boyce  calipers,  fluoroscopy,  etc., 
having  failed,  the  question  arises  whether  it  is  advisable  to  incur  the  risk 
of  endoscopic  excision,  with  the  aid  of  two  fluoroscopes,  one  for  the 
lateral  and  another  for  the  vertical  plane.  Naturally  the  risk  of  such  a 
procedure  will  depend  upon  the  nature  of  the  tissue  intervening  between 
the  foreign  body  and  the  end  of  the  bronchoscope,  and  this,  in  turn,  will 
depend  upon  the  location  of  the  intruder.  With  foreign  bodies  in  the 
larger  bronchi  near  the  root  of  the  lung,  it  is  not  to  be  thought  of,  but 
here  endoscopy  is  rarely,  if  ever,  unsuccessful.  At  the  extreme  periph- 
ery of  the  lung  the  danger  is  less,  and  is  largely  concerned  with  the 
contingency  of  opening  a  vessel  that  will  i)erniit  blood  to  be  retained  to 
break  down  later,  as  well  as  the  immediate  risk  of  hemorrhage.  The 
author  has  planned  such  an  operation  but  has  not  yet  encountered  an 
endoscopically  unsuccessful  case  of  foreign  body  so  located  that  the 
endoscopic  operation  seemed  to  involve  less  hazard  than  thoracotomy. 

Theoretically,  it  might  be  supposed  that  the  shortening  of  the  bron- 
chi that  takes  place  in  j)neumothorax  might  be  sufficient  to  cause  the 
point  of  a  pin  to  emerge  from  the  invaded  bronchus  into  the  larger  one 
of  which  it  is  a  branch.  In  one  of  the  author's  cases  (Miss  J.),  this  did 
not  occur.  (Compare  Figs.  IDi)  and  200.)  The  (juestion  arises,  what 
shall  be  done  if  the  bronchoscopist  fails  to  find  the  foreim  bodv  after 
having  used  all  the  methods  of  localization  mentioned?       The    writer 


♦Revised  from  author's  paper  read  before  the  American  Larynffological  Asso- 
ciation, May,  1914. 
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feels  that  duty  to  a  fellow  creature  demands  that  at  least  one  other 
skillful  bronchoscopist  should  try  before  deciding  upon  either  leaving 
the  foreign  body  alone  to  nature,  or  sending  the  patient  to  the  general 
surgeon  for  thoracotomy.  Up  to  the  present  writing,  the  author  has 
had  five  failures  and  he  congratulates  himself  upon  his  not  having 
advised  either  of  these  alternatives  without  the  patient  having  the  bene- 
fit of  the  efforts  of  another  bronchoscopist.  In  his  first  failure,  Prof. 
Killian  had  previously  failed,  and  the  author  had  with  him  at  the  time 
of  his  own  attempt,  Algernon  Coolidge,  Jr.,  who  made  a  careful  search 
at  the  author's  request  after  the  author's  failure  to  find  the  foreign  body. 
In  the  second  case,  Cornelius  Coakley  had  previously  attempted  to  find 
the  foreign  body.  In  the  third  case,  Samuel  Iglauer  and  J.  W.  Murphy 
had  both  attempted  to  find  the  foreign  body,  and  in  the  fourth  case,  Dr. 
P.  M.  Hickey  had  attempted  to  find  the  foreign  body.  In  the  additional 
case  the  patient  was  taken  away  from  the  hospital  by  the  father,  who 
positively  refused  to  leave  it  until  another  bronchoscopist  could  be  called. 
In  the  four  cases  enumerated,  after  the  efforts  of  the  expert  bronchos- 
copists  mentioned  had  failed  to  find  the  foreign  body,  the  author  felt 
that,  with  his  own  efforts  failing  also,  the  patient  had  been  given  the  bene- 
fit of  everything  that  bronchoscopy  had  to  offer,  and  it  remained  to  con- 
sider the  next  step. 

In  deciding  this  question,  it  is  first  necessary  to  consider  what  will 
happen  if  the  foreign  body  is  allowed  to  remain.  This  has  been  gone 
over  analytically  by  Delavan,  Roc,  Wood  and  others  in  the  pre-bronchos- 
copic  days  and  by  Clayton,  Clark  and  Marine  more  recently,  as  else- 
where mentioned.  Because  of  its  brilliant  achievements,  bronchoscopy 
has  been  universally  accepted,  and  for  that  reason,  but  very  few  foreign 
bodies  have  remained  in  the  bronchi  when  their  presence  was  known. 
The  cases  where  bronchoscopy  has  failed  have  been  limited  to  cases  in 
which  the  foreign  body  could  not  be  found,  and  these  have  invariably 
been  very  small  bodies  far  down  and  far  out  at  the  periphery.  In  this 
location,  the  most  probable  result  is  that  an  abscess  will  form  and  that 
it  will  burst  through  into  the  pleural  cavity.  It  then  becomes  a  question 
whether  thoracotomy  shall  be  done  at  once  upon  the  failure  of  bronchos- 
copy or  whether  the  abscess  formation  with  invasion  of  the  pleura  shall 
be  awaited.  The  chief  arguments  against  waiting  are  that  the  patient 
may  not  survive  sufficiently  long  for  the  development  of  the  abscess  and 
the  reaching  of  the  pleura.  Furthermore,  the  foreign  body  may  not 
follow  the  abscess  into  the  pleural  cavity  as  seen  in  the  case  of  Mrs.  K., 
reported  in  a  previous  chapter.  In  that  instance  the  foreign  body  was 
easily  removed  through  the  mouth  because  it  was  large  and  consequently 
easy  to  find.    Because  of  its  large  size,  also,  it  had  not  reached  the  point 
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near  the  periphery  after  the  original  accident,  and  it  took  twenty-six 
years  for  the  abscess  to  reach  the  pleura.  During  the  wait  for  an  ab- 
scess to  reach  the  pleural  cavity,  there  is,  of  course,  the  possibility  that 
the  foreign  body  may  slough  loose  and  be  coughed  out.  Such  a  possibil- 
ity is  remote  in  any  case  and  in  case  of  some  bodies,  as  pins,  it  is  impossi- 
ble. Furthermore,  (Delavan,  Bib.  107)  lesions  may  be  established  which 
will  result  in  the  death  of  the  patient  even  after  the  foreign  body  has 
been  gotten  rid  of.  (See  case  of  Edward  M.,  in  Chapter  XVI).  Na- 
ture can  cure  appendicitis  and  can  amputate  a  limb,  but  no  one  know- 
ingly takes  the  risk  of  waiting.  Apropos  of  this,  a  very  interesting  col- 
leciion  of  thirty-two  cases  is  reported  by  Clarke  and  Marine,  in  which 
gangrene  of  the  lung  followed  the  aspiration  of  a  foreign  body.  Their 
analysis  is  as  follows :  **Of  thirty-one  cases,  the  foreign  body  was  a  tooth 
twice,  a  pin  once,  a  piece  of  w'ood  once,  a  button  twice,  a  head  of  grain 
or  grass  seven  times,  a  bit  of  evergreen  twice,  a  fruit  stone  twice,  a  bone 
ten  times ;  not  mentioned,  four  times ;  that  it  occurred  with  equal  f rec[uenc\ 
in  adults  and  children ;  that  it  remained  in  the  bronchus  before  gangrene 
set  in  from  four  days  to  five  months,  usually  under  three  weeks.  Gan- 
grenous process  lasted  from  three  days  to  four  years,  most  frequently 
from  two  to  four  weeks;  the  outcome  was  death  in  twenty-one  cases, 
recovery  after  thoracotomy  in  two,  and  spontaneous  recovery  in  four 
cases.  The  foreign  body  w^as  coughed  up  in  five  cases,  four  of  which 
subsecjuently  died  and  only  one  recovered."  To  these  statistics  is  to  be 
added  the  case  that  Clarke  and  Marine  themselves  observed,  in  which  a 
man  died  of  pulmonary  gangrene  seventeen  days  after  aspirating  a  frag- 
ment of  bone,  death  occurring  two  days  after  the  first  appearance  of 
putrid  expectoration.  Viewing  the  question  impartially  from  all  sides, 
the  author  believes,  first,  that  large  foreign  bodies,  which  necessarily 
stop  in  the  trachea  or  larger  bronchi,  can  always  be  removed  by  bron- 
choscopy, therefore,  thoracotomy  is  absolutely  out  of  consideration.  In 
case  of  small  foreign  bodies  far  down  and  far  out  at  the  periphery,  after 
two  expert  bronchoscopists  have  failed  to  find  the  foreign  body,  the  in- 
truder should  be  removed  by  external  operation,  and  the  sooner  after  the 
bronchoscopic  failure,  the  better,  because  of  the  usually  early  develop- 
ment of  septic  processes  around  an  aspirated  foreign  body.  Modern 
develoj)ments  and  especially  the  intratracheal  insuflFlation  anesthesia, 
originated  by  Meltzer  and  Auer,  and  developed  by  Elsberg,  Janeway  and 
others,  have  placed  thoracotomy  on  a  plane  never  before  obtained,  and 
while  the  pleural  shock  remains,  the  mortality  is  very  much  decreased  and 
the  operation  has  reached  the  stage  where  it  is  justly  entitled  to  con- 
sideration in  cases  where  two  expert  bronchoscopists  have  failed.  It  is 
certainly  preferable  to  taking  the  chances  of  leaving  the  foreign  body 
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alone.  Formerly,  there  was  great  difficulty  in  finding  the  foreign  body 
after  the  lung  was  open,  but  in  the  modern  operation  with  the  very  large 
flap  and  ample  opening,  where  the  entire  lung  can  be  handled,  the 
chances  of  not  being  able  to  find  the  foreign  body  are  verj'  small.  In 
the  event  of  a  foreign  body  reaching  the  pleura  either  with  or  without 
pus,  it  should  be  immediately  removed  by  pleuroscopy  (q.v.)  or  by 
thoracotomy,  without  waiting  for  adhesive  pleuritis. 

As  to  the  details  of  thoracotomy,  the  author  has  never  done  the 
operation  and  never  will.  He  begs,  however,  to  make  four  suggestions. 
1.  In  these  davs  of  insufflation  intratracheal  anesthesia,  the  bronchos- 
copist  is  of  no  use  in  the  operation.  Any  aid  in  localization  he  may 
be  able  to  aflford  is  better  given  verbally  by  naming  the  approximate 
location  of  the  invaded  bronchus.  2.  The  best  method  of  visceral  localiza- 
tion is  by  the  author's  transparent  films,  because  after  collapse  of  the 
lung,  the  relation  of  the  visceral  to  the  bony  anatomy  is  entirely  changed. 
To  know  the  bronchus  invaded  simplifies  the  search.  3.  The  best  method 
of  location  of  the  osteoplastic  flap  is  by  the  method  of  Lewis  Gregory 
Cole  and  other  expert  radiographers.  4.  As  the  infective  risk  is  slight, 
and  the  operative  risk  is  greater  than  the  square  of  the  duration  of  the 
operation,  the  thoracotomy,  especially  in  children,  should  be  done  without 
gloves.  However  trained  the  gloved  touch,  no  one  can  argue  that  a  pin 
cannot  be  found  quicker  in  the  lung  without  gloves  than  with  them,  espe- 
cially in  the  case  of  infants  and  children  where  the  largest  possible  open- 
ing will  not  permit  the  use  of  the  whole  hand.  Extraordinary  care  in 
preparation  of  the  hands  will  make  the  hands  reasonably  safe  from  in- 
fective risk  in  this,  the  only  operation  in  surgery  where  gloves  may  kill 
the  patient. 

THK   author's  unsuccessful  CASES. 

Of  the  author's  five  unsuccessful  cases,  one  was  before  the  devel- 
opment of  bronchoscopy  to  a  reasonable  degree  of  efficiency,  and  four 
cases  have  occurred  since.  All  were  failures  to  find  a  small  foreign  body 
in  a  minute  bronchus  far  down  and  far  out  toward  the  periphery.  The 
author  hopes  that  his  elsewhere  mentioned,  recently  perfected  means  of 
localization  will  in  the  future  be  of  assistance  in  lessening  the  number 
of  unfindable  foreign  bodies,  though  these  methods  were  used  in  the  last 
case  of  the  four  and  failed  to  enable  success.  In  each  of  these  four 
cases  removal  had  been  previously  attempted  by  skillful  bronchoscopists 
of  large  experience.  Had  the  author  alone  failed  on  these  four  cases 
he  would  feel  that  they  were  personal  failures.  On  the  contrary  they 
should  be  considered  as  failures  of  bronchoscopy  and  should  be  analyzed 
as  such  in  order  that  bronchoscopy,  like  any  other  department  of  medi- 
cal science,  shall  profit  by  its  failures. 


UNSUCCESSFUL  CASES  f. 


Fic.  197.— Radiograph  of  pin  in  right  lung  of  a  girl,  aged  eighteen  years. 
The  pin  conld  not  be  found  nt  hronchnscopy.  (Mis5  C).  Lower  radiograph 
shows  how  the  pin  had  migrated  towards  the  pleura  at  the  end  of  two  years. 


■    BHllNCHOSCHl'Y 


nali)   showing  pin  in  posterior  liranch  of  left   i 
The  pin  is  retouclied  for  clearness. 
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Miss  C,  aged  eighteen  years,  referred  by  Dr.  Edward  S,  Bacon. 
Patient  had  aspirated  a  pin  four  weeks  previously.  No  cough,  expectora- 
tion or  other  symptoms.  Dr.  Bacon  saw  the  pin  endoscopically  in  the 
right  bronchus  immediately  after  the  accident,  but  was  unable  to  dis- 
impact  it  with  all  the  traction  he  deemed  safe.  A  few  weeks  later  the 
pin  was,  radiograph  ically,  found  to  have  gradually  worked  its  way  to- 
ward the  periphery  of  the  lung.  Prof.  Killian,  who  was  the  guest  of 
the  American  La ryngo logical  Association  at  the  time,  made  an  unsuc- 
cessful hronchoscopic  attempt  at  removal.  A  few  weeks  later  the  author 
passed  a  bronchoscope.  Ether  was  used  at  the  start,  but  was  discontinued 
after  about  fifteen  minutes.    The  author  was  honored  by  the  presence  of 


¥iQ.  i<)S. — Radioyranli  of  Mrs.  S.  showing  pin  in  poster 
!ol>c  bronchus.     Pin  could  nol  be   fonnd   al   bronchoscopy. 


Algernon  Coolidge,  Jr.,  one  of  the  pioneer  bronchoscopists.  Neither  of 
us  could  find  the  ])in  which  was  plainly  evident  in  the  radiograph  {Fig. 
I»7).  We  found  the  bronchi  of  the  left  lung  all  normal  in  appearance. 
The  mucosa  of  all  the  right  bronchi  was  congested  and  swollen.  The 
orifices  of  the  branch  bronchi  were  diminished  to  about  half  the  normal 
size,  as  estimated  by  comparison  with  the  opposite  side.  As  Dr.  Coolidge 
pointed  out.  there  were  no  localizing  signs,  such  as  emerging  pus,  to  lead 
one  to  suspect  one  bronchus  more  than  another.  A  few  were  care- 
fully explored  by  the  author  with  negative  results.  The  search  occupied 
about  an  hour  and  a  half.  There  was  no  reaction  and  the  patient  left 
the  hospital.    Her  health  was  fair  at  the  end  of  a  year.  Occasional  "jag- 


UNSUCtESSFUt  CASliS  OF  BRONCHOSCOPY.  325 

ging"  pains  were  felt  and  there  was  some  cough.       At  ihe  last  report 
the  pin  was  gradually  working  toward  ihe  pleura. 

Mrs.  S..  aged  forty-three  years.  Seen  in  consultation  with  Dr. 
Cornelius  Coakley.  at  St.  Luke's  Hospital,  New  York  City.  Patient 
had  a  stnimic  stenosis  for  which  a  tracheotomy  had  been  done  by  Dr. 
Farfjuar  Curtis.  A  pin  had  been  aspirated  into  the  bronchus  two 
months  before  admission,  and  the  e.vcellent   radiographic  work  of  the 


Fig  200. — Radiograph  showing  displacement  of  pin  a 
of   Miss  J).     Retouched  for  clearness.     (Author's  case). 

hospilal  radiographer  had  located  the  pin  posteriorly  very  low  in  the 
left  lung  (Fig,  HIS),  Dr.  Coakley  had  made  a  careful  and  skillful 
search  without  finding  the  pin.  The  author  was  equally  unsuccessful. 
There  were  no  localizing  signs.  In  one  of  the  bronchi  the  author  thought 
he  felt  contact  of  the  pin  but  it  could  not  be  sufficiently  confirmed  to 
justify  using  the  forceps.  The  patient  died  one  and  one-half  years 
later,  after  refusing  external  operation  for  pulmoiiarv  abscess. 
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After  the  foregoing  was  written  and  while  this  book  is  in  press  the 
author  has  had  another  unsuccessful  case.  Drs.  Henry  Janeway,  Harmon 
Smith  and  Sidney  Yankauer  had  failed  to  find  a  metallic  foreign  body 
which  showed  plainly  in  excellent  lateral  and  anteroposterior  radiographs 
(by  Dr.  A.  S.  Holding)  and  they  honored  the  author  by  calling  him  to  the 
case.  Bronchoscopy  by  the  author  at  the  New  York  General  Memorial 
Hospital  was  equally  unsuccessful  in  seeing  the  foreign  body.  Dr.  A.  S. 
Holding  fluoroscopically  saw  the  intruder  upward  and  outward  and  for- 
ward from  the  bronchoscopic  tube-mouth  when  the  latter  was  in  the  left 
upper-lobe  bronchus,  thus  definitely  locating  the  foreign  body  in  an  an- 
teriorly ascending  branch  of  the  left  upper-lobe  bronchus.  A  subsequent 
thoracotomy  confirmed  the  localization ;  but  the  patient  succumbed. 

From  this  case  it  is  fair  to  conclude  that  a  foreign  body  may  get  so 
far  toward  the  periphery  in  the  upper  lobe-bronchus  as  to  l)e  beyond  the 
limitations  of  bronchoscopy.  Out  of  six  upper  lobe-bronchus  cases,  in 
the  author's  experience,  this  is  the  only  one  that  invaded  so  far  as  to  be 
beyond  reach. 


CHAPTER    XVIII. 

Foreign  Bodies  in  the  Esophagus. 

Part  of  this  subject  was  considered  in  a  previous  chapter  (XII)  on 
the  general  subject  of  foreign  bodies  in  the  air  and  food  passages.  A 
number  of  important  points  require  additional  consideration. 

Etiology.  In  the  esophagus  the  lodgment  of  foreign  bodies  is  in- 
fluenced by  five  factors. 

].•    The  shape  of  the  foreign  body  (pointed,  rough,  etc.). 

^*.     Resiliency  of  the  foreign  body  (safety  pins,  etc.). 

3.     The  size  of  the  foreign  body  (a  large  meat  bolus). 

1.  Narrowing  of  the  esophagus,  spasmodic  or  organic,  normal  or 
pathologic. 

5.     Paralysis  of  the  normal  esophageal  propulsory  mechanism. 

The  modes  of  action  of  the  foregoing  list  of  causes  are  self-evident, 
but  numbers  three  and  five  require  further  consideration.  As  a  rule, 
when  ordinary  food  lodges  in  the  esophagus,  there  is  a  strong  suspicion 
that  tliere  is  some  organic  trouble  present,  such  as  compression  by  an 
aneurysm,  or  a  malignant,  or  a  cicatricial  or  a  spasmodic  narrowing. 
In  one  of  the  author's  cases  a  deckhand,  eating  a  very  hurried  meal, 
had  an  enormous  bolus  of  meat  lodge  in  the  esophagus  at  the  crossing  of 
the  left  bronchus,  completely  occluding  the  gullet.  The  pyriform  sinuses 
were  full  of  secretions  and  a  large  (juantity  of  secretions  was  brought 
through  the  aspirator  before  the  esophagoscope  reached  the  bolus  at  the 
crossing  of  the  left  bronchus.  After  the  esophagoscopic  removal  of  the 
meat,  the  esophagus  seemed  normal  and  free  from  compression  or 
stricture.  The  man  had  never  had  any  trouble  in  swallowing  before, 
and  has  had  none  since,  although  three  years  have  elapsed.  It  seems 
quite  evident  that  it  was  only  the  enormous  size  of  the  bolus  which 
caused  it  to  lodge,  and  it  is  probable  that  it  passed  the  cervical  narrow- 
ing in  more  or  less  elongated  form  but  broadened  out  as  it  reached  the 
thoracic  esophagus,  during  the  negative  pressure  of  an  inspiration,  and 
in  this  more  expanded  form,  it  completely  occluded  the  narrowing  at 
the    crossing   of   the   bronchus.      Paralysis   of    the   esophagus,   at   first 
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thought,  might  be  thought  not  to  interfere  with  the  downward  passage 
of  any  substance  and  yet  even  Ikjuids  will  not  go  down  a  paralyzed  esoph- 
agus as  mentioned  under  diseases  of  the  esophagus.* 

IVky  do  foreign  bodies  in  the  esophagus  lodge  most  frequently  at 
certain  localities?  As  in  the  air  passages,  the  greater  frequency  of 
lodgment  of  foreign  bodies  in  certain  localities  is  governed  by  factors 
which  may  be  classed  in  three  main  divisions: 

1.     (a)  The  size  and  shape  of  the  foreign  body,  whether  long,  broad, 


Fic.  202.— Schematic  illusiration  of  the  site  of  lodgment  in  IJS  cases  of  for- 
eign body  in  the  esophagus,  from  statistics  collected  from  literature  by  H.  Burger. 
Th.,  thyroid  cartilage.  Cr.,  cricoid  cartilage,  ii.,  manubrium.  Column  A  shows 
the  location  in  those  eases  where  relation  to  the  spine  was  mentioned.  Column  B 
shows  the  position  of  the  intruder  when  this  was  given  in  relation  to  the  thyroid, 
cricoid,  manubrium  or  sternum.  In  column  C  are  indicated  the  cases  where  the 
localization  was  given  in  more  general  terms.     (After  Sir  St.  Clair  Thomson). 


pointed,  angular,  disk-like,  etc.  (b)  Its  surface,  whether  rough  or  smooth. 
(c)  Its  physical  properties,  resiliency,  plasticity,  absorbtivity,  etc. 

3.  The  anatomic  peculiarities  of  the  various  localities,  (a)  Angles, 
arcs,     (b)  Fixed  and  motile  narrowings. 

3.     Paralysis  of  the  esophageal  propulsory  mechanism. 

An  interesting  tabulation  of  reported  cases  of  esophageally  lodged 
foreign  bodies  is  shown  schematically  in  Fig.  202,  which  is  reproduced 

■Age  as  an  etlolnglc  factor  Ih  Rhown  by  the  fact  that  of  the  author's  43  cases 
«f  bones  in  the  esophagus  all  but  2  were  in  adults:  whereas,  ol  38  cases  at 
CBOphaKeally  lodged  coins.  In  the  author's  experience,  all  were  in  children. 
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from  Sir  St.  Clair  Thomson's  excellent  book.    Of  course,  a  considerable 
latitude  for  inaccuracy  must  be  allowed,  because  of  the  necessarily  inac- 
curate localization  in  perhaps  the  majority  of  published  reports.    Never- 
theless the  grouping  of  almost  all  of  the  cases  in  the  upper  third  of  the 
esophagus  is   very   striking   and   coincides  with   the   experience   of   all 
esophagoscopists.     Most  of  the  very  few  cases  of  lower  lodgment  en- 
countered have  been  pushed  down  by  blind  methods.     Various  reasons 
have  been  assigned  for  the  lodgment  of  almost  all  foreign  bodies  in  the 
upper  third;  but  none  of  them  appeal  to  the  author  as  being  satisfactory. 
His  own  opinion  is  that  it  is  a  physiological  narrowing  due  partly  to 
spasm,  but  mainly  to  the  fact  that  the  cervical  esophagus  is  normally 
collapsed  and  is  not  subject  to  the  negative  pressure  that  expands  the 
intrathoracic  portion  of  the  esophagjiis.     Not  only  is  the  musculature  of 
the  cervical  esophagus  more  powerful  in  its  contractions,  but  it  is  a  col- 
lapsed  tube.      The   mediastinal   esophagus,   on   the    contrary,   is   being 
pulled  open  and  thus  the  foreign  bodies,  unless  of  very  large  size,  are 
relieved  and  readily  find  their  way  downward.    Against  the  theory  that 
it  is  simply  the  quiescent  narrowness   of   the  cervical  esophagus  that 
holds  the  foreign  body,  is  the  fact  that  there  is  plenty  of  room  for  quite 
a  large  esophagoscope  to  override  the  foreign  body  and  pass  it  without 
the  inexperienced  operator  being  able  to  see  the  foreign  body  at  all.     If 
the  esophagus  were  narrow  at  the  point  and  retaining  the  foreign  body 
only  by  the  sniallness  of  its  lumen,  one  would  supix)se  this  overriding 
could  not  occur.     One  point  that  indicates  that  there  is  a  large  element 
of  spasm  in  the  lodgment  of  foreign  bodies  in  the  esophagus,  is  the  fact 
that  operators  who  use  general  anesthesia  have  a  much  larger  propor- 
tion of  foreign  bodies  escape  downward  than  those  who  do  not.     Since 
abandoning  anesthesia  for  the  removal  of  esophageally  lodged  foreign 
bodies  (except  in  the  case  of  very  large  bodies)  the  author  has  not  had 
a  single  case  of  escape  of  the  intruder  downwards  during  esophagoscopy. 
From  esophagoscopic  observation  in  other  than  foreign  body  cases  one 
would  suppose  that  foreign  bodies  would  lodge  in  the  clutch  of  the  crico- 
pharyngeus  but,  in  the  author's  experience,  this  is  not  nearly  so  frequent 
a  locality  as  the  upper  thoracic  ai)erture.     We  may  conclude,  then,  that 
it  is  the  physiological  narrowing  at  the  ui)per  thoracic  aperture.     This 
narrowing  disai)pears  under  anesthesia   in  the  recumbent  position  and 
is  not  demonstrable  by  cadaveric  anatomy ;   hence,   probably   is  partly 
muscular  and  partly  the  crowding  of  the  adjacent  viscera  into  the  fixed 
and  narrow  upper  thoracic  aperture.     It  is  probable  that  the  anatomic 
changes  associated  with  the  phylogenetically  late  upright  posture  of  man 
is   associated   with    the   physiological    narrowing   which   causes    foreign 
bodies  to  lodge  at  the  upper  thoracic  aperture. 
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Symptoms  of  foreign  body  in  the  esophagus,  and  indications  for 
esophagoscopy.  It  would  be  a  waste  of  valuable  space  extensively  to 
consider  here  the  symptoms  of  esophageally  lodged  foreign  bodies.  They 
form  no  basis  for  the  determination  as  to  whether  an  esophagoscopy 
should  be  done  or  not,  for  symptoms  may  be  entirely  absent,  even  in 
cases  of  rather  large  intruders.  If  the  patient  has  swallowed  a  foreign 
body,  that  body  must  be  found  in  the  anatomy  or  in  the  stools.  A  very 
small  foreign  body  may  cause  regurgitation  and  complete  inability  to 
swallow  even  water.    This  occlusion  may  be  due  to  spasm,  swelling  of  the 


Fic.  20J.— Lateral  ra<lif>Krapli  stiowiiie  InclRmeiii  of  a  collar  button  in  the 
esophagus  at  the  usual  location,  at  llie  upper  thoracic  aperture — not  at  the  crieo- 
pharjngcal  narrowing.    Location  lorroboratcd  at  esophagoscopy.     (Author's  case). 


esophageal  walls,  or  to  augmentation  of  the  si;^e  of  the  intruder  by  ex- 
pansion with  absorbed  moisture,  or  by  accumulation  of  food  about  the 
intruder.  Coins  may  cause  intermittent  occlusion  by  change  of  position. 
They  usually  permit  food  to  pass  and  they  often  show  a  bright  streak 
down  the  center  third  of  one  or  both  sides  where  the  passing  food  has 
kept  the  surface  bright,  while  at  the  lateral  thirds,  which  are  more  or 
less  buried  in  the  folds  of  the  mucosa,  corrosion  or  oxidation  darkens 
the  coin.  This  is  most  noticeable  in  silver  coins,  in  which  the  lateral 
thirds  are  darkened  by  the  formation  of  silver  sulphide  on  the  surface. 
(See  illustrations  of  coins  in  case   reports  in  a   subsequent  chapter.) 
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Tliis  shows  that  foods  pass  flat  objects  like  coins  quite  readily  as  a 
rule.  Occasionally,  however,  occlusion  is  complete  from  the  outset. 
Carpenter  (Bib  73)  reports  one  such  case  in  which  nothing  could  be 
swallowed  in  the  three  days  between  lodgment  and  esophagoscopic  re- 
moval. On  the  other  hand  a  foreign  body  which  has  remained  long  in 
situ  may  give  rise  to  no  symptoms  whatever  and  if  the  lodgment  has  been 
in  childhood,  growth  and  development  may  possibly  permit  the  child  to 
swallow  sufficiently  well  that  no  difficulty  is  noticeable,  as  in  a  case  re- 
ported by  W.  G.  Porter,  in  which  a  half -penny  had  remained  in  the 
esophagus  of  a  child  for  eight  years,  who  then  was  brought  for  in- 
definite gastric  symptoms,  not  for  dysphagia.  Dyspnea  may  be  a  symp- 
tom of  an  esophageally  lodged  foreign  body.  In  one  of  the  author's 
cases  a  large  foreign  body  produced  so  much  compression  of  the  trachea 
that  the  trachea  was  explored  first  and  found  to  be  very  much  stenosed 
because  of  the  forward  pressure  on  the  membranous  party  wall  by  the  in- 
truder. Cough  is  one  of  the  symptoms  of  foreign  body  in  the  esophagus 
that  must  not  be  forgotten.  It  may  be  due  to  reflex  irritation,  to  se- 
cretions overflowing  into  the  larynx  from  the  occluded  esophagus,  or  to 
perforation,  traumatic  or,  later,  ulcerative,  of  the  party  wall  causing 
leakage  of  food  or  secretions  into  the  trachea.  In  one  of  the  author's 
cases,  elsewhere  herein  reported,  the  mother  said  the  child  *'coughed 
until  it  vomited."  What  really  happened  was  the  leakage  of  the  nurs- 
ling's food  through  the  ulcerative  foreign  body  fistula  from  the  esophagus 
into  the  trachea  resulting  in  the  coughing  up  of  the  milk.  In  foreign 
body  cases  in  which  there  is  complete  obstruction  the  author's  symptom 
of  esophageal  occlusion  may  be  present.  It  consists  in  the  pyriform 
sinuses,  one  or  both,  being  filled  with  secretion  as  noted  on  indirect 
mirror  examination  in  the  erect  posture.  This  is,  of  course,  a  symptom 
only  of  occlusion,  not  necessarily  by  a  foreign  body.  It  is  due  to  re- 
tention of  fluids  which  otherwise  are  constantly  draining  down  through 
the  esophagus. 

The  localization  of  the  foreign  body  as  to  whether  it  is  in  the 
esophagus  or  in  the  air  passages  is  considered  under  the  head  of  bron- 
choscopy for  foreign  bodies. 

Prognosis.  A  foreign  body  lodged  in  the  esophagus  may  prove 
(juickly  or  slowly  fatal  or  may  remain  for  many  years  if  its  size,  shape 
and  position  permit  food  to  pass.  E.  A.  Peters  reports  the  case  of  a 
man  dying  two  hours  after  a  tracheotomy  done  for  edema  of  the  glottis, 
secondary  to  hemorrhage  down  along  the  spine,  from  the  puncture  of  the 
jugular  vein  by  a  pin  swalloweci  with  food.  Adelman  cites  nine  cases 
and  Chiari  twenty-one  cases  of  perforation  of  the  aorta  by  foreign  bodies 
in  the  esophagus.     The  perforation  may  be  shortly  after  the  lodgment, 
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in  the  case  of  sharp  bodies,  such  as  pins,  needles  and  sharp  bones ;  or 
more  slowly  by  erosion  and  ulceration.  Many  cases  of  foreign  bodies  in 
the  esophagus  have  been  quickly  fatal  through  perforation  and  septic 
mediastinitis.  Many  others  have  caused  death  through  suppuration  ex- 
tending to  the  trachea  with  consecjuent  edema  and  asphyxia.  In  cases 
of  prolonged  sojourn  of  the  foreign  body  in  the  esophagus  thickening 


Fic.  205. — Radioerapl'  "f  foreign  body  (cufF  link)  part  of  which  had  uletrated 
through  from  the  esophagus  into  the  trachea  of  a  three  months  old  infant.  Re- 
moved partly  hy  oral  hronchoseopy  and  partly  by  oral  esophagoscopy  without  anes- 
thesia, general  or  local,     (Author's  case). 


and  hyperplasia  of  the  esophageal  wall  result  from  nature's  effort  to 
protect  the  surrounding  tissues.  Sooner  or  later,  however,  if  not  re- 
moved, the  foreign  body  causes  death.  Every  large  museum  has  speci- 
mens of  this  kind,  and  the  most  frequently  seen  foreign  body  is  the 
artificial  denture.  The  foregoing  remarks,  however,  apply  chiefly 
to  the  pre-esophagoscopic  days.     To-day,  with  the  radiograph  and  the 
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esophagoscope,  foreign  bodies  are  discovered  and  promptly  removed. 
Dr.  D.  Braden  Kyle  reports  a  very  remarkable  case  in  which  he  very 
skillfully  removed  an  artificial  denture  that  had  been  in  the  esophagus  for 
seventeen  years  (Fig.  215).  The  patient's  condition  was  very  serious, 
and  but  for  the  timely  work  of  Dr.  Kyle,  the  patient  would  have  suc- 
cumbed. Perforation  of  the  upper  esophagus  may  result  in  cervical 
cellutitis  of  varying  degrees  of  intensity.  Abscess  may  result  in  any 
of  the  surrounding  tissues,  either  from  direct  infection  or  from  secondary 
necrosis  of  the  tracheal  or  larj^ngeal  cartilages  from  infective  perichon- 
dritis. One  such  case  was  referred  to  the  author  by  Dr.  Greenfield  Sluder 
for  an  opinion.  A  tooth  brush  bristle  and  a  bit  of  necrotic  cartilage 
were  discharged  from  an  abscess  at  the  mouth  of  the  esophagus  of  a 
physician  of  about  forty  years  of  age,  after  a  number  of  years  of  ill 
health.  The  fistula  is  still  unhealed.  Joseph  White  (Bib.  573)  reports 
a  similar  case  followed  by  laryngeal  stenosis.  Many  cases  are  fatal 
within  a  short  time  from  perforation  and  mediastinal  abscess.  The 
author  has  had  two  cases  in  which  a  foreign  body  ulcerated  through  from 
the  esophagus  into  the  trachea.  One  of  these  has  been  reported  (Bib. 
269).    The  other  one  is  as  follows: 

Cnif  link  that  ulcerated  from  the  esophagus  into  the  trachea.  Infant 
C.  aged  three  months.  Referred  by  Dr.  J.  A.  Sullivan.  Parents  said 
child  "coughed  until  it  vomited."  Dr.  Sullivan  was  about  to  prescribe 
for  the  bronchopneumonia  present  when  the  parents  said  they  had 
missed  a  cuff  link  for  six  weeks  before  and  notwithstanding  this  in- 
definite statement  and  the  age  of  the  child  (only  six  months  at  the 
time),  the  doctor  sent  the  patient  to  Dr.  George  C.  Johnston  who  found 
the  cuflf  link  radiographically  (Fig.  205)  and  referred  the  case  to  the 
author.  As  the  symptoms  seemed  altogether  tracheo-bronchial,  the 
author  passed  a  bronchoscope  first  and  found  the  smaller  part  of  the 
button  in  the  trachea  with  the  stem  passing  backward  towards  the  esoph- 
agus. Withdrawing  the  bronchoscope  the  author  passed  an  esophago- 
scope and  found  the  larger  part  of  the  button  in  the  esophagus  with 
the  stem  passing  forward  toward  the  trachea.  On  re-examination  with 
the  bronchoscope  it  was  found  that  the  smaller  end  of  the  button  was 
loose  on  the  stem.  With  forceps  it  was  soon  twisted  off  and  withdrawn 
through  the  glottis  with  the  forceps  and  bronchoscope.  The  esophago- 
scope was  introduced  into  the  esophagus  and  the  larger  portion  of  the 
button  with  the  stem  was  removed  without  difficulty  (Fig.  20r)).  The 
temperature  which  had  ranged  about  103^  before  the  broncho-esophagos- 
copy  remained  about  the  same  for  about  a  week  and  then  slowly  and 
gradually  subsided.  One  year  later  the  child  was  reported  perfectly 
healthy. 
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Remarks.  The  symptom  **coughing  until  it  vomited"  was  quite  evi- 
dently due  to  the  leakage  of  the  milk  from  the  esophagus  into  the  trachea, 
where  the  cough  thus  excited  expelled  the  milk  from  the  mouth,  while 
the  portion  aspirated  produced  the  broncho-pneumonia.  Considering 
the  vague  history  of  missing  a  cuff  link,  and  the  age  of  the  child  (then 
only  six  weeks)  the  practitioner  is  to  be  complimented. 

The  prognosis  as  to  esophageal  function  after  cases  of  prolonged  so- 
journ of  foreign  bodies  is  closely  related  to  the  length  of  sojourn.  The 
longer  the  intruder  has  been  in  situ  the  greater  the  likelihood  of  stenosis. 
In  D.  Braden  Kyle's  unique  casfe  of  seventeen  years*  duration,  Fig.  215, 
the  stenosis  required  after-treatment  which  Dr.  Kyle  carried  out  so  skill- 
fully as  to  get  an  excellent  ultimate  result.  Prognosis  may  be  made  very 
grave  from  ill-advised  interference,  especially  blind  bouginage  and  ex- 
ternal esophagotomy,  as  will  be  cited  under  treatment.  The  prognosis 
after  esophagoscopy  is  excellent  as  shown  by  the  statistics  given  in 
this  chapter. 


FiG.  206. — Cuff  link  shown  in  Fig.  205. 

Even  if  the  foreign  body  becomes  dislodged  and  moves  downward 
the  patient  is  not  safe.  It  may  cause  intestinal  perforation  (Fig.  207). 
So  long  as  the  intruder  remains  in  the  body  the  prognosis  must  be 
guarded. 

Treatment.  If  for  any  reason  immediate  removal  is  contraindi- 
cated,  bismuth  subnitrate  should  be  given  dry  on  the  tongue  in  small 
doses  frequently  repeated.  It  will  adhere  to  denuded  surfaces.  Calomel 
may  be  advantageously  added  to  the  first  few  doses.  Removal  is  the 
only  treatment  to  be  seriously  considered.  With  the  relatively  high 
mortality  from  external  esophagotomy,  it  certainly  seems  as  though  the 
operation  is  rarely  if  ever  justifiable  in  foreign  body  cases.  Compared 
to  other  operations  in  the  neck,  it  has  a  very  high  mortality.  Further- 
more, it  has  happened  more  than  once  that  an  external  esophagotomy 
done  on  the  strength  of  a  radiograph,  has  failed  to  find  the  foreign  body 
because  the  latter  has  passed  on  downward  into  the  thoracic  esophagus, 
where  it  cannot  be  reached  otherwise  than  esophagoscopically,  and  one 
such  case  has  been  recorded  in  which  the  patient  died  from  an  external 
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esophagotomy  at  which  the  foreign  body  was  not  found.  In  view  of 
these  things,  those  who  have  had  most  experience  in  deahng  with  the 
esophagus  regard  esophagotomy  as  unjustifiable  until  after  esophago- 
scopy  has  failed,  and  the  author's  personal  opinion  is  that  any  and  every 
foreign  body  that  has  gone  down  through  the  mouth  into  the  esophagus 
can  be  brought  back  ihc  same  v,ay.  unless  it  has  alreadv  perforated  the 


Fii^  J07,— -W-cUk'  in  line  iriteslint.  Doalli  rcsiihtd  from  scpiic  peritonitis  fol- 
lowing perforation.  Esopliagoscopy  nas  opposed  by  the  family  physician  when 
ihc  needle  was  in  the  tsopliagus.  The  position  of  the  stomnch  is  shown  by  the 
bismuth  shadow.  Laparotomy  advised  when  needle  rfmained  in  one  place  in  in- 
testine for  6  days. 


esophageal  wall,  in  which  event  it  is  no  longer  a  case  of  a  foreign  body 
in  the  esophagus.  Furthermore,  external  esophagotomy  requires  a  gen- 
eral anesthetic,  which,  because  of  its  relaxation  may  permit  the  foreign 
body  to  move  downward.  In  contrast  10  esophagotomy,  esophagoscopy 
does  not.  as  a  rule,  require  general  anesthesia,  and  while  it  may  be  oc- 
casionally found  that  the  foreign  body  which  shows  so  plainly  in  the 
radiograph  has  moved  on  downward  to  a  lower  position,  or  even  into 
the  stomach  itself,  no  harm  has  been  done.    In  case  of  its  simply  having 
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moved  to  a  lower  position,  it  is  just  as  readily  removed  with  the  esoph- 
agoscope  as  if  it  were  at  the  higher  point  where  originally  seen  in  the 
radiograph.  The  most  favorable  statistics  give  a  20  per  cent  mortality 
for  external  esophagotomy  in  adults.  The  mortality  is  still  higher  in 
children,  in  some  statistics  as  high  as  42  per  cent.  Comparing  such 
mortality  with  the  two  or  three  per  cent  mortality  in  esophagoscopy, 
the  operation  of  external  esophagotomy  for  foreign  bodies  has  been 
rightly  recommended  only  after  failure  of  esophagoscopic  extraction. 
Doubtless  blind  attempts  at  removal  have  increased  the  mortality  of 
both  procedures  but  as  it  has  probably  increased  them  both  in  the  same 
ratio  the  relative  percentages  still  hold  good.  It  must  be  borne  in  mind, 
also,  as  pointed  out  by  John  C.  DaCosta  (Bib.  101)  the  esophagoscope 
in  the  hands  of  the  inex])erienced  may  be  more  dangerous  than  external 
esophagotomy.  A  recent  book  on  surgery  has  advised  the  passage  of  a 
l)ougie  to  determine  whether  the  foreign  body  is  present,  and  if  present 
to  push  it  down.  It  should  be  unnecessary  at  this  late  day  to  warn 
against  blind  bouginage  in  foreign  body  cases.  Citation  of  a  few  cases 
will  suffice.  One  death  from  perforation  with  the  bougie  which  did  not 
push  down  a  foreign  body  is  reported  by  Arrowsmith.  The  patient  was 
moribund  on  admission  and  told  of  the  efforts  of  a  physician  to  push  the 
foreign  body  down.  Air.  Waggette  (Rib.  oiM)  refers  to  a  case  in  which 
a  sharp  piece  of  bone  was  overriden  by  the  bougie  passed  by  competent 
surgeons.  If  the  bougie  will  thus  override  the  foreign  body  in  the 
hands  of  competent  surgeons,  and  in  certain  hands  may  cause  death,  its 
use  cannot  be  too  often  condemned  as  both  inefficient  and  dangerous. 
Emerson  (Bib.  VM)  reports  the  fatal  case  of  perforation  of  the  esoph- 
agus and  aorta  by  a  chicken  bone  after  blind  bouginage  in  a  general 
hospital.  The  author  can  cite  two  cases.  In  one  case,  seen  in  con- 
sultation, a  child  of  two  years  was  dying  from  acute  esophagitis.  A 
penny  had  lodged  in  the  esophagus  five  days  before.  Forceps  had  been 
passed  blindly,  without  an  esophagoscope.  Two  days  after  this  utterly 
unjustifiable  procedure,  the  temperature  was  101°,  pulse  150.  When 
the  author  saw  the  patient,  five  days  after  operation,  the  temperature 
was  subnormal,  pulse  fluttering  and  uncountable,  sloughs  were  being 
vomited,  and  the  child  was  sinking  away  in  the  profound  shock  of  a 
traumatic  esophagitis.  The  author  concurred  in  wording  the  death  cer- 
tificate: "Death  from  acute  esophagitis  following  the  swallowing  of  a 
penny.*'  It  was  really  due  to  the  absolute  ignorance  of  the  family  phy- 
sician who  had  never  heard  of  esophagoscopy,  and  its  safety  in  trained 
hands.  In  another  case  a  child  of  six  years  was  admitted  to  the  Pres- 
byterian Hospital  with  the  history  that  five  days  before  she  had  choked 
and  vomited  at  dinner.    It  was  supposed  that  a  piece  of  bone  had  lodged 
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in  her  throat.  Two  physicians  had  worked  for  two  hours  with  instru- 
ments on  the  anesthetized  patient,  but  had  failed  to  remove  any  foreign 
body.  The  child's  temperature  was  101°  F.,  pulse  128,  and  respiration 
28.  Appearance  septic,  breath  foul,  and  swallowing  difficult  and  very 
painful.  Inspection  of  the  pharynx  showed  a  putrid  gangrenous  mass 
of  mutilated  tissues,  too  severely  lacerated  to  justify  examination.  Dis- 
coloration and  swelling  externally  simulated  a  '*Ludwig's  angina."  Sep- 
tic symptoms  steadily  increased  and  the  child  died  five  days  after  ad- 
mission. Post  mortem  showed  an  abscess  in  left  hypopharynx,  gan- 
grenous esophagitis,  and  bodies  of  three  vertebrae  partially  denuded,  the 
lowest  damaged  being  the  sixth.  Macroscopically  and  microscopically, 
it  was  clear  that  the  condition  was  due  to  recent  trauma,  and  not  to 
tuberculosis  or  other  disease.  No  foreign  body  was  found.  This  case 
gave  a  typical  example  of  acute  esophagitis  from  blind  efforts  at  removal 
of  a  foreign  body.  Whether  a  foreign  body  had  been  present  or  not  is 
not  the  point.  It  is  one  of  the  sad  duties  of  the  esophagoscopist  to  see 
little  children  brought  in  dying  or  seriously  ill  from  rough,  unjustifiable, 
brutal  attempts  to  remove  a  foreign  body  by  such  relics  of  obsolete  sur- 
gery as  the  Graefe  basket,  the  coin  catcher.  Bond's  forceps,  bristle  pro- 
bangs,  etc.  It  may  be  thought  that  the  bristle  probang  should  not  be 
included  here.  Possibly  its  use  may  not  be  very  dangerous  in  the 
adult,  but  in  infants  it  has  been  fatal.  The  author  has  in  his  collection 
of  esophagoscopically  removed  foreign  bodies  a  number  of  bristles  left 
behind  from  predecessor's  probangs.  Sir  Felix  Semon,  with  his  acute 
observation  and  analytical  mind,  pointed  out,  years  before  the  develop- 
ment of  esophagoscopy,  the  danger  of  attempting  to  push  down  a  foreign 
body  that  was  lodged  in  the  esophagus.  He  reported  cases  in  which  the 
foreign  body  had  escaped  such  efforts  and  others  in  which  the  foreign 
body  had  been  forced  to  perforate.  He  also  pointed  out  that  no  foreign 
body,  the  presence  of  which  has  been  actually  detected,  ought  to  be 
allowed  to  remain  impacted,  even  if  at  the  time  it  does  not  produce 
any  serious  symptoms.  These  two  principles  remain  to-day  fundamental 
in  dealing  with  foreign  bodies  impacted  in  the  air  and  food  passages. 
Yet  it  is  astonishing  how,  even  to-day,  practitioners  will  tell  patients  "to 
go  home  and  forget  about  it"  in  some  instances,  while  in  others  they 
will  produce  fatal  traumatism  by  usually  unsuccessful  blind  groping 
efforts.    Emetics  are  inefficient  and  dangerous. 

There  is  but  one  method  of  removal  worthy  of  serious  consideration 
and  that  is  by  esophagoscopy.  It  should  always  be  used  first.  If  it  fail, 
w^hich  will  be  very  rarely,  then  external  operation  is  to  be  considered 
in  cervically  lodged  foreign  bodies. 


CHAPTER    XIX. 

Esophagoscopy  for  Foreign  Bodies. 

Mortality  and  results  of  esophagoscopy  for  foreign  bodies*  Of  193 
cases  of  esophagoscopy  for  foreign  body  by  various  operators,  the  in- 
truder was  removed  in  155.  Of  the  38  not  removed,  20  went  down. 
There  were  12  deaths  (7.8  per  cent).  It  is  interesting  to  note  that  of  the 
twelve  deaths  from  esophagoscopy  for  foreign  bodies,  eight  were  for 
bodies  in  the  upper  third,  four  of  the  patients  dying  during  operation,  and 
in  all  four  the  foreign  body  was  not  removed  until  after  death.  All  had 
been  given  chloroform,  though  this  was  probably  only  indirectly  the 
cause  of  death.  In  seven  of  the  eight,  the  esophagoscopy  was  done  by 
operators  whose  total  number  of  cases  was  less  than  three.  In  the  large 
clinics  (from  previously  published  statistics)  out  of  210  cases  of  foreign 
bodies  in  this  location,  all  were  removed  but  twelve,  and  these  went  down. 
The  mortality  in  the  large  clinics  was  3  per  cent.  It  is  also  interesting  to 
note  that  in  the  present  series  of  cases  there  were  two  deaths  from  lacer- 
ation of  the  esophagus  from  violent  removal  of  large  foreign  bodies,  an 
artificial  denture  in  one  case,  a  large  and  rough  bone  in  the  other.  In 
both  instances  the  operators  stated,  in  effect,  that  they  believed  they  could 
have  succeeded  in  devising  methods  of  safe  removal,  had  they  realized 
the  danger  of  esophageal  trauma.  Of  the  200  cases  of  esophagoscopy  for 
foreign  bodies  in  the  hospitals  of  Pittsburgh  and  in  the  author's  work  in 
other  cities  the  foreign  body  was  removed  in  198,  and  escaped  downward 
in  eight.  There  were  four  deaths,  one  in  a  woman  of  50  with  advanced 
nephritis;  the  other  three  deaths  were  in  patients  admitted  with  severe 
laceration  of  the  esophagus,  from  previous  attempts  at  esophagoscopy. 
Four  other  cases  seen  in  extremis  are  not  included  because  owing  to 
profound  shock  no  esophagoscopy  was  done.  There  is  not,  and  there 
never  will  be,  an  absolutely  safe  esophagoscope  that  can  be  used  other- 
wise than  with  care  and  caution,  for  even  the  soft  stomach  tube  has 

•Abstracted,  with  additions,  from   the  author's  Rapport  to  the  International 
Medical  Congress.  London,  1913. 
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if  there  is  surgical  emphysema,  irritability,  increasing  fever,  increasing 
rapidity  of  respiration,  severe  pain  in  the  chest,  aching  in  character,  the 
foreign  body  has  probably  perforated  and  esophagoscopy  is  of  question- 
able advisability,  though  in  one  such  case  the  foreign  body  had  not  yet 
escaped  and  was  caught  and  removed  by  the  author.  The  above  men- 
tioned symptoms  may  be  due  to  pleural  perforation,  in  which  case  pneu- 
mothorax can  be  diagnosticated  by  physical  signs  and  by  radiography. 
Endoscopic  appearances  of  foreign  bodies  in  the  esophagus  are  the 
same  as  those  previously  mentioned  in  connection  with  foreign  bodies  in 
the  air  passages  except  that  the  color  and  form  of  esophageally  lodged 
foreign  bodies  may  be  modified  by  accumulation  of  food  debris  or  by 
bismuth  given  for  radiographic  or  therapeutic  purposes.  Quite  fre- 
quently the  first  view  of  a  foreign  substance  will  be  a  whitish  or  grayish 
mass  of  food  debris  mixed  with  secretions.  The  reader  is  referred  to  the 
comments  on  the  difficulties  due  to  the  color  of  a  foreign  body  in  the 
bronchus  which  apply  with  equal  force  to  intruders  in  the  esophagus. 
Kahler  reports  a  case  in  which  a  nodulation  due  to  the  calcification  im- 
pressions of  the  thyroid  gland  were  mistaken  for  a  foreign  body  in  the 
esophagus. 

ESOPHAGOSCOPIC  EXTRACTION   OF  FOREIGN    BODIES. 

Anesthesia,  preparation  of  the  patient,  position  of  the  patient,  techv 
nic  of  introduction  of  the  esophagoscope  and  of  the  esophageal  speculum 
have  all  been  considered  in  prior  chapters.  The  ** Rules**  mentioned  under 
bronchoscopy  for  foreign  bodies  are  applicable  to  esophagoscopy  for  the 
same  class  of  cases.  As  there  mentioned  it  is  unwise  to  go  into  any  for- 
eign body  case  insufficiently  equipped  with  the  idea  of  taking  a  prelim- 
inary look.  Everything  likely  to  be  needed  for  the  extraction  of  the  in- 
truder in  question  should  be  sterile  and  ready  for  immediate  use.  A 
second  trial  may  find  the  problem  incomparably  more  difficult.  There 
should  also  be  ready,  in  every  esophageal  case,  a  direct  laryngoscope  and 
a  bronchoscope,  for  adult  or  child  as  the  case  may  be.  The  foreign  body 
may  be  in  the  air  passages,  either  primarily  or  by  erosion  as  in  the  case 
previou.sly  cited;  or,  more  important  still,  respiratory  arrest  may  result 
from  overriding  or  displacement  of  the  intruder  by  the  esophagoscope  or 
by  efforts  at  disimpaction,  faulty  position  of  the  patient,  etc.  In  such 
cases  prompt  insertion  of  a  bronchoscope  and  bronchoscopic  oxygen  in- 
sufflation may  save  life  without  a  tracheotomy.  Tracheotomy  instruments 
should  always  be  upon  the  sterile  instrument  table  as  a  matter  of  routine. 
Those  who  are  prompt  and  skillful  in  bronchoscopy  will  not  need  them 
and,  indeed,  it  is  exceedingly  rarely  that  respiratory  arrest  occurs  in 
esophagoscopy,  especially  if  no  anesthesia  is  used ;  yet  it  is  a  good  general 
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rule  in  all  tracheo-esophageal  cases  to  have  tracheotomy  instruments  al- 
ways prepared  as  a  routine  procedure  for  the  rare  cases  of  urgent  ne- 
cessity. 

The  author  has  among  his  personal  armamentarium,  two  lengths  of 
esophagoscopes,  one  for  children  and  one  for  adults.  It  is  impossible,  in 
looking  through  the  tube  to  tell  whether  a  short  or  the  long  tube  is  being 
used,  and  so  far  as  instrumentation  is  concerned,  there  is  no  advantage 
in  short  instruments;  provided  the  long  ones  are  properly  constructed. 
The  little  light  is  close  to  the  foreign  body  and  perfectly  illuminates  the 
field,  no  matter  how  many  instruments  are  introduced  in  the  tube.  All 
that  is  necessary  is  to  look  past  the  instruments.  The  instrument  does 
not  lessen  the  illumination.  In  using  the  long  tube,  if  the  foreign  body 
is  not  found  at  the  level  where  it  shows  in  the  radiograph,  the  entire 
esophagus  is  at  once  explored  clear  through  to  the  stomach,  and  even  the 
cardial  end  of  the  stomach  can  be  searched.  So  far  as  introduction  is 
concerned,  a  long  tube  is  easier  of  manipulation  than  a  short  tube.  A 
tube  of  large  diameter  is  always  preferable,  because  with  it  one  is  much 
less  likely  to  override  the  foreign  body ;  but  on  the  other  hand,  a  tube  of 
large  diameter  is  much  less  easy  of  introduction.  For  complicated  re- 
movals, such  as  the  closing  of  safety  pins,  the  cutting  of  fishhooks  and 
the  like,  of  course  the  manipulations  are  much  easier  through  a  tube  of 
large  diameter.  These  considerations,  however,  must  not  lead  us  to  en- 
danger our  patient  by  the  use  of  too  large  a  tube.  The  author  uses  a 
tube  of  7  mm.  internal  diameter  in  children  and  10  mm.  diameter  in 
adults.  In  no  case  is  it  wise  to  use  a  mandrin  in  exploring  the  esophagus 
for  foreign  bodies.  A  mandrin  makes  introduction  somewhat  easier  for 
the  beginner,  but  it  is  very  likely  to  cause  the  overriding  of  a  foreign  body 
in  the  cervical  esophagus,  and  there  is  always  risk  of  a  diseased  esophageal 
wall  whether  a  foreign  body  be  present  or  not. 

Sponging  with  the  long  sponge  holder  should  be  done  very  care- 
fully, lest  the  foreign  body  he  hidden  in  the  secretions  and  be  dislodged 
by  the  sponging.  It  is  usually  unnecessary  to  sponge  at  this  stage  be- 
cause the  aspirator  in  the  wall  of  the  esophagoscope  is  draining  away  the 
secretions.  If  small  food  masses  are  seen,  it  is  almost  certain  that  the 
foreign  body  lies  just  below,  and  these  food  masses  should  not  be  wiped 
away  but  should  be  picked  out  with  the  forceps  lest  the  foreign  body  be 
disturbed.  When  the  tube  mouth  reaches  the  proximity  of  the  foreign 
body,  it  will  be  noticed  if  the  foreign  body  is  of  sufficient  size  to  distend 
the  esophagus,  that  the  esophagus  seems  to  roll  in  over  the  foreign  body 
which  only  shows  in  the  center  of  the  rather  small  lumen  of  the  esoph- 
agus. As  the  tube  mouth  approaches  more  closely,  this  folding  in  of 
the  mucosa  will  be  distended  and  the  foreign  body  comes  more  largely 
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into  view.  If  the  foreign  body  is  a  coin  or  something  of  that  nature,  not 
involving  any  special  problem  on  removal,  it  is  best  not  to  approach  too 
closely  with  the  tube  mouth ;  but  to  insert  the  forceps  just  as  soon  as  the 
foreign  body  comes  into  view.  The  forceps  jaws  should  always  open  in 
the  up  and  down  direction,  regardless  of  the  plane  in  which  the  foreign 
body  is  to  be  seen.  With  all  flat  objects,  this  will  bring  the  forceps  in  the 
correct  position.  In  case  of  foreign  bodies  situated  in  other  planes,  or  to 
be  seized  in  other  planes,  it  is  better  not  to  rotate  the  stilette  of  the  for- 
ceps to  make  the  jaws  open  in  any  other  plane ;  but  rather  to  place  the 
handle  in  the  position  required  for  the  jaws  to  open  in  the  proper  direc- 
tion. The  advantage  of  this  is  that  the  jaws  always  open  in  the  same 
way,  making  it  very  much  easier  to  follow  their  movements  by  sight. 
Special  problems  of  removal  will  be  considered  later. 

Difficulties.  The  difficulties  of  introduction  of  the  esophagoscope 
have  been  previously  considered.  The  difficulties  of  removal  will  be 
considered  as  mechanical  problems.  But  a  few  words  must  be  said  of 
difiiculties  in  finding  a  foreign  body  known  to  be  present. 

''Overriding/'  or  failure  to  find  a  foreign  body  knozLm  to  be  present. 
One  of  the  most  difficult  things  for  the  beginner  in  esophagoscopy  to  un- 
derstand is  how  a  foreign  body,  especially  one  not  of  minute  size,  can 
"get  lost*'  in  the  esophagus.  The  author  is  often  asked  how  it  is  possible 
for  an  esophagoscope  to  be  passed  many  times  into  the  esophagus,  and 
not  reveal  a  penny,  for  instance,  which  a  radiograph  shows  to  be  present. 
The  explanation  is  found  in  the  anatomy  of  the  esophagus.  If  the 
esophagus  were  a  tube  of  equal  size  throughout  with  rigid  walls  standing 
patulous  without  folds,  or  if  an  esophagoscope  large  enough  entirely 
to  fill  the  lumen  were  passed,  the  foreign  body  would  promptly  present 
itself  at  the  tube  mouth.  But,  as  shown  in  Fig.  145,  the  esophagus  is 
constricted  at  certain  points  which  prevents  the  passage  of  an  esoph-' 
agoscopc  large  enough  to  fill  out  its  collapsed  walls  at  the  larger  portions 
in  which  small  foreign  bodies  such  as  needles,  pins,  and  fish  ribs  may 
be  hidden.  But  this  is  not  often  the  explanation  of  failure  to  find 
coins.  More  often  coins  and  similar  objects  are  just  below  the  plica 
cricophar}'ngeus  which  latter  makes  a  veritable  chute  in  throwing  the 
end  of  the  esophagoscope  forward  to  override  the  foreign  body  and 
to  interpose  a  layer  of  tissue  between  the  tube  and  the  coin  so  that  con- 
tact at  the  side  of  the  tube  after  the  tube  mouth  is  passed  is  not  felt. 
Another  hiding  place  for  foreign  bodies,  especially  those  of  small  size,  is 
the  pyriform  sinuses.  Food  naturally  passes  through  both  pyriform 
sinuses  and  there  is  so  little  room  directly  back  of  the  cricoid  that  the 
esophagoscope  is  usually  passed  through  one  of  the  two  sinuses,  general- 
ly the  right.     Therefore  if  a  foreign  body  is  not  found  on  the  passage 
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downward,  the  distal  end  of  the  tube  should  be  kept  pressing  to  the  left 
on  withdrawal  so  as  to  explore  the  left  sinus  on  the  way  out.  Of  course 
if  the  radiograph  should  show  the  intruder  to  be  in  the  left  pyriform  sinus 
the  esophagoscope  may  be  passed  that  way  though  the  retrograde  search 
has  the  advantage  of  not  risking  the  pushing  of  the  intruder  downward. 
A  better  method,  however,  in  all  cases  of  high  foreign  bodies  is  to  use 
the  esophageal  speculum.  Fig.  21.  This  instrument  has  enabled  the 
author  to  remove,  in  three  instances,  the  particularly  elusive  rib  bones  of 
fish  after  skilful  esophagoscopists  had  failed.  In  one  instance  two  good 
tube  workers  had  each  tried  for  two  hours  under  general  anesthesia  to 
remove  a  fish  rib  which  was  promptly  revealed,  not  by  superior  skill  on 
the  author's  part,  but  by  the  advantage  yielded  by  the  use  of  the  eso- 
phageal speculum.  The  bone  was  sticking  deeply  in  the  esophageal  wall 
just  below  the  plica  cricopharyngeus.  Coins  that  have  been  in  the  esoph- 
agus a  few  weeks  show  a  polished  streak  up  and  down  the  middle  third 
of  their  anterior  (rarely  posterior)  surface  evidently  corresponding  to 
the  usual  course  of  food  in  swallowing,  the  esophagus  not  being  fully 
dilated,  and  the  lateral  edges  of  the  coin  being  clamped  in  the  lateral  folds 
of  the  esophageal  wall.  In  some  instances  the  esophagoscope  overriding 
the  tube,  probably  follows  the  same  route  (anterior  to  the  coin  intruder). 
When  a  silver  coin  has  been  in  the  hypopharynx  the  central  third  is 
darkened  by  sulphides,  while  the  lateral  thirds,  corresponding  to  the 
pyriform  sinuses  are  bright  from  passage  of  the  food  at  the  sides  of 
the  upper  part  of  the  hypopharynx.  The  intruder  may  be  overridden  be- 
cause it  is  hidden  by  secretions,  or  by  being  buried  under  the  mucosa  or 
under  inflammatory  tissue.  These  are  unusual  and  in  most  instances  the 
trouble  will  be  found  to  be  the  chute-like  effect  of  the  cricopharyngeus 
or  the  lurking  of  the  foreign  body  in  the  other  pyriform  sinus  or  in  the 
undilated  folds  of  the  esophagus,  to  all  of  which  the  use  of  an  esophagos- 
cope of  relatively  small  diameter  contributes.  Summarizing,  the  chief 
factors  in  overriding  of  an  esophageally  lodged  foreign  body  are: 

1.  The  chute-like  effect  of  the  plica  cricophar>ngeus. 

2.  The  lurking  of  the  foreign  body  in  the  unexplored  pyriform 
sinus. 

3.  The  use  of  an  esophagoscope  of  small  diameter. 

4.  The  obscuration  of  the  intruder  by  secretion  or  food  debris. 

5.  The  obscuration  of  the  intruder  by  its  penetration  of  the  eso- 
phageal wall. 

6.  The  obscuration  of  the  intruder  by  inflammator)'  sequelae. 
Extraction  of  foreign  bodies  zvith  the  esophageal  speculum.    Almost 

all  of  the  esophageally  lodged  foreign  bodies  are  to  be  found  at  or  above 
the  sternal  notch.    Of  these,  fully  one-half  can  be  removed  with  the  eso- 


ESOPHAGOSCOPY  FOR  FOREIGN  BODIES.  345 

phageal  speculum.  It  must  be  remembered,  however,  that,  in  a  radio- 
graph, a  foreign  body  may  look  much  higher  than  it  really  is.  Doubt- 
less this  is  the  reason  why  so  many  deplorable,  even  fatal,  attempts  at 
blind  removal  with  forceps  are  made.  It  seems  an  easy  task  to  reach  it 
with  almost  any  kind  of  forceps — even  a  hemostat.  When  an  esophago- 
scope  is  passed,  the  reverse  mistake  is  usually  made.  The  foreign  body 
is  reached,  possibly  overridden  without  being  seen,  before  the  operator 
realizes  that  he  is  down  to  the  level  indicated  in  the  radiograph.  A  cor- 
rect estimate  is  made  more  difficult  by  the  distortion  dependent  upon  the 
position  of  the  radiographic  tube.  If  the  tube  be  placed  exactly  over 
the  foreign  body,  that  is,  if  the  intruder  and  the  center  of  the  radio- 
graphic tube  are  on  the  same  vertical  line,  there  will  be  no  distortion. 
But  as  this  cannot  be  done  without  knowing  beforehand  the  location  of 
the  intruder  it  would  require  a  repetition  of  the  radiography.  For  prac- 
tical purposes  it  may  be  said  that  any  foreign  body  that  is  not  more  than 
one  centimeter  below  the  lower  border  of  the  cricoid  cartilage  in  a  child, 
or  more  than  two  in  an  adult,  is  more  easily  dealt  with  by  the  esophageal 
speculum  than  by  the  esophagoscope  provided  the  esophagoscopist  has 
mastered  the  use  of  the  speculum.  But  all  cases  can  be  dealt  with  by 
the  long  esophagoscopic  tube,  and  thorough  mastery  of  it  will  be  more 
successful  than  partial  mastery  of  each.  In  infants  the  child's  size  laryn- 
goscope may  be  used  as  an  esophageal  speculum. 

The  introduction  of  the  esophageal  speculum  is  described  in  a  pre- 
vious chapter.  Certain  points  should,  however,  be  emphasized.  The  au- 
thor prefers  recumbency  of  the  patient.  The  head  of  the  patient  must  be 
elevated  above  the  level  of  the  table  and  should  be  extended  fully  but  not 
violently.  The  speculum  is  held  in  the  operator's  left  hand  as  shown  for 
the  laryngeal  speculum  in  Figs.  89  and  90.  The  tip  of  the  instrument, 
which  should  be  very  smooth,  is  slid  into  the  right  pyriform  sinus  along 
the  posterior  hypopharyngeal  wall  with  only  enough  anterior  lifting  with 
the  tip  to  open  up  the  lumen  ahead.  No  amount  of  lifting  can  pull  the 
cricoid  cartilage  away  from  the  spine,  and  all  the  displacement  required 
is  to  lift  the  walls  of  the  right  pyriform  sinus.  This  at  times  requires 
what  to  some  may  seem  a  considerable  degree  of  power,  but  it  is  in  no 
case  as  much  as  required  for  a  good  exposure  of  the  larynx  by  direct 
laryngoscopy  by  the  dorsolingual  route.  When  the  bottom  of  the  pyri- 
form sinus  is  reached,  it  will  be  known  by  the  obstruction  due  to  the 
cricopharyngeal  fold  coming  forward  from  the  posterior  (lower  in  the 
recumbent  patient)  wall  and  seeming  to  cause  the  lumen  entirely  to  dis- 
appear. At  this  stage  the  tip  of  the  speculum  should  be  guided  slight- 
ly toward  the  median  line  and  lifted.  Too  powerful  lifting  here  again 
is  to  be  avoided  because  the  cricopharyngeal  fold  will  follow  all  the 
more.     It  is  better  to  push  the  speculum,  not  too  forcibly,   with  the 
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thumb  and  finger  of  the  right  hand  while  the  left  hand  exerts  sufficient 
lifting  motion  to  find  the  lumen.  Just  at  this  point,  it  is  especially  ne- 
cessary to  proceed  cautiously  as  the  foreign  body  very  often  lies  im- 
mediately' below  the  spasmodically  contracted  plica  cricopharyngeus. 
If  this  spasm  suddenly  relaxes,  the  foreign  body  may  be  pushed  down- 
ward by  a  sudden  advance  of  the  speculum.  The  head  of  the  patient 
at  this  stage  must  be  noted  to  see  that  it  is  high.  If  not,  it  must  be 
raised  for  the  reasons  explained  in  the  schema,  Fig.  149.  As  soon  as 
the  tip  of  the  speculum  passes  the  plica  cricopharyngeus  this  fold  will 
obscure  the  view  of  half  the  lumen.  The  plica  should  be  pushed  pos- 
teriorly with  the  closed  alligator  forceps  (of  Mosher  or  Paterson) 
used  simply  as  a  repressor,  as  the  tube  advances  (Plate  III,  Fig.  3). 
As  soon  as  the  foreign  body  is  seen,  if  it  be  a  coin,  smooth  button,  or  the 
like,  it  may  be  at  once  seized  with  the  alligator  forceps.  If  it  be  a 
sharp,  rough,  irregular  or  transfixed  body  it  must  be  seized  according 
to  the  mechanical  problem  presented.  In  case  of  such  bodies,  instead 
of  the  plain  alligator  forceps  the  author's  alligator  rotation  forceps 
(Fig.  210)  should  be  used  (closed)  for  the  retraction  of  the  plica  crico- 
pharyngeus so  as  to  be  ready  to  seize  the  foreign  body  in  such  a  way  as 
to  permit  of  the  rotation  of  the  intruder  as  explained  under  "Mechanical 
Problems." 

Mechanical  problems  of  esophagoscopic  removal  of  foreign  bodies. 
If  any  argument  were  needed  against  the  blind  attempts  at  removal,  it 
is  the  consideration  of  the  various  admirable  solutions  of  mechanical 
problems  that  have  been  devised  for  endoscopic  use.  To  any  one  who 
will  review  this  subject,  the  use  of  blind  methods  is  preposterous,  almost 
criminal.  The  esophagus  is,  surgically,  the  most  intolerant  organ  m 
the  body.  It  must  be  dealt  with  in  the  most  careful,  gentle  way,  always 
under  the  guidance  of  the  eye.  The  greatest  triumph  of  esophagoscopy 
over  every  other  method  of  dealing  with  foreign  bodies  in  the  esoph- 
agus is  in  the  low  mortality  of  esophagoscopic  methods.  The  thought 
that  if  left,  the  body  probably  will  be  fatal  anyway,  does  not  justify  vio- 
lence. A  careful  study  of  the  mechanical  problems  presented  will  al- 
ways discover  a  safe  method  of  removal.  In  view  of  this,  the  great 
temptation  to  remove  the  body  at  all  hazards  once  it  is  grasped,  must 
be  resisted.  Most  of  the  mechanical  problems  and  their  solution  as 
considered  in  connection  with  bronchoscopy  for  foreign  bodies,  are 
efjually  applicable  to  esophagoscopy. 

As  in  bronchoscopy  side  movements  of  the  forceps  are  accomplished 
by  the  leverage  of  the  endoscopic  tube,  the  mouth  of  which  can  be  used 
to  force  the  distal  end  of  the  forceps  in  any  direction  angular  to  the 
1or»g  axis  of  the  esophagus. 
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Extraction  of  foreign  bodies  fixed  crosswise  in  the  esophagus. 
Bodies  fixed  crosswise  in  the  esophagus  present  much  the  same  problem 
and  are  removable  upon  the  same  principle  as  those  fixed  crosswise  in 
the  bronchi,  to  which  section  the  reader  is  referred.  There  are,  how- 
ever, some  problems  of  crosswise  fixation  that  are  peculiar  to  esophagos- 
copy.  For  instance,  in  the  esophagus  there  is  no  Hmit  to  distance  to 
which  a  long  foreign  body  may  be  pushed  downward  to  disengage  the 
point.  In  the  bronchi,  however,  a  long  foreign  body  may  already 
have  one  end  down  as  far  as  it  can  go,  so  that  disengaging  the 
buried  upward-projecting  point  by  pushing  the  foreign  body  downward 
becomes  a  difficult  matter.     One  of  the  most  important  things  in  the 


Fig.  208.— The  problem  of  the  horizontally  transfixed  foreign  body  in  the 
esophagus.  The  point,  D.  had  caught  as  the  bone,  A,  was  being  swallowed.  The 
end,  E,  was  forced  down  to  C,  by  food  or  by  blind  attempts  at  pushing  the  bone 
downward.  The  wfill,  F,  should  be  pushed  laterally  out  to  J,  permitting  the  forceps 
to  grasp  the  end,  M,  of  the  bone.  Traction  in  the  direction  of  the  dart  will  dis- 
impact  the  bone  and  permit  it  to  rotate.  The  author's  rotation  forceps  are  used 
as  at  K. 


removal  of  a  foreign  body  from  either  the  esophagus  or  the  tracheo- 
bronchial tree  is  to  determine  at  what  point  the  foreign  body  should  be 
seized  in  order  that  it  shall  come  out  without  injury  to  the  tissues. 
Therefore,  in  all  cases  except  those  of  smooth  disk-like  bodies,  it  would 
be  a  serious  error  not  to  get  a  good  view  of  the  foreign  body  before  at- 
tempting to  seize  it  w^ith  the  forceps.  In  case  of  thin,  sharp  foreign 
bodies,  such  as  bones,  needles,  double  pointed  tacks,  pins,  dentures, 
safety  pins,  and  the  like,  found,  as  they  often  are,  crosswise  in  the  esoph- 
agus, very  careful  work  is  necessary  (Fig.  208).  Foreign  bodies  reach 
this  position  probably  by  one  point,  for  instance,  D,  sticking  in  the 
esophageal  w^all.      The  foreign  body  is  then  in  the  position  shown  at 
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A,  by  the  dotted  line.  The  force  of  the  subsequently  swallowed  food 
continually  pushes  the  upper  point,  E,  downward  until  it  reaches  the 
maximum  stretch  of  the  esophagus,  as  shown  at  B.  To  remove  such 
a  body,  it  is  necessary  to  catch  one  of  the  ends,  either  D  or  C,  never 
by  the  middle,  B,  as  traumatism  would  be  almost  certain  to  follow  the 
latter  procedure.  If  either  end  of  the  intruder  is  higher,  this  is  the 
end  to  seize.  When  the  intruder  is  first  seen  it  is  usually  the  central 
part,  B,  that  is  in  front  of  the  tube  mouth.  In  order  to  apply  the  for- 
ceps at  the  end,  M,  it  is  necessary  to  move  the  esophageal  wall,  F,  out 
to  the  position  shown  by  the  dotted  line,  J,  by  swinging  the  esophago- 
scope  as  a  lever,  the  proximal  end  of  which  moves  in  a  direction  oppo- 


K 


I 


J 


Fig.  209. — Solution  of  the  mechanical  problem  of  the  button  or  other  disk- 
like object  with  a  sharp  point.  If  withdrawn  with  a  plain  forceps  applied  as  at 
A,  the  point,  B,  will  rip  open  the  esophageal  wall.  If  grasped  at  C,  the  point,  D, 
will  rotate  in  the  direction  of  F  and  will  trail  harmlessly  behind.  To  permit 
rotation,  the  author's  rotation  forceps  are  used  as  at  H. 


site  to  that  desired  for  the  lower  end.  Pins  lodged  in  the  esophagus, 
are,  in  the  author*s  experience,  almost  invariably  found  point  down- 
ward, exactly  opposite  to  their  position  in  the  trachea  and  bronchi.  The 
probable  reason  for  this  is  that  in  the  air  passages  gravity  acting  strong- 
est in  the  head  of  the  pin  causes  it  to  fall  head  lowermost.  In  the 
esophagus,  which  is  a  collapsed  canal,  there  is  less  chance  for  gravity  to 
act  effectively,  and,  more  important,  pins  going  head  first  probably  do 
not  lodge,  hence,  pass  on  through ;  whereas,  if  they  start  point  first,  the 
point  will  stick  into  the  lateral  wall.  It  is  the  lodged  cases  that  come 
to  the  esophagoscopist.  The  importance  of  this  as  a  mechanical  prob- 
lem lies  in  the  necessity  for  caution  in  the  esophagoscopy  lest  the  head 
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of  the  pin,  impinging  on  the  esophagoscope,  may  cause  the  point  to  per- 
forate, either  by  the  direct  push  of  the  esophagoscope  against  the  pin 
or  the  counterpush  of  the  heaving  upward  of  the  esophagus  in  reflex 
movements  of  vomiturition  or  vomiting. 

Extraction  of  broad  foreign  bodies  having  a  sharp  point.  As  illus- 
trated in  Fig.  209,  if  the  forceps  were  used  to  grasp  the  foreign  body 
flatly  by  the  portion  which  presented,  as  shown  schematically  at  A,  Fig. 
209,  the  point,  B,  would  rip  the  esophagus  open.  If,  on  the  other  hand, 
the  button  were  caught  with  forceps  which  touched  only  at  the  points 
and  these  points  were  applied  to  one  side,  as  shown  at  C,  as  soon  as  the 
traction  was  made,  the  point,  D,  would  rotate  to  the  position  shown  by 
the  dotted  line,  F  G,  and  would  be  withdrawn  harmlessly.  Free  rota- 
tion is  permitted  by  the  forceps  which  touch  the  foreign  body  only  at 
the  point,  as  shown  at  H.    The  forceps  used  for  this  purpose  are  the  au- 
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Fig.  210. — Author's  rotation  forceps  (short  form)  for  permitting  foreign 
bodies  to  rotate  to  the  position  of  least  harm  and  least  resistance.  For  use 
through  the  esophageal  speculum. 

thor's  rotation  forceps  shown  in  Fig.  33.  For  use  with  the  esophageal 
speculum,  the  author's  alligator  form  of  rotation  forceps.  Fig.  210,  are 
more  convenient.  These  forceps  are  dangerous  to  use  otherwise  than 
by  sight,  because  of  the  possibility  of  trauma. 

Extraction  of  open  safety  pins  from  the  esophagus.  If  lodged  point 
downward  it  is  necessary  only  to  pull  the  pin  into  the  esophagoscope  to 
close  it,  but  in  so  doing  the  hook-like  protector  end  of  the  pin  may  cause 
trauma.  It  is  better  to  hold  the  near  end  of  the  pin  with  the  forceps 
while  the  esophagoscope  is  pushed  down  over  the  pin.  An  open  safety 
pin  lodged  point  upward  in  the  esophagus  presents  certain  peculiar  ele- 
ments of  danger,  and  peculiar  difficulties  of  removal.  When  the  esoph- 
agoscopist  sees  the  pin  in  the  esophagoscope,  the  temptation  to  seize 
it  and  remove  it  is  great.  To  do  so  is  almost  certain  death.  Besides  the 
risk  of  septic  mediastinitis  and  pleuritis,  there  is  the  immediate  surgical 


350  ESOPHAGUSCOPV  VOR  FOREIGN  BODIES. 

risk.  Two  such  cases  have  come  to  the  writer's  knowledge  by  com- 
munications. In  one  instance,  death  was  from  hemorrhage  into  the 
mediastinum.  What  vessel  was  perforated  was  not  known.  From  the 
location  of  the  pin,  it  was  probably  the  aorta.  In  the  other  instance, 
shock  from  esophageal  trauma  was  the  cause.  In  adults  or  older  chil- 
dren, the  pin  can  be  closed  before  removal  as  described  in  connection 


Fig.  211, — Radiograph  by  Dr.  George  C.  Johnston,  showing  open  safety  pin, 
point  up.  in  the  esnph^isus  iif  an  infant,  aged  eleven  months.  Pin  was  passed  into 
Stomach,  turned  and  removed  esophagoscopically.  Pin  retouched  for  clearness. 
(Author's  case). 

with  safety  jiins  in  the  bronchi.  The  author  has  had  a  number  of  such 
cases.  In  infants,  the  esophagus  is  already  in  such  a  state  of  tension  by 
the  stretching  spread  of  the  spring  i  K,  Fig.  213),  that  perforation  is  cer- 
tain if  the  dilatation  of  the  insertion  of  an  instrument  be  added.  The 
solution  of  the  mechanical  problem  of  safe  removal  when  the  first  under- 
noted  case  presented  itself,  le<l  the  author  to  devise  a  new  method  which 
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is  practicable  for  anyone  who  has  practiced  gastroscopy.  Republication 
here  of  a  report  (Bib.  256)  of  the  first  two  cases  will  suffice  to  illustrate 
the  method. 

Elizabeth  G.,  aged  eleven  months,  referred  by  Dr.  August  SoflFel 
and  Dr.  C.  C.  Sandels.  Admitted  to  the  Eye  and  Ear  Hospital  August 
13,  1909,  with  a  history  of  having  swallowed  a  safety  pin.  A  radio- 
graph (Fig.  211),  by  Dr.  George  C.  Johnston,  showed  the  pin  to  be  of 
large  size  and  spread  so  widely  open  that  it  seemed  certain,  considering 


Fig.  212. — Schema  showing  the  author's  method  of  removal  of  upward  pointed 
esophageally  lodged  open  safety  pins  by  passing  them  into  stomach,  where 
they  are  turned  and  removed.  The  first  illustration  (A)  shows  the  rotation  for- 
ceps before  seizing  pin  by  the  ring  of  the  spring  end.  (Forceps  jaws  are  shown 
opening  in  the  wrong  diameter).  At  B  is  shown  the  pin  seized  in  the  ring  by  the 
points  of  the  forceps.  At  C  is  shown  the  pin  carried  into  the  stomach  and  about 
to  be  rotated  by  withdrawal.  D,  the  withdrawal  of  the  pin  into  the  esophagoscope 
which  will  thereby  close  it.  If  withdrawn  by  flat-jawed  forceps  as  at-  F,  the  eso- 
phageal wall  would  be  fatally  lacerated. 


the  age  of  the  patient,  that  the  esophagus  w^as  perforated.  The  tem- 
perature 102.4,  the  respiration  40,  the  pulse  140,  weak  and  irritable,  all 
plainly  indicated  acute  esophagitis.  To  use  the  safety  pin  closer,  which, 
because  of  the  small  esophagus,  would  have  to  be  passed  external  to  the 
tube,  before  the  insertion  of  the  tube,  was  not  to  be  thought  of  for  the 
reason  previously  given.  The  author  had  made  the  forceps  shown  in 
Fig.  33.  Passing  the  esophagoscope  under  ether  anesthesia,  the  pin 
was  quickly  located,  surrounded  by  an  area  of  acute  esophagitis.     The 
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point  was  buried  the  full  extent  of  the  taper.  Under  ocular  guidance, 
the  author  seized  the  pin  by  the  ring,  as  shown  at  B  in  Fig.  212.  Fol- 
lowing with  the  esophagoscope,  the  pin  was  pushed  downward,  thus 
withdrawing  the  point  of  the  pin  from  its  bed  in  the  esophageal  wall, 
and  gently  carr}'ing  the  pin,  securely  held,  but  free  to  move,  down  into 
the  stomach  as  shown  at  C,  Fig.  212.  Withdrawal  of  the  forceps  turned 
the  pin  by  the  keeper  and  the  point  striking  the  wall  of  the  stomach ; 
and  the  pin  was  pulled  into  the  esophagoscope  sufficiently  far  to  close  it, 
though  it  was  too  large  to  be  removed  through  the  tube.  The  esoph- 
agoscope, forceps  and  pin  were  all  withdrawn  together.  Dr.  Homer 
McCready,  who  manipulated  the  aspirator,  reported  no  stain  of  blood  in 
the  secretions.  The  entire  procedure  required  but  seven  minutes.  The 
fever  subsided  in  a  few  days  and  the  child  went  home  well. 

Remarks.  The  action  of  the  forceps  will  be  understood  from  Fig. 
212.  If  the  ring  were  seized  with  the  ordinary  flat-jawed  forceps  (as  at 
F),  the  pin  could  not  be  turned  without  risk  of  losing  it  and  causing 
delay.  The  special  rotation  forceps  hold  the  pin  securely  at  the  ring 
but  allow  it  to  turn  freely  without  letting  go.  The  pin  cannot  turn  the 
full  180  degrees,  but  it  can  turn  far  enough  to  allow  it  to  be  drawn  into 
the  tube  where  it  is  safely  housed  for  removal.  If  a  small  pin,  it  can  be 
withdrawn  through  the  tube  as  in  the  second  case.  The  question  may 
be  asked.  Why  is  it  safer  to  turn  the  pin  in  the  stomach  than  in  the  esoph- 
agus ?  There  is  more  room,  so  that  there  is  no  pressure  on  the  point  of 
the  pin,  the  pin  being  free  to  turn ;  and,  most  important,  the  stomach  wall 
is  thick  and  strong  as  compared  to  that  of  the  esophagus,  though  we  must 
not  be  tempted  into  roughness  by  this.  Gastroscopic  manipulations  must 
be  gentle. 

Margaret  K.,  aged  fourteen  months,  referred  by  Dr.  F.  L.  Ives. 
A  radiograph  (Fig.  21-1)  by  Dr.  L.  Gregory  Cole,  of  New  York  City, 
showed  the  pin  to  be  lodged  point  upward  in  the  esophagus.  At  the 
Eye  and  Ear  Hospital,  two  days  after  the  swallowing  of  the  pin  the 
author  removed  it  by  the  same  method  as  in  the  previous  case,  but,  being 
smaller  in  size,  the  pin  could  be  withdrawn  through  the  tube.  The  child 
returned  home  well  on  the  second  day.  Illustrations  of  the  pins  are 
shown  in  Chapter  XXI. 

So  far  the  author  has  not  lost  the  pin  from  the  grip  of  the  forceps 
while  at  work  on  a  case.  Twice,  however,  in  demonstration  work  de- 
fective forceps  allowed  the  pin  to  escape.  It  was  thus  discovered  that 
the  forceps  must  be  made  exactly  as  shown  in  Fig.  33. 

D.  R.  Paterson  has  devised  a  very  ingenious  method  of  passing  a 
small  tube  over  the  point  of  the  safety  pin  and  then  catching  the  safety 
pin  by  the  other  limb  and  thus  removing  it  safely,  the  little  tube,  forceps, 
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pin  and  esophagoscope  all  being  brought  out  together,     Mosher,  Hub- 
bard and  others  have  devised  very  ingenious  pin  closers. 

Extraction  of  double  pointed  tacks  and  staples  lodged  point  upward 
in  the  esophagus.  If  very  short  tliese  objects  could  be  turned  by  grasp- 
ing them  by  the  lower  or  curved  end.  A  safer  method  and  one  that 
must  be  adopted  in  case  of  longer  tacks  or  staples  is  to  carrj'  the  in- 


Fic.  213.— Lateral  radiograph  (by  Dr.  George  C.  Johnston)  of  a  safely  pin  in 
It  child  of  II  months,  demonstrating  the  esophageal  location  of  the  pin  in  this 
case  and  the  great  value  of  the  lateral  radiograph  of  foreign  body  cases.  (Author's 
case.    See  Figs.  272  and  3I3.) 

truder  down  into  the  stomach  there  to  be  turned  as  described  for  safety 
pins.  The  safety  pin  or  rotation  forceps  (Fig.  .13)  must  be  used.  Under 
no  circumstances  should  such  an  intruder  be  pulled  upon  with  the  ordi- 
nary forceps. 

Extraction  of  fish  hooks  from  the  esophagus.  The  author  has  never 
yet  had  to  deal  endoscopically  with  a  fish  hook,  hut  there  are  four  nielh- 
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ods  by  which  the  medianicai  problem  can  probably  be  solved.  The  first 
of  these  is  that  by  which  D.  R.  Paterson  removed  a  fish  hook  from  tlie 
level  of  the  boily  of  the  fifth  dorsal  vertebra  of  a  boy  aged  thirteen 
years.  The  hook  had  the  usual  gut  leader  about  nine  inches  in  length 
projecting  from  the  patient's  mouth.  Dr.  Paterson  passed  the  esophago- 
scope  over  the  gut  leader  and  then  threaded  a  bronchoscopic  aspirating 
tube  over  the  leader  so  that  when  passed  down  to  the  level  of  the  hook 
the  bulbous  extremity  of  the  aspirating  tube  fitted  into  the  curve  of  th» 


Fig.  214.— Radiograph  by  Dr.  L.  Gregory  Cole.  (New  York),  showing  safety 
pin  in  Ihe  esophagus  of  an  infant  igcil  fourteen  months.  Passed  into  llie  stoinacli. 
turned   nnd   removcti   under  esophngosc(>pi<-  guidance,      (Author's   case). 

hook  which  was  Ihus  safeguarded  and  withdrawn.  In  the  event  of  en- 
countering a  hook  that  has  an  eye  instead  of  the  gut  leader,  forceps 
could  be  used  to  thread  a  braided  silk  through  the  eye  and  then  the 
distal  end  being  brought  up  wc  would  have  a  double  thread  coming  oiit 
the  mouth.  Over  this  double  thread  the  aspiraliiig  tube  could  be  passed 
as  was  done  by  Dr.  Paterson  in  his  case.  In  the  event  of  the  eye  being 
too  large  to  pass  through  the  aspirating  tube,  a  similar  ttibe  could  be 
readily  con.structed  for  the  purpose  with  a  larger  lumen,  or  a  flattened 
lumen,  if  necessary.  .\  second  method  would  be  to  use  the  pin  cutting 
forceps,  Fig.  ^-1.  These,  however,  would  probably  not  extract  the  frag- 
ment, if  the  barb  was  buried  in  the  esophageal  wall,  though  if  properly 
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constructed  they  should  hold  the  fragment  if  the  barb  was  not  buried. 
The  loss  of  the  point  with  the  barb  would  certainly  be  a  risky  procedure 
because  of  the  certainty  of  the  barb  working  its  way  through  distant 
tissues.  While  the  patient  might  possibly  escape  serious  injury  from 
this  cause,  the  author  believes  that  the  third  method  will  be  found  the 
easiest  and  the  most  practical  as  well  as  the  most  certain.  This  con- 
sists in  passing  the  fish  hook  down  into  the  stomach,  turning  it  and 
bringing  it  out  with  the  curve  end  first,  the  point  trailing  behind,  if  too 
large  to  pull  the  entire  curved  part  of  the  fish  hook  into  the  distal  end  of 
the  esophagoscope.  This  procedure  would  be  precisely  the  same  as 
mentioned  in  regard  to  safety  pins  and  fence  staples.  This  has  been  so 
readily  accomplished  by  the  author  in  dealing  with  safety  i)ins  and  staples 
that  he  feels  quite  certain  that  it  could  be  even  more  readily  done  in  the 
case  of  the  fish  hook.  Pressure  downward  with  the  forceps  after  grasp- 
ing would  certainly  extract  the  barb.  A  fourth  method  would  be  by 
catching  the  point  and  barb  in  the  tissue  forceps,  Fig.  i^"),  after  pushing 
the  hook  downward  sufficiently  to  disembed  the  barbed  end.  Thus  pro- 
tected with  the  box-like  covering  of  the  tissue  forceps  the  intruder  could 
probably  be  withdrawn  harmlessly.  As  before  stated  the  author  has  had 
no  opportunity  to  deal  with  the  fish  hook  problem  in  the  human  being 
but  he  has  practiced  these  procedures  until  he  believes  that  each  of  therr 
can  be  done  upon  the  human  being  by  very  careful  work.  For  such 
manipulations  he  would  deem  a  general  anesthetic  advisable  unless  abso- 
lutely contraindicated. 

Extraction  of  fore'ujn  bodies  of  large  size  from  the  esophagus.  The 
removal  of  very  large,  rough  and  sharp  bodies,  such  as  bones  and  arti- 
ficial dentures,  from  the  esophagus  deserves  si)ecial  consideration.  Many 
cases  have  been  needlessly  (and  occasionally  unsuccessfully)  operated 
externally.  The  esophagus  is  a  highly  spasmodic  tube.  One  of  the 
functions  of  nausea  is  to  relax  the  esophagus  and  prevent  spasm  in  order 
to  facilitate  vomiting  though,  of  course,  vomiting  can  occur  without 
nausea.  When  the  attempt  is  made  to  withdraw^  a  foreign  body  spasm 
is  excited  and  constriction  occurs.  This  has  been  frequently  demon- 
strated to  others  by  the  author.  When  a  body  is  large,  sharp  and  rough 
the  spasm  excited  is  much  greater  and  even  if  it  were  not,  constriction 
means  more  wuth  such  a  body  than  with  a  small,  smooth,  round  one.  It 
ought  not  to  require  much  argument  to  convince  anyone  of  the  neces- 
sity of  the  relaxation  of  deep  general  anesthesia  for  all  cases  of  esoph- 
agoscopic  removal  of  large,  sharp  or  rough  foreign  bodies.  With 
such  relaxation  any  intruder,  no  matter  how  large  or  sharp,  that  has 
gone  down  through  natural  passages  can  come  up  the  same  way ;  pro- 
vided that,  in  the  withdrawal,  as  occurred  naturallv  in  the  intrusion,  the 
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intruder  is  turned  to  the  most  favorable  position.  It  is  necessary  to  re- 
lax not  only  the  esophageal  musculature  itself  but  also  the  musculature 
which  acts  upon  the  surrounding  hard  and  soft  anatomic  structures,  such 
as  the  action  of  the  constrictors  on  the  cricoid  cartilage  and  even  the 
diaphragmatic  musculature  in  the  rare  cases  of  withdrawal  of  a  foreign 
body  from  below  the  hiatal  level.  In  case  of  small  foreign  bodies,  the 
relaxation  of  deep  anesthesia  may  lose  the  intruder  downward.  In  large 
impacted  bodies  there  is  no  likelihood  of  this,  but  procedure  must  be 
careful  to  avoid  respiratory  arrest  as  before  mentioned. 

Millspaugh  (Bib.  383)  in  a  very  interesting  paper,  reports  the  re- 
moval of  a  large  vulcanite  plate  on  which  were  two  teeth,  demonstrating 
clearly  what  careful  manipulations  can  do  in  the  removal  endoscopically 
of  these  large  foreign  bodies  which  heretofore  have  been  considered  as 
demanding  external  operation.  The  interesting  case  of  esophagoscopic 
removal,  by  Dr.  D.  Braden  Kyle,  of  a  vulcanite  tooth  plate  is  reported 
in  a  subsequent  paragraph. 

In  exceptional  cases  it  may  be  necessary  to  comminute  a  large  for- 
eign body,  as  was  done  by  Killian  with  rare  skill  in  case  of  a  vulcanite 
tooth  plate. 

Extraction  of  meat  and  other  foods  from  the  esophagus.  Meat  in 
the  esophagus,  after  it  has  become  macerated,  can  sometimes  be  re- 
moved very  readily  with  forceps.  In  many  cases,  however,  the  mechan- 
ical spoon.  Fig.  40,  will  be  found  very  much  better,  inasmuch  as  it  can  be 
placed  below  the  meat,  the  spoon  turned  up  and  the  meat  pulled  en  masse 
into  the  mouth  of  the  esophagoscope. 

Extraction  of  foreign  bodies  from  the  strictured  esophagus.  At 
first  thought,  it  might  seem  unusual  to  have  the  combination  in  the  same 
case  of  a  stricture  of  the  esophagus  and  a  foreign  body.  Yet  such  a  com- 
bination is  by  no  means  infrecjuent.  Foreign  bodies  of  relatively  small 
size  will  lodge  in  a  strictured  esophagus,  but  would  pass  through  a 
normal  gullet.  Children,  especially,  will  fail  to  masticate  food  thorough- 
ly, or  will  allow  the  foreign  body,  such  as  chewing  gum,  grape  pulp,  in- 
cluding the  seeds,  orange  seeds,  watermelon  seeds,  and  the  like,  to  slip 
down.  The  author  had  one  case  where  he  removed,  at  different  times, 
four  different  foreign  bodies  from  the  esophagus  of  one  child  under- 
going treatment  for  stricture.  The  situation  becomes  still  more  com- 
plicated when  the  patient  has  an  upper  stricture  relatively  larger  than 
the  lower  one,  and  the  foreign  body  passing  the  first  one  lodges  at  the 
second,  and  still  more  difiicult  is  the  case  if  the  second  stricture  is  con- 
siderably below  the  first  and  not  concentric.  Under  these  circumstances, 
it  is  best  to  divulse  the  upper  stricture  mechanically  with  the  divulsor 
shown  in  Fig.  y>,  when  a  small  tube  can  be  inserted  past  the  first  stric- 
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ture,  thus  at  the  same  time  simplifying  the  removal  and  accomplishing 
one  stage  of  the  treatment  for  the  stenosis.  In  some  of  these  stricture 
cases  bismuth  may  completely  occlude  the  lumen  of  the  stricture  when 
given  in  the  large  quantities  sometimes  required  for  a  radiograph.  This 
is  much  less  apt  to  follow  a  mixture  of  bismuth  with  milk  than  with 
bread  or  porridge.  In  either  case  it  is  not  difficult  to  remove  the  bismuth 
esophagoscopically,  using  the  sponges  in  the  sponge  holder,  and,  if  neces- 
sary, the  mechanical  spoon  until  the  lumen  of  the  stricture  is  reached, 
when  the  opening  may  be  found  with  a  small  probe,  and  afterwards  small 
olives  can  be  passed.  The  surplus  bismuth  should  be  removed  upward 
so  as  not  to  occlude  the  canal  again.  Usually  such  patients  can  regurgi- 
tate a  large  part  of  the  contents  of  the  esophagus,  and  it  remains  only 
for  the  esophagoscopist  to  clean  out  the  remainder  by  the  means  men- 
tioned. 

Extraction  of  foreign  bodies  after  prolonged  sojourn  in  the  esoph- 
agus. The  leading  case  is  that  of  D.  Braden  Kyle  (Bib.  319).  A 
tooth  plate  had  remained  in  the  esophagus  for  eighteen  years.  A  phy- 
sician called  shortly  after  the  accident  assured  the  patient  that  the  teeth 
were  not  in  the  esophagus  on  the  strength  of  a  negative  result  with 
bougies  and  probangs.  The  tooth  plate  was  located  r'adiographically 
(Fig.  215).  With  the  esophagoscope,  Dr.  Kyle  found  the  foreign  body 
eighteen  centimeters  from  the  upper  teeth.  The  upper  edge  was  cov- 
ered with  fibrous  tissue.  At  four  sittings.  Dr.  Kyle  in  his  careful,  skill- 
ful way  disimpacted  and  removed  the  tooth  plate  from  its  bed.  The 
patient  had  slight  difficulty  in  swallowing  for  a  time,  but  in  three  months 
could  readily  swallow  semisolid  food. 

In  these  cases  of  prolonged  sojourn  of  the  foreign  body  in  the  esoph- 
agus, the  inflammatory  exudate  will  contract  after  the  foreign  body 
is  removed  and  stricture  of  greater  or  less  extent  is  almost  certain  to 
follow,  so  that  in  all  such  cases,  it  is  wise  to  keep  a  close  watch  on  the 
patient,  and  if  stricture  follow,  it  should  be  treated  by  the  same  methods 
as  other  cicatricial  stenoses,  to  be  considered  later. 

Foreign  bodies  buried  in  pharyngeal  and  esophageal  tissues.  In 
cases  of  needles,  headless  pins  and  the  like  having  entered  and  disap- 
peared in  the  tissues  of  the  pharynx,  they  should  be  followed  through 
the  wound  of  entrance  if  this  can  be  found.  Otherwise,  thev  should  be 
searched  for  by  finger  palpation  aided  by  accurate  localization  with  both 
an  anteroposterior  and  a  lateral  radiograph.  When  thus  located  an  in- 
cision should  be  made  crosswise  to  the  long  axis  of  the  pin.  This  is  im- 
perative, because  if  the  incision  is  parallel  the  chances  of  striking  the  pin 
are  remote.  Two  cases  of  this  kind  were  seen  in  the  author's  service 
at  the  Eye  and  Ear  Hospital.    In  one  of  these,  previously  reported  (Bib. 


358 


KSOPHACOSCOPY  FOR  I'ORICICN  IIODIES. 


2fi9,  page  127),  a  double  pointed  pin  had  wandered  from  the  wound  of 
entrance  and  was  removed  from  the  posterior  wall  of  the  larj-ngopharynx. 
In  the  second  case,  that  of  a  needle  in  tlie  tissues  back  of  the  hypo- 
pharynx  of  a  woman  of  forty  years,  the  needle  was  accurately  located  by 
anteroposterior  and  lateral  radiographs  by  Dr.  Russell  H.  Boggs.  It 
could  not  be  palpated  because  of  its  depth  ;  but  by  an  endoscopic  estimate 
of  the  radiograph ically  determined  distance  of  the  center  of  the  long 
axis  of  the  needle  upward  from  the  cricoid  cartilage,  a  crosswise  in- 
cision with  the  long  laryngeal  knife  {Fig.  85)  passed  through  the  eso- 
phageal speculum  (Fig.  ?1),  the  author  was  so  fortunate  as  to  strike  the 


— Rndidgraph  showitiK  tcplli  plalc  in  rht  esophagus  wlicre  it  had  been 
(Rcmoveil  l>y  Dr.  I).  Uradcii  Kyk), 


needle  at  the  first  incision.  The  wound  was  covered  with  bismuth  sub- 
nitrate  by  insufllation.  jtismuth  was  ordered  in  five  grain  doses  dry  on 
the  tongue  every  hour.  Healing  was  complete  in  about  a  week,  without 
any  rise  of  tem])eraturc  or  complication  except  slight  subcutaneous 
empiiysema  which  subsided  in  a  few  days.  When  foreign  bodies  have 
invaded  the  intrathoracic  jieriesophageal  tissues,  it  is  unwise  to  make 
an  incision  to  reach  them,  and  even  through  the  wound  of  entrance  it  is 
unwise  to  pursue  them  far.  It  is.  however,  justifiable  in  cases  in  which 
there  is  local  or  radiographic  evidence  of  a  buried  foreign  body,  care- 
fidly  to  explore  the  wound  by  instrumental  palpation.     The  best  explor- 
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ing  instrument  for  this  purpose  is  the  forceps,  Fig.  28,  which  are  inserted 
closed.  Should  the  exploration  transmit  the  sensation  of  a  foreign  body 
the  forceps  are  expanded  and  the  foreign  body  is  seized.  This  explora- 
tion refers  only  to  recent  cases  with  a  visible  wound  of  entrance  or  those 
in  which  the  wound  channel  is  marked  by  granulation  tissue.  Where  the 
foreign  body  has  perforated  the  anterior  esophageal  wall  at  any  point 
above  the  tracheal  bifurcation,  the  foreign  body  may  be  found  in  the 
trachea  of  which  an  instance  is  elsewhere  herein  reported.  If  there  is 
no  wound  visible,  fluoroscopic  aid  for  localization  may  be  sought  as  else- 
where mentioned,  but  great  care  must  be  used. 

As  pointed  out  by  Ingals  (lUb.  22()) — **An  operator  must  not  too 
readily  conclude  that  something  which  to  him  appears  unnatural  is  the 
wound  through  which  a  coin  or  button  that  cannot  be  found  has  made 
its  way  into  the  esophageal  wall,  for  in  the  great  majority  of  cases  it 
would  be  very  much  more  likely  that  such  a  foreign  body  was  hidden  by  a 
fold  of  edematous  tissues."  Under  no  circumstances  is  it  justifiable  to 
explore  except  in  the  most  gentle  way  an  apparent  wound  in  the  eso- 
phageal wall  and  even  careful  exploration  should  not  be  attempted  until 
the  entire  esophagus  has  been  explored  for  the  foreign  body  and  a  radio- 
graph has  been  taken  to  determine  whether  or  not  the  foreign  body  has 
emerged  through  the  esophageal  wall.  The  author  has  seen  five  cases 
of  abscess  of  the  esophagus  from  foreign  body  traumatism  and  in  two 
of  the  cases  the  foreign  body  was  lodged  inside  the  abscess.  In  one  such 
case  of  the  author,  referred  by  Dr.  Clarence  ^I.  Harris,  the  patient  was 
unable  to  swallow.  Upon  passage  of  the  esophagoscope  the  esophagus 
was  found  occluded  at  the  level  of  the  lower  border  of  the  cricoid  bv  a 
smooth  rounded  swelling  on  the  apex  of  which  was  a  small  crater-like 
opening.  The  pressure  of  the  tube  caused  pus  to  exude  and  the  abscess 
was  thus  completely  evacuated.  The  patient  had  no  further  difficulty  in 
swallowing  though  there  was  slight  odynphagia  for  a  few  days  during 
which  bismuth  subnitrate  and  calomel  were  given.  Complete  recovery 
res!ilted  in  one  week.  No  foreign  body  was  found  in  the  pus  and  it 
was  quite  clear  that  the  abscess  resulted  simply  from  the  infective  inflam- 
mation of  the  puncture  of  the  foreign  body,  a  bone. 

Fluroscopic  esophagoscopy  seems  to  the  author  an  unjustifiable  pro- 
cedure. In  case  of  foreign  bodies  that  have  entered  bronchi  too  small 
for  an  endoscopic  tube  to  enter,  the  foreign  body  cannot  be  found  ex- 
cept by  relatively  blind  endoscopic  methods  and  therefore  fluoroscopic 
bronchoscopy  may  have  a  legitimate,  though  limited,  field  of  usefulness. 
Rut  in  the  esophagus  where  every  square  millimeter  of  surface  is  explor- 
able  by  sight,  fluoroscopic  esophagoscopy  is  a  step  backward  that  is  un- 
justifiable.   A  possible  use  for  the  fluoroscope  in  this  connection  would 
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be  in  a  case  of  a  foreign  body  having  wandered  out  through  the  esoph- 
ageal wall,  in  which  case  it  is  no  longer  a  foreign  body  in  the  esophagus. 
To  pursue  it  under  fluoroscopic  guidance  would  be  more  danger- 
ous than  external  operation.  If  the  latter  is  not  advisable  at  once  the 
wanderings  of  the  invader  can  be  watched  radiographically  and  oper- 
ation deferred  until  the  foreign  body  reaches  a  favorable  location.  In 
case  a  foreign  body  shows  clearly  in  a  radiograph,  after  the  esophago- 
scopic  search  has  proven  negative  and  no  wound  of  entrance  is  discov- 
erable, it  is  advisable  to  use  the  fluoroscope  to  obtain  accurate  localiza- 
tion of  the  position  of  the  foreign  body  simply  to  explore  the  wound 
endoscopically  under  ocular  guidance  to  the  limited  extent  such  explora- 
tion may  be  deemed  advisable.  Unfortunately  this  can  be  done  only  in 
very  recent  cases  and  even  in  these  the  intruder  may  have  traveled  far, 
so  that  it  may  be  nowhere  near  its  wound  of  entrance.  It  is  usually  pins, 
needles  and  similar  slender,  sharp  pointed  bodies  that  escape  through 
the  esophageal  wall.  The  author  had  one  case,  that  of  a  common  pin 
that  had  escaped — all  but  the  head.  He  was  fortunately  able  in  this  par- 
ticular instance  to  find  the  head  endoscopically  and  remove  the  pin;  but 
he  can  easily  see  how  information  from  the  fluoroscopist  working  jointly 
with  the  endoscopist  could,  in  such  a  case,  give  assistance  of  the  utmost 
value,  especially  with  the  double-plane  fluoroscope  devised  for  the  author 
by  Dr.  Grier. 

In  cases  of  bodies  of  irregular  shape  the  fluorescent  screen  aflFords 
no  evidence  whatever  that  the  foreign  body  is  being  so  seized  that  it  will 
not  lacerate  the  esophagus  during  withdrawal. 

As  mentioned  by  D.  R.  Pater  son  injury  has  been  done  by  fluoro- 
scopic esophagoscopy.  While  successful  in  some  cases  with  smooth  for- 
eign bodies  the  fluorescent  screen  does  not  enable  the  operator  to  make 
sure  that  he  is  not  seizing  any  mucosa  along  with  the  foreign  body.  As 
stated  by  D.  R.  Paterson  and  concurred  in  by  all  other  esophagoscopists 
of  experience  **It  is  surely  more  in  accordance  with  surgical  principles  to 
see  a  foreign  body  in  situ,  and  so  define  its  relations  to  the  surrounding 
esophagus." 

Complications  and  dangers  of  esophagoscopy  for  foreign  bodies. 
Asphyxia  from  pressure  of  the  esophagoscope,  plus  the  bulk  of  the  for- 
eign body,  or,  in  some  instances,  by  the  foreign  body  alone  without  any 
esophagoscopy,  is  a  possibility.  The  danger  of  the  esophagoscope  causing 
asphyxia  is  enormously  increased  by  general  anesthesia.  The  author's 
schematic  representation  of  this  (Bib.  2()9,  p.  147),  has  been  abundantly 
born  out  by  frequent  reports  of  deaths  on  the  table  during  esophagoscopy, 
and  especially  esophagoscopy  under  general  anesthesia.  Such  a  possi- 
bility is  very  much  greater  with  chloroform  than  with  ether,  because  of 
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the  stimulant  effect  of  ether  on  the  respiratory  center,  and  the  paralytic 
eflfect  of  chloroform.  Cocaine  poisoning,  clue  to  the  use  of  an  anesthetic 
solution,  or  of  too  strong  a  solution,  has  been  reported.  The  uselessness 
of  local  anesthesia  for  esophagoscopy  has  been  elsewhere  mentioned.  If 
local  anesthesia  is  ever  needed  for  esophagoscopy,  it  certainly  can  be 
needed  only  in  the  one  pyriform  sinus,  through  which  the  esophagoscope 
is  to  be  passed.  In  making  the  application  to  the  pyriform  sinus,  there 
will  be  enough  of  the  solution  applied  to  the  pharynx  inevitably  by  the 
spread  of  the  secretions,  so  that  no  special  application  is  needed,  except 
in  the  pyriform  sinus.  Such  a  limited  application  can  involve  no  special 
risk  in  adults.  Children  are  very  susceptible.  Septic  mediastinitis  with 
cellulitis  of  the  neck  has  been  seen  three  times  in  consultation  by  the 
author.  He  advised,  in  each  case,  and  upon  request,  performed  in  one 
of  the  cases,  a  drainage  of  the  region  back  of  the  esophagus  by  a  long 
incision  along  the  sternal  mastoid  muscle,  with  dry  dissection  deep  down 
along  the  esophagus  until  the  perforation  was  found.  In  two  of  the 
cases,  perforation  had  been  caused  by  the  foreign  body ;  in  one  instance 
spontaneously,  and  the  other  in  removal.  The  third  case  was  caused  by 
perforation  by  the  blind  passage  of  a  bougie.  In  both  of  the  cases 
emphysema,  with  intense  dyspnea,  followed  immediately  after  the  acci- 
dent, requiring  tracheotomy  in  two  of  the  cases.  The  cellulitis  developed 
within  forty-eight  hours.  All  of  the  cases  recovered  after  drainage. 
Perforation  of  the  esophagus  by  either  the  foreign  body  or  by  the  esoph- 
agoscope, may  occur.  The  foreign  body,  especially  sharp  pointed  pins 
and  bones,  may  erode  its  own  way  through  the  esophagus  either  by  ulcer- 
ation or  even  by  direct  puncture,  but  much  more  frequently,  the  introduc- 
tion of  instruments  blindly,  or  even  occasionally  the  introduction  of  the 
esophagoscope  may  force  the  foreign  body  through  the  wall.  Very 
careful  work  will  prevent  any  assistance  to  perforation  during  esoph- 
agoscopy, but  the  possibility  should  be  borne  in  mind.  In  regard  to 
perforation  of  the  wall  with  the  esophagoscope,  such  a  thing  is  exceed- 
ingly rare  in  skillful  hands  and  with  a  sound  esophageal  wall.  It  must 
be  borne  in  mind,  however,  that  the  esophageal  wall  may  be  weakened 
by  ulceration,  or  by  malignant  disease,  or  aneurysm  so  that  the  tube  will 
meet  with  practically  no  resistance  in  making  a  false  passage.  As  else- 
where mentioned,  the  greatest  danger  exists  in  the  neighborhood  of  the 
cricoid  level  from  the  contraction  of  the  annular  fibers  of  the  crico- 
pharyngeus.  The  most  serious  accident  that  can  occur  is  a  gangrenous 
esophagitis  which  is  almost  invariably  fatal.  Such  a  complication  can 
occur  only  from  the  most  gross  and  brutal  attempts  by  one  who  is  not 
only  totally  ignorant  of  the  procedure,  but  is  not  ordinarily  careful  in  his 
manipulations  and  who  is  not  careful  of  his  aseptic  technic.    The  worst 


362  KsopnAGoscopY  roR  foreign  bodies. 

case  of  gangrenous  esopbagitis  that  the  author  ever  saw  was  clue  to  blind 
attempts  to  remove  a  foreign  body  which  probably  was  not  present. 
Forceps  had  been  used  blindly  on  what  the  surgeon  told  the  relatives 
was  a  bone  that  he  could  feel.  At  autopsy,  the  bone  proved  to  be  the 
cervical  vertebrae,  the  bodies  of  three  of  which  were  denuded.  The 
surgeon,  who  had  never  previously  handled  an  esophagoscope  attempted 
esophagoscopy,  and  failing  in  that,  resorted  to  the  blind  use  of  powerful 
forceps.  The  symptoms  are,  profound  shock,  high  temperature  early  in 
the  case  and  a  subnormal  temperature  later,  a  weak  rapid  pulse,  great 
restlessness,  low  moaning  or  muttering  delirium,  and  quite  characteristic 
is  the  putrid  odor  of  the  breath. 

Treatment.  The  treatment  of  acute  esopbagitis  consists  in  rest,  ster- 
ile liquid  food,  and  the  administration  of  small  doses  of  bismuth  and 
calomel  frequently  repeated.  The  calomel  may  be  discontinued  when  it 
acts  too  freelv  on  the  bowels,  and  the  bismuth  continued  alone.  Local 
applications  of  cold,  such  as  with  an  ice  bag,  can  be  used  where  the 
trouble  is  in  the  cervical  esophagus.  Rest  of  the  esophagus  is  best  ac- 
complished by  gastrostomy  for  the  giving  of  food  and  liquid,  but  in  the 
class  of  case  now  under  consideration,  gastrostomy  would  be  rarely  ad- 
visable. The  teeth  and  mouth  should  be  kept  in  as  clean  condition  as 
possible,  and  alcohol,  25  per  cent,  should  be  used  to  rinse  the  mouth  at 
least  once  an  hour.  This,  with  sterile  food,  will  limit  the  activity  of  the 
mixed  infections,  which  are  the  most  dangerous  complications  after  eso- 
phageal trauma.  Emphysema  does  not  usually  require  any  special  treat- 
ment for  the  leak  soon  becomes  obliterated  and  if  no  infective  conditions 
follow,  the  emi)hysema  will  usually  subside  itself.  An  occasional  case, 
however,  may  be  encountered  where  it  is  neoessar}-  to  puncture  the  skin 
in  many  places  in  order  to  liberate  the  air.  though  the  author  has  never 
yet  seen  such  a  case.  In  the  event  of  the  ])leura  being  perforated,  imme- 
diate signs  of  shock  and  pleuritis  are  a])t  to  develop  and  pneumothorax 
will  show  its  characteristic  signs  within  twelve  hours.  If  tapped  imme- 
diately, there  may  be,  in  this  short  time,  the  characteristic  fecal  odor  from 
bacterial  activity.  If  the  mediastinum  has  not  also  been  infected,  a 
prompt  opening  of  the  pleura  may  save  the  patient. 


CHAPTER    XX. 

Pleuroscopy. 

Pleuroscopy  for  foreign  bodies.  The  author  has,  in  one  instance, 
removed  a  foreign  body,  a  primer  from  a  shotgun  cartridge,  Figs.  21() 
and  217,  from  the  pleural  cavity  through  a  small  opening  made  in  the 
chest  by  Dr.  J.  Hartley  Anderson.  This  was  done  immediately  after  the 
accident  and  there  was  no  odor  or  pus  at  any  time.  General  anesthesia 
was  given,  and  the  child,  after  the  chest  opening  was  made,  was  placed 
in  the  sitting  position  in  order  that  the  foreign  body  would  fall  to  the 
diaphragm.  Healing  was  prompt  and  the  air  began  to  enter  the  lung 
on  the  fifth  day.  The  child  made  a  prompt  recovery,  and  now,  about 
three  years  after  the  operation,  is  in  perfect  health.  In  this  class  of 
cases,  pleuroscopy  promises  excellent  results  if  done  immediately,  before 
infection  or  inflammation  has  set  in.  Only  a  small  opening  is  necessary, 
and  this  does  not  involve  anything  like  the  shock  consequent  upon  the 
large  osteoplastic  flap.  The  only  shock  is  the  pleural  shock,  which  is 
slight,  and  wdiich  in  the  author's  case  was  present  anyway  because  there 
was  already  a  pneumothorax  before  the  chest  was  opened.  The  instru- 
ment used  by  the  author  was  the  adult  esophageal  speculum  (Fig.  21) 
with  handle  detached.  This  instalment  gave  a  large  view,  and  the  s])at- 
ular  end  was  very  convenient  for  moving  the  lung  out  of  the  way,  as  the 
greatest  difficulty  encountered  was  in  the  manipulation  of  the  lung,  whicli 
was  flopping  about  like  a  live  fish  dangling  at  the  end  of  a  fishing  line.  A 
small  drain  was  put  in  as  a  precaution.  The  absence  of  pus  or  any  con- 
siderable quantity  of  secretion  raises  the  question  as  to  whether  or  not  it 
would  have  been  better  to  have  closed  the  >vound  tightly  and  aspirated 
the  pleural  air.  It  would  seem  that  the  possibility  of  a  valve-like  action 
of  either  the  parietal  or  the  visceral  pleura  permitting  leakage  and  com- 
pression of  the  mediastinum  and  other  lung,  seriously  impairing  the  nega- 
tive pressure  needed  to  make  the  other  lung  serviceable,  would  involve 
grave  risk. 

Whether  done  by  pleuroscopy  or  not,  immediate  removal  of  a  foreign 
body  as  soon  as  it  is  discovered  in  the  lung  is  advisable. 
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PleuroBcopy  offers  no  hope  of  finding  foreign  bodies  still  in  the  lung. 

Pleuroscopy  for  disease,  Pleuroscopy  for  exploration  and  treat- 
ment of  pleural  diseases  is  quite  feasible  through  a  relatively  small  open- 
ing without  rib  resection.    It  is,  of  course,  to  be  thought  of  only  when 


FiC  216. — Radiograph  sli owing 
likiira!  caviiy  ot  a  child  of  four  j 
pleiiropcopy.     (Author's  case.) 
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for  some  reason,  a  large  opening  is  nut  desired.  Most  pleural  diseases, 
however,  require  a  large  external  opening  for  drainage  and  these  permit 
inspection  without  endoscopy,  though  even  in  ease  of  large  openings  the 
esophageal  speculum  by  its  light  and  its  spatular  use  in  the  moving  aside 
ihe  lung  is  a  great  aid  lo  exploration  in  the  otherwise  dark  pleural  caviiy. 
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CHAPTER    XXI. 

Illustrative  Cases  of  Endoscopy  for  Foreign 
Bodies  in  the  Air  and  Food  Passages. 

As  the  factor  paramount  in  peroral  endoscopy  is  the  mechanical  prob- 
lem of  extraction,  and  as  this  problem  is  dominated  by  the  nature  of  the 
foreign  body,  the  following  cases  are  grouped  by  the  character  of  the  in- 
truder rather  than  by  chronological  or  anatomic  data,  so  that  the  endos- 
copist about  to  deal  with  a  foreign  body  case  may,  without  unnecessary 
delay  in  page-turning  for  cross-references,  see  the  problem  similar  bodies 
have  presented,  and  how  they  were  dealt  with,  successfully  or  unsuc- 
cessfully. For  similar  reasons  subordinate  matters,  such  as  previous 
bronchoscopies  by  other  operators,*  symptoms,  and  even  entire  cases  of 
no  particular  interest  have  been  omitted.  The  fundamental  importance 
of  the  duration  of  the  operation  being  recognized  by  all  endoscopists,  it 
is  given  under  ''Time,"  if  recorded.  If  this  were  invariably  done  by  all 
endoscopists,  an  approximate  estimate  of  the  advisable  time  limit  would 
soon  be  obtained.  The  location  at  the  time  of  removal  and  the  length 
of  sojourn  are  given  together,  though  it  was  not  always  known  how  long 
the  intruder  had  been  in  the  particular  location  stated. 

It  will  be  noted  that  chloroform  is  mentioned  in  the  earlier  cases. 
This  is  no  longer  used  by  the  author,  except  that  if  ether  fails  to  produce 
complete  relaxation  in  the  cases  of  very  large  and  very  sharp  foreign 
bodies  in  the  esophagus  a  little  chloroform  may  be  added  for  relaxation 
after  the  stimulant  effect  of  ether  makes  chloroform  safe.  All  the  late 
cases  in  children  were  done  without  anesthesia,  general  or  local.  "Point 
of  seizure"  refers  to  the  part  of  the  foreign  body  seized  or  the  manner 
of  seizing  it.  The  rotation  forceps  come  together  only  at  the  points  thus 
permitting  rotation  to  the  position  of  least  resistance  during  withdrawal 
or  such  rotation  as  would  facilitate  the  disimpaction  of  one  point  of 
pointed  transfixed  bodies,  as  explained  in  the  two  sections  on  ''Mechanical 
Problem.s."  "Alligator  rotation"  forceps  (Fig.  210)  are  used  through 
the  laryngoscope  and  esophageal  speculum.  Where  simply  ''alligator*' 
is  given,  it  refers  to  an  elongated  form  of  Mosher's  alligator  forceps. 
The  cases  include  those  done  by  Dr.  Ellen  J.  Patterson  as  well  as  those 
by  the  author. 

As  illustrations  of  modern  coins  is  forbidden  by  law,  special  permis- 
sion was  obtained  from  the  United  States  Government  for  the  making 
and  publishing  of  the  illustrations  below. 

*In  about  45  per  cent  of  the  cases  here  recorded  removal  had  been  previously 
attempted  by  others.  About  15  per  cent  arrived  in  a  serious  state  from  trauma  of 
rouph  attempts.  In  many  cases  the  mechanical  problem  had  been  converted  from 
a  very  simple  into  a  very  difficult  one.  Moribund  cases  are  not  included  here 
because  no  endoscopy  was  done  by  the  author.  All  of  which  may  be  dismissed 
from  con.«<ideration  further  than  to  state  that  if  a  foreig"n-body  endoscopy  cannot 
be  done  carefully  it  had  better  not  be  done  at  all. 
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Fic.  370. — Radiographs,  lateral  and  anteroposterior ,  showing  tack  in  left  main 
bronchus  of  a  boy  o£  eleven  years.  Tack  removed  by  oral  bronchoscopy  without  anes- 
thesia.   (RadioRTaphs  made  by  Dr.  George  W.  Gricr.    Author's  case,^ 


404  ii.lis'i'raTut  casi  s  of  r.snciscoi'Y  ma  roREifiN  bodies. 


Fiii.  ,i?T. — Radingraphs,  lateral  aii'l  ariHTopipslerior,  showing  lack  iii  left  main 
bronchus  of  a  boy  of  eight  years.  Tack  removed  by  oral  bronchoscopy  without 
ancflliesia.    (Radiographs  by  Dr.  Ge'irge  U ,  Grier,    Author's  case.) 
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F;g.  .172. — Abscess  in  riijht  lime  "f  ^  '>cy  2,)  montlii  nUl.  The  peanut,  wliicli 
caused  the  abscess,  does  not  show.  Peanut  removed  and  abscess  evacnatcd  by  oral 
lironchoscopy  without  anesthesia.  Shadow  strencthcned  for  photo-enHravini?. 
(Author's  case/l 
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Fig,  373. — Radiograph  showing  stickpin  in  left  bronchus  of  a  l"\v  of  fifteen 
years.  Pin  wan  removd  by  oral  bronchoscopy.  Radiograph  made  hy  the  roent- 
genoiogist  of  the  (ierman  Hospital,  Philadelphia.     (Author's  case.) 
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Fig.  374. — Radiograiihi,  Imtnil  niiil  anttniimstcriur,  slimviny  shawl  pin  i 
t  main  bronchus  Ihtad  in  upper  lr>be  lironi^hus)  of  a  girl  of  twelve  years, 
jved  by  oral  hronchscopy,  (Radiograph  made  by  Dr.  George  C.  Johnston, 
jr's  case.) 


ILLUSTRAT[VE  cases  of  endoscopy   for  FOREICN   BODIES. 


Fig.  ,<7;,— Kadio(,'rai)hs,  flmviin';  [lin  in  risht  bronchus  of  a  boy  ngtd  lout 
years.  Pin  rcmovcti  hy  ural  bronchoscopy.  (Radiograph  by  Dr.  Russell  H.  Boggs) 
Pin  shadow  strengthened  for  pholo-entravinR.    (Anther's  case.) 
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Fjg,  J76.— Radios raph  sliowinji  shoe 
show)  in  left  main  bronchus  of  a  K'tI  of 
of  median  position.  Left  hnig  aleleclatic. 
Button  wa<>  aspirated  three  months  pre 
without  anesthesia,  a  hook  being  inserted 
by  Dr.  George  C.  Johnston.    Anlhiir's  rn^c 


button   (iinly  metal  part  (Itnse  enough  U- 

seven  jears.     Distortion  pives  appearance 

Compensatory  emplivsema  of  right  lung. 

a]   by  oral  bronchoscopy 


1  the  e 


:  of  the  button.      (Radio 


■apb 
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:hiis  of  a  ^■''1  fi^illit  years 
(l^KdiograpU  by  Dr.  George  C  John- 
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nchiis  of  child  of  four  years.  Present 

f(  Uinjr.     Irtruiier   removed  liy  oral  broa- 

howed  lung   normal.      (Radiograph  by 


■phagiis  of  infant  twelve  months  old.     Removed 
■apli  by   Dr.   George   C,   Johnston.     Author's 
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Fn;.   380.— Slaple    (double-pointed   tack) 
stomach,    eiKlo-icripicallv,   turned   and    remove) 
li.iKK^       Amlinr's  cast-.) 


esophafiiis.     Intnider   passed   into 
(Radiograph    hy    Ur.   Russell   H. 
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Fic.  381. — FinKcr  ring  in  esopliafjus,  above  Immcliial  cropping,  of  a  child  of 
ten  months.  Removed  by  oral  esoiiliaBoscoi'y  witliimt  anesthesia,  ( Radioernjili  \>y 
Dr.  Russell  H.  lioftgs.  Author's  case.) 
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Fic.  .i&.^Radiograpli  showing  bulloii  in  esopliagiis  of  infant  <^iKleeii  months 
old.  Removed  i)y  specular  esophagoscopy  without  anesthesia.  (Radiograph  by  Dr. 
King.    Author's  i 


F'G.  383. — Radiograph  showing  coin  (English  half-penny)  in  esophagus  of  a 
girl  five  years  of  age.  Removed  hy  specular  esophagoscopy  without  anesthesia. 
(Radiograph  by  Dr.  George  W.  Grier.    Author's  case.) 


ILLUSTHATIVIC    CASES   OF    E? 


r.N    BODIES.  415 


graph  by  Dr.  Russell  H.  Eoggs.    Author' 


Fic.  385.— Radii igraph  showing  fraRmtni  of  bont  in  the  trachea  of  a  woman 
of  39  years.  Bones  are  not  likely  to  show  in  an  anteroposterior  view  and  this 
radiograph  shows  how  readily  a  bone  low  in  the  neck  might  be  missed  in  a 
lateral  radiograph.  Bone  removed  by  oral  bronchoscopy,  (Radiograph  by  Dr. 
George  C.  Johnston,    Author's  case.) 
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Fic.  386. — Radiugraph  showing  gold  lockei  in  esophagus  of  a  eirl  of  2'/j  years. 
Locket  removed  hy  esophagoscopy  without  atifslhesia.  (Radiograph  ))y  Dr.  George 
W.  Grier.) 


lU.L'STRArive  CASKS  OF  ENDOSCOPY    FOR  TOREIGN    BODIES.  417 


Fic.  387. — Radiograph  showing  artificial  denture  in  the  esophagus  of  a  man 
aged  thirty  years  Removfrf  l.iy  tsiipha^josto])}*  under  ether  nnesthcsia.  (Radio- 
graph by  Dr.  Russell  H.  Rcirrs.     Author's  case.) 


ILLUSTRATIVE   CASES  OF    ENDOSCOl-V    l-'OR    fOKEIGN    BODIES. 


Fro  387a.— liuttim  witli  ptojectiiig  riKiil  pin  in  iho  tsupliasvis  ul  an  infant  o£ 
iV'i  months.  Removed  by  esophagoscopy  without  anesthesia.  Laceration  of  esoph- 
agus prevented  by  the  method  illustrated  in  Fig.  209  (Author's  case.) 
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Fiu.  .^Sjb.^HailioKraplis  sliov  ing  a  ilcn[;i!  rtmt-canal  broach  in  a  small  pos- 
leriijr  branch  of  a  larger  posterior  braiieli  of  the  inferior-lobe  bronchus  of  a  man 
ol  ,ig  years.  The  foreign  Iwidv  is  seen  jnst  above  the  dome  of  the  diaphragm  In 
the  ;interoposterior  radiograph,  Ihoiigh  really  in  the  part  of  the  lung  down  back  ot 
the  dome  as  shown  in  the  lateral  radiograph.  Removed  ihrough  the  mouth  by 
bronrhoscopy  under  local  anesthesia.  Tliis  is  the  lowest  position  from  which  a 
foreign  body  has  ever  been  removed  by  bronchoscopy.  The  full  length  of  a  40  cm. 
bronchoscope  was  barely  snilicient  to  reach  it  (Author's  case.) 


CHAPTER    XXII. 

Benign  Growths  in  the  Larynx. 

The  general  subject  is  covered  so  thoroughly  in  books  upon  the 
larynx  that  extensive  consideration  here  would  be  out  of  place.  Only 
some  phases  of  the  subject  which  have  a  particular  bearing  on  endoscopic 
surgery  will  be  considered.  The  endoscopic  appearances  are  similar  to 
those  by  the  indirect  method  except  as  modified  by  the  point  of  view  as 
explained  in  Chapter  VII.  In  all  adults  careful  clinical  study  by  the  in- 
direct method  should  precede  direct  laryngoscopy. 

Granulomata  in  the  larynx,  while  not  true  neoplasms,  in  some  in- 
stances need  to  be  dealt  with  as  such,  by  extirpation. 

Vocal  nodules,  while  not  true  neoplasms,  are  occasionally  so  stub- 
bornly resistant  of  other  methods  of  cure  that  surgical  measures  are 
needed.  When  very  prominent  they  m.ay  be  excised  under  local  anes- 
thesia. Should  cocaine  cause  so  much  shrinkage  as  to  make  accurate  ex- 
cision impossible,  general  anesthesia  will  be  re(|uirc(l.  The  author  has 
had  excellent  results  in  the  treatment  of  sessile  vocal  nodules  by  touch- 
ing them  with  a  fine  galvano-cautery  point  as  recommended  by  Wylie. 
Sir  St.  Clair  Thomson  favors  this  method  in  exceptional  cases,  but  points 
out  that  extreme  dexterity  is  requisite,  a  caution  that  is  particularly  force- 
ful as  we  are,  in  most  instances,  dealing  with  a  patient  to  whom  the 
voice  is  a  valuable  asset.  A  form  of  vocal  nodule  seen  in  children  and 
known  as  "screamers  nodes"  (Dan  McKenzie)  mav  be  excised  as  ad- 
vised  by  Albrecht  ( r>ib.  II).  Fibromata,  while  possibly  of  inflammator}- 
genesis  in  some  instances,  are  clinically  true  neoplasms.  As  a  rule  di- 
rect excision  is  not  followed  by  recurrence  if  a  goodly  portion  of  basal 
tissue  is  removed.  A  tyj)ical  case  of  small  fibroma  is  illustrated  in  Fig. 
70.  They  are,  as  a  rule,  best  dealt  with  by  the  tissue  forceps.  Fig.  3."). 
They  may  be  sliced  oft  with  the  Katzenstein  guillotine  but  the  author's 
personal  preference  is  the  tissue  forceps  mentioned  because  any  desired 
portion  of  the  normal  base  can  be  included  in  the  excision.     At  times  a 
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small  granuloma  may  appear  as  the  healing  granulations  organize  and 
may  persist  for  a  few  weeks  or  even  months,  simulating  recurrence.  So 
long  as  it  does  not  increase  in  size,  excision  is  not  necessary.  Very  large 
fibromata  may  be  excised  with  the  basket  punch  forceps,  Fig.  36.  If  so 
large  that  the  base  cannot  be  seen  they  may  be  amputated  with  the  snare 
(Fig.  41),  and  then  the  base  may  be  cauterized  galvanically,  or  as  the 
author  prefers,  excised  with  forceps.  The  galvano-cautery  is  especially 
useful  in  destroying  the  basal  vessels  of  fibro-angiomata.  John  A. 
Thompson  (Bib.  547)  reports  an  interesting  case  of  removal  of  fibroma 
1x1  J4  inches  (25x32  mm.)  in  size,  springing  from  the  upper  orifice  of 
the  larynx. 

The  depth  of  removal  of  benign  growths  is  closely  connected  with 
the  tendency  to  recurrence  of  the  particular  growth,  and  some  informa- 
tion as  to  this  tendency  is  obtainable  from  general  laryngeal  literature. 
Benign  growths  repullulate  on  the  surface  and  do  not  infiltrate.  There- 
fore, a  less  amount  of  normal  is  needed  than  in  malignancy.  Cystomata 
have  been  known  to  get  well  after  galvano-puncture  or  excision  of  part 
of  the  sac.  In  the  author's  experience  recurrence  can  be  avoided  with 
certainty  only  by  complete  extirpation  of  the  sac.  The  same  is  true  of 
adenomata.  Angiomata,  which  are  usually  much  more  extensive  and 
deeper  seated  than  appears,  require  deep  excision,  and  the  galvano-cau- 
tery to  destroy  the  vessels  at  the  base,  both  to  arrest  hemorrhage  and 
lessen  the  tendency  to  recurrence.  A  diffuse  telangiectasis  if  requiring 
treatment  may  be  punctured  or  scarified  at  a  number  of  sittings  with  the 
galvano-cauter>'.  Lymphoma,  enchondroma  and  osteoma,  if  small,  may 
be  excised  with  the  basket  punch  forceps  (Fig.  36),  taking  as  much  of 
normal  base  as  possible  without  risk  of  stenosis.  Myxomata,  other  than 
myxomatous  degeneration  of  fibromata  is  ver>'  rare  and  there  are  no 
data  on  which  to  base  a  rule  as  to  depth  of  excision  necessary  to  prevent 
recurrence.  Lipomata  are  also  ver\'  rare.  An  interesting  resume  of  the 
subject  will  be  found  in  the  article  by  Goldstein  (Bib.  171 ).  Froni  the  re- 
search there  reported  it  is  clear  that  to  avoid  recurrence  it  is  necessary 
to  remove  thoroughly  every  vestige  of  the  growth.  Thyroid  gland  tu- 
mors from  aberrant  islands  of  thyroid  tissue  do  not  require  very  radical 
excision  of  normal  base  but  should  be  removed  as  completely  as  pos- 
sible. An  excellent  article  is  published  by  Wells  (Bib.  586).  The  ques- 
tion of  the  advisability  of  merely  slicing  off  small  benign  tumors  on  the 
vocal  cords  or  in  the  neighborhood  of  the  arytenoid  joint,  and  deferring 
more  radical  removal  of  the  base  until  the  growth  demonstrates  a  tend- 
ency to  recurrence  is  discussed  under  papilloma.  The  technic  of  direct 
removal  of  benign  growths  will  be  found  in  Chapter  \'II  and  special  at- 
tention is  called  to  the  author's  method  of  operating  at  the  side  of  the 
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tongue  instead  of  over  the  dorsum.  Attention  is  also  called  to  the  recent 
development  of  suspension  laryngoscopy,  the  details  of  which,  Prof 
Killian,  the  originator,  has  honored  us  all  by  describing  in  a  separate 
Chapter  (VIII).  Lynch  has  devised  some  excellent  instruments  for 
suspension  work.  As  stated  by  Sir  St.  Clair  Thomson  (Bib.  539)  external 
operation  is  unheard  of  in  the  treatment  of  simple  laryngeal  neoplasms 
in  adults  and  should  be  resorted  to  only  when  an  expert  has  failed  per 
vias  natural es. 

PAPnXOMATA  OF  THE   LARYNX    IN    CHILDREN. 

Of  all  benign  growths  in  the  larynx  papilloma  is  the  most  frequent. 
It  may  occur  at  any  age  of  childhood  and  may  even  be  congenital.  The 
author  has  seen  one  case  in  which  it  was  undoubtedly  congenital  and  one 
in  which  it  was  probably  so.     Both  cases  follow: 

Congenital  papilloma  of  the  larynx.  A  male  infant,  two  months 
of  age  had  had  a  croupy  cr>'  and  stridor  without  cyanosis  since  birth. 
It  suddenly  developed  a  marked  increase  in  the  stridor,  with  dyspnea 
and  cyanosis.  The  author  was  called,  but  the  child  was  dead  when  he 
arrived.  Post  mortem  examination  showed  a  papilloma  on  the  left  cord 
near  th6  anterior  commissure.  It  did  not  seem  sufficiently  large  to  ac- 
count for  death  by  obstruction  even  allowing  for  shrinkage,  though  the 
symptoms  as  described  by  the  parents  denoted  obstructive  dyspnea.  The 
thymus  and  other  viscera  were  normal.  Doubtless  indrawing  of  the 
upper  laryngeal  aperture  contributed  ;  possibly  si)asm  did  also. 

In  the  second  case  the  author  was  called  for  direct  examination  of  a 
new  bom  male  infant  that  was  cyanotic  and  showed  deep  indrawing  at 
the  supraclavicular  and  suprasternal  notches.  Direct  laryngoscopy,  with- 
out anesthesia,  revealed  a  large  papilloma  occupying  almost  the  entire 
upper  laryngeal  orifice,  it  was  immediately  excised  and  then  the  origin 
was  seen  to  be  single  on  the  right  cord  near  the  anterior  commissure. 
The  patient  was  about  six  hours  old  at  the  time  of  operation.  It  was 
seen  once  subsec|uently  (by  Dr.  L.  C.  Manchester)  about  three  months 
after  operation.  There  was  then  no  sign  of  recurrence,  but  this  is  not 
certain  evidence  that  recurrence  did  not  take  place  later. 

Methods  of  treatment  of  papillomata  of  children.  A  sharp  distinc- 
tion must  be  made  between  pai)illomata  of  adults  and  of  children  because 
of  the  greater  difficulty  in  curing  the  tendency  to  recurrence  in  the  latter. 
In  dealing  with  papillomata  of  the  larynx  in  children,  it  is  well  to  re- 
member that  we  have  two  classes  of  case.  Those  in  which  the  growth 
gets  well  either  sj)ontaneously  or  with  slight  treatment,  surgical  or  other- 
wise.    Second,   those  which  are  not  readily  amenable  to  any  form  of 
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treatment  and  require  persistent  treatment  of  recurrences.  Sweeping 
deductions  should  not  be  made  from  reports  of  isolated  cases,  even  if 
observed  for  a  year  after  operation,  because  of  the  different  behavior  of 
different  cases  as  to  recurrence,  and  cases  reported  inunediately  after 
operation  are  valueless  statistically  because  of  the  large  percentage  of  re- 
currences. If  we  are  ever  to  arrive  at  final  conclusions,  all  the  cases 
seen  by  each  observer  must  be  reported,  and  the  report  should  not  be 
made  until  after  at  least  one  year's  observation  of  cure. 

There  are  nine  methods  of  treatment  to  be  considered. 

1.  Endolaryngeal  applications. 

2.  Tracheotomy  with  subsequent  rest  of  the  larynx  for  a  period 
of  years. 

3.  Thyrotomy  with  radical  extirpation  of  the  growth. 

4.  Fulguration. 

it.  Radium  and  mesothorium. 

6.  Roentgen  radiotherapy. 

7.  Endolaryngeal  operation. 

8.  A  combination  of  two  or  more  of  the  above  mentioned  methods. 

9.  Laryngostomy. 

Delavan  established  the  value  of  alcohol  applications  in  some  cases. 
It  is  usually  best  to  start  with  dilute  alcohol,  say  about  50  per  cent  and 
increase  the  strength  until  absolute  alcohol  can  be  used.  The  applications 
may  be  made  by  the  indirect  method,  using  the  gauze  sponges  and  sponge 
holder,  Figs.  2o  and  2().  Xo  anesthetic  is  needed.  The  sponges  should 
not  be  dripping.  Spasm  usually  subsides  quickly  but  this  or  any  other 
method  should  not  be  used  without  previous  tracheotomy  if  there  is 
stenosis.  E.  L.  Jones  has  had  excellent  results  from  organic  salicylic 
acid  saturated  solution  in  alcohol. 

Tracheotomy  for  papillomata.  The  beneficial  effect  of  tracheotomy 
has  long  been  noted.  It  is  very  marked  in  some  cases,  disappointing  in 
others.  Apart  from  its  beneficial  effect  it  should  always  be  done  as  soon 
as  the  child  develops  noisy  breathing  and  restlessness  at  night.  Severe 
dyspnea  with  indrawing  of  the  supraclavicular  and  sternal  fossae  and 
epigastrium  should  not  be  awaited.  The  rule  should  be,  here  as  else- 
where, to  do  the  tracheotomy  always  early  rather  than  late.  Many  cases 
are  in  extremis  when  they  arrive.  Ballenger  reports  the  death  of  a  child 
with  papilloma  of  the  lar\'nx  on  the  way  to  the  hospital,  and  a  similar 
experience  is  known  to  almost  every  laryngologist.  In  cases  of  papillo- 
mata of  large  size,  completely,  or  almost  completely,  obstructing  the 
lumen  of  the  trachea,  it  is  necessary  to  proceed  with  extreme  caution  with 
the  direct  laryngoscopy,  and  not  to  unduly  prolong  the  examination,  be- 
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cause  engorgement  of  the  papillomata  may  very  much  increase  their  size 
and  obliterate  what  little  lumen  remains.  It  takes  but  a  moment,  with- 
out any  anesthesia,  to  get  a  good  view  of  the  larynx ;  but  failing  in  this, 
the  operator  who  suspects  papilloma  in  any  extremely  dyspneic  case,  is 
perfectly  justified  in  doing  the  tracheotomy  first  and  making  the  diagnosis 
as  to  the  exact  condition  afterward.  The  state  of  affairs  in  regard  to 
tracheotomy  for  dyspnea  is  precisely  the  same  as  gastrostomy  for  dys- 
phagia. 

Thyrotomy  for  papillomata.  Before  the  days  of  direct  laryngos- 
copy the  author  tried  thyrotomy  for  the  removal  of  papillomata  in  chil- 
dren. The  recurrence  was  so  prompt  that  the  author  abandoned  thyrot- 
omy for  this  purpose  and  has  repeatedly  spoken  against  it.  He  is  de- 
lighted to  find  that  his  opinion  in  this  respect  coincides  with  that  of  the 
greatest  living  authority  on  the  lar)*nx.  Sir  Felix  Semon,  who  mentions 
one  case  (Bib.  511 )  in  which  seventeen  thyrotomies  were  performed  on 
the  same  patient  with  failure  to  cure.  A  great  deal  of  damage  may  be 
done  to  the  lar}Tix  by  repeated  thyrotomies.  and  intractable  stenosis  from 
deformity  is  almost  certain  to  result.  In  these  days  of  quick  and  thor- 
ough removal  by  direct  laryngoscopy,  there  is  rarely  justification  for  doing 
thyrotomy,  because  endoscopic  removal  is  just  as  thorough,  no  more  likely 
to  be  followed  by  recurrence  and  repeated  endolar}*ngeal  removals  are 
harmless  if  carefully  done. 

Fulguration  for  papillomata.  Harmon  Smith  (Bib.  470)  has  had 
verj  satisfactory  results  with  fulguration  for  papillomata  in  children  and 
his  interesting  article  should  be  read  for  details  of  the  technic. 

Radium  for  papillomata.  Thomas  J.  Harris  (Bib.  11>1)  reports 
verv  favorable  results  from  the  use  of  radium  in  one  case  of  his  own 
and  in  twelve  cases  in  the  hands  of  Abbe.  Culbert.  Freudenthal.  Polyak, 
Killian  and   Mazzochi.  As   stated  by   Harris,   1«X»  mgm.   of   radium 

should  be  applied.  Weaker  applications  [>robab1y  irritate.  The  duration 
of  each  application,  of  course,  depends  upon  the  quantity  of  radium  in 
the  container.  With  loo  mgm.  of  radium  element,  or  its  eiiuivalent  in 
bromide  or  other  salt,  a  duration  of  ^^O  minutes  is  probably  sumcient. 
From  two  to  ten  sittings  are  usually  necessary.  A  single  application  in 
some  instances  has  caused  a  marked  diminution  in  the  growth,  but  recur- 
rences, as  with  other  methods,  will  probably  require  repeated  treatments. 
Some  cases  do  not  seem  to  yield  so  readily.  The  future  will  iletemiine 
the  exact  sphere  of  usefulness,  and  the  dosage  and  duration  ox  applica- 
tions. A  screening  of  not  less  than  two  mm.  of  metal  and  outside  of 
the  metal  two  mm.  of  hard  rubber  are  essential  to  protect  healthy  tis- 
sues. The  radium  container  should  have  an  eye  by  means  of  which 
it  can  be  secured  in  position  by  attaching  it  to  the  tracheotomic  cannula 
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above  which  it  is  inserted.  The  capsule  may  be  held  in  place  in  un- 
tracheotomized  cases,  but  the  spasm  excited  requires  a  small  container 
with  sufficient  screening  and  dosage.  Mesothorium  has  been  used  by 
Killian. 

Endolaryngeal  extirpation  of  papillomata  in  children  is  practically 
limited  to  the  direct  method.  No  one  who  has  ever  worked  by  the  direct 
method  would  think  of  going  back  to  any  indirect  attempt  in  children, 
necessitating  as  it  usually  does,  general  anesthesia.  To  work  with  the 
mirror  in  an  adult  under  local  anesthesia  is  difficult  enough,  but  to  work 
with  a  child  under  a  general  anesthesia  with  the  mirror  presents  diffi- 
culties that  are  almost  insurmountable,  to  say  nothing  of  the  extreme 
danger  of  anesthesia  in  this  class  of  cases.  Worse  yet  is,  as  was  done  in 
the  old  days,  a  finger-guided  forceps  operation.  As  elsewhere  stated 
no  anesthetic  whatever,  general  or  local,  is  needed  in  the  extirpation  of 
papillomata  in  children.  If,  for  any  reason,  a  general  anesthetic  is  used, 
it  should  be  only  in  the  tracheotomized  cases  because  of  the  danger  in 
dyspnea  in  untracheotomized  patients.  If  a  general  anesthetic  be  used 
it  is  absolutely  needless  to  add  the  risk  of  a  cocaine  application  in  a 
child.  As  a  matter  of  fact  a  general  anesthetic  has  only  one  excuse,  and 
that  is  to  lessen  the  spasm  of  the  larynx  in  order  to  enable  the  operator 
more  accurately  to  apply  his  forceps.  With  increased  practice  the  oper- 
ator will  find  that  even  for  this  purpose  it  is  unnecessary.  There  is  a 
peculiar  sensation  of  softness  to  papillomata  that,  once  recognized,  is  un- 
mistakable and  that  will  prevent  the  operator  from  forcibly  removing  any 
tissue  other  than  papillomatous  because  of  the  firm  resistance  felt  when 
normal  tissue  is  grasped.  In  other  words,  the  operator  must  train  him- 
self to  apply  just  the  amount  of  pressure  to  his  forceps  which  is  neces- 
sary to  remove  papillomatous  tissue,  but  which  will  not  bite  into  normal 
tissue.  It  goes  without  saying  that  such  a  degree  of  tactile  sensibility 
can  only  be  possible  with  extremely  delicate  and  easy  working  forceps. 
Heavy  handled,  spring  opposed,  clumsy  instruments  will  bite  out  any- 
thing, even  cartilage,  before  any  useful  sensation  is  communicated  to 
even  the  most  delicate  touch,  because  delicacy  is  destroyed  by  the  oppo- 
sition of  the  spring  and  the  crude  mechanism.  Some  authors  advise 
against  removal  of  papillomata  in  children  during  the  stage  of  growth, 
preferring  to  do  a  tracheotomy  and  wait  for  a  period  of  recession  of  the 
growth  before  extirpation.  The  difficulty  is,  as  Stucky  points  out,  in 
determining  the  period  of  recession.  Papillomata  should  always  be  re- 
moved and  the  patient  cured  of  recurrences,  because,  contrary  to  state- 
ments sometimes  made,  a  child  is  not  safe  with  only  a  tracheotomy  can- 
nula upon  which  to  depend  for  air,  unless  under  constant  care  of  a  phy- 
sician and  an  experienced  tracheal  nurse.     Accidental  removal  of  the 
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cannula  following  indrawing  closure  of  the  fistula  has  caused  the  death 
of  many  children.  Others  have  died  of  occlusion  of  the  cannula  with 
secretions,  dressings,  granulations  and  papillomatous  masses.  In  all 
cases  of  papilloma  of  the  larynx  the  subglottic  trachea  should  be  in- 
spected not  only  once  but  at  every  removal  of  the  supraglottic  papillo- 
mata.  Many  endoscopists  have  wondered  why  they  cannot  decannulate 
a  papilloma  case  after  removal  of  apparently  all  the  growth.  The  rea- 
son is  that  the  region  between  the  glottis  and  the  tracheal  wound  is  full 
of  papillomata.  For  this  removal  a  bronchoscope  may  be  inserted  through 
the  glottis,  or  a  bronchoscope  not  slanted  at  the  end  may  be  used  for 
supraglottic  tracheoscopy.  The  author  uses  the  direct  laryngoscope  and 
the  tissue  forceps,  Fig.  35.  In  some  cases  the  tracheal  papillomata  can 
be  removed  through  the  tracheal  wound.  Often  it  is  impossible  to  dis- 
tinguish between  granulation  tissue  and  true  papillomata  except  by 
biopsy.  It  is  not  necessary,  however,  clinically  to  distinguish  as  it  is  a 
good  thing  to  remove  granulations  which  are  so  exuberant  as  to  simulate 
papillomata.  The  technic  of  direct  laryngeal  extirpation  is  considered 
in  Chapters  VII  and  VIII.  The  special  infant-size  slide  speculum  is  best 
for  infants  under  6  months. 

The  author's  method  for  papillomata  in  children.  The  author  has 
had  best  results  from  a  combination  of  the  alcohol  application  of  Dela- 
van  between  excisions  by  the  direct  method,  and  with  tracheotomy  in  all 
cases  that  persistently  repullulate.  No  tracheotomy  is  done  at  first,  if  the 
growth  is  small  and  especially  if  single  (they  rarely  are),  because  there 
is  a  chance  of  cure  by  a  few  extirpations  or  in  a  few  instances  even  by  a 
single  extirpation.  If  the  child  is  slightly  dyspneic  the  obstructing  part 
of  the  growth  is  first  removed  directly  without  anesthesia,  general  or 
local,  and  then  the  remaining  fungations  are  extirpated  at  a  number  of 
brief  seances.  The  alcohol  applications  are  not  used  in  these  cases. 
When  rcpullations  and  growths  in  new  locations  demonstrate  an  in- 
tractable case,  it  is  treated  the  same  as  a  dyspneic  case.  If  the  child  is 
very  dyspneic  when  first  seen  the  author  does  a  tracheotomy,  waits  a 
week  or  ten  days,  and  then  proceeds  with  tlie  extirpation  without  anes- 
thesia and  the  alcohol  after-treatment.  The  child  is  kept  in  the  hospital 
under  the  watchful  care  of  special  tracheal  nurses.  If  the  growths  are 
sul)glottic,  reactionary-  edema  of  this  region  is  very  ai)t  to  reciuire  tracheot- 
omy after  extirpation,  and  therefore  subglottic  cases,  whether  dyspneic 
or  not,  are  tracheotomized  unless  the  growth  is  single  and  very  small. 
The  effect  of  the  alcohol  and  the  superficial  cicatrices  is  to  make  an  un- 
favorable soil  for  the  growth  of  papillomata  which,  in  a  sense,  resemble 
venereal  warts.  Galvano-cauterization  is  used  in  the  worst  cases  to  de- 
stroy the  bases  and  to  promote  superficial  cicatrices.     The  efticacy  of  re- 
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moval  and  the  post  operative  application  of  alcohol  has  been  corroborated 
by  Stucky  (Bib.  511)  and  a  number  of  other  laryngologists.  Its  great- 
est drawback  is  the  length  of  time  required  for  cure  in  the  very  stubborn 
cases.  But  it  will  eventually  cure  almost  all  cases,  and  as  the  extirpations 
without  anesthesia  are  not  painful  (the  children  do  not  even  cry  after  the 
first  few  treatments)  the  author  feels  justified  in  adhering  to  it  uniil 
some  equally  eflFective  and  more  rapid  method  is  sufficiently  tested. 

Larynacstomy.  When  all  else  fails  in  the  few  most  stubborn  cases, 
laryngostomy  may  be  resorted  to.  Lining  the  larynx  with  epidermal 
epithelium  makes  a  soil  upon  which  papillomata  will  not  grow,  notwith- 
standing the  fact  that;  as  occurred  in  one  case  of  the  author,  a  typical 
papilloma  identical  histologically  with  the  lar>'ngeal  growths  occurred  on 
the  normal  skin  of  the  neck  The  after-treatment  of  laryngostomy  ex- 
tends over  months.  Unlike  thyrotomy,  it  does  not  produce  stenosis  by 
causing  deformity  of  the  larynx.  Cases  stenosed  by  injudicious  thyrotomy 
are  curable  by  laryngostomy,  which  are  the  only  papillomatous  cases  in 
which  the  author  advises  laryngostomy. 

P.\PILLOMATA  IN  THE  LARYNX  OF  .ADULTS. 

Papillomata  in  adults  are,  on  the  whole,  much  more  amenable  to 
treatment  than  similar  growths  in  children.  Tracheotomy  is  very  rarely 
required,  and  recurrences  are  slower  in  development.  Many  more  cases 
are  cured  by  a  singjle  extirpation  and  recurrences  at  new  sites  are  not  so 
common.  In  some  instances  the  growths  may  be  single,  relatively  quite 
fibrous  and  pedunculated.  This  form  is  beautifully  illustrated  in  an  in- 
teresting article  by  Loeb  (Bib.  348). 

In  all  forms  of  papillomata  in  adults  operative  removal  is  so  satis- 
factory' that  there  is  little  temptation  to  try  other  methods. 

Depth  of  remoz'al  of  papillomata.  Should  the  growth  be  simply  re- 
moved from  the  surface?  Or  should  the  basic  normal  be  removed?  And 
if  so,  how  widely?  To  determine  this  point  clinically,  it  was  necessary 
to  know  whether  the  reappearances  of  papillomata  are  repuUulations  at 
the  site  of  removal  or  whether  fresh  areas  became  the  site  of  new  growths. 
To  determine  this  point  accurate  drawings  were  made  by  the  author,  and 
it  was  discovered  that  in  eighteen  cases  out  of  twenty  there  was  no  re- 
currence at  the  site  of  removal  if  about  3  millimeters  depth  of  nor- 
mal tissue  was  removed.  That  is,  there  was  no  recurrence  in  the  scar. 
In  two  cases  the  recurrence  was  so  close  as  to  be  doubtful.  On  the 
other  hand,  in  this  same  series  of  twenty  cases  in  locations  where  the 
growths  were  simply  removed  from  the  surface,  twenty  out  of  twenty 
instances  recurred.  In  another  series  of  eighteen  cases  in  which  surface 
removal  was  done,  papillomata  appeared  in  a  greater  number  of  new  lo- 
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cations  after  operation.  It  still  remains  a  cjiiestion  whether  the  less  tend- 
ency to  recurrence  after  removal  with  a  normal  base  was  due  to  extir- 
pation of  every  vestige  of  growth,  or  whether  it  was  simply  due  to  the 
fact  that  scar  tissue  is  a  bad  soil  for  papillomatous  growth.  Clinical  ob- 
servation shows  that  papillomatous  growths  in  the  larynx  or  trachea 
usually  do  not  spring  from  a  firm  thick  scar.  The  author  has  noted  the 
avoidance  of  scars  by  papillomata  when  extending  down  the  trachea 
from  the  larynx  toward  the  tracheotomic  wound.  In  the  author's  opinion, 
when  the  growths  are  situated  on  the  cords  it  is  usually  better  to  re- 
move them  with  a  very  scanty  base,  telling  the  patient  of  probable  re- 
currence. If  there  is  a  recurrence,  slightly  more  radical  removal  is  in- 
dicated, but  under  no  circumstances  should  reckless  or  radical  extirpa- 
tion of  normal  tissue  be  indulged  in.  Cicatricial  stenosis  and  prolonged, 
possibly  permanent,  impairment  of  the  voice  may  result.  In  case  of  re- 
movals in  the  neighborhood  of  the  arytenoids,  great  care  must  be  used 
to  avoid  impairment  of  the  laryngeal  motility.  The  growths  should 
everywhere  be  nipped  off  with  only  a  small  normal  base  and  recurrences 
should  be  similarly  nipped  in  the  bud.  Alcohol  applications  are  useful. 
In  contrast  with  the  prompt  and  excellent  results  obtained  in  most  cases, 
a  very  stubborn  case  is  occasionally  encountered  which  simulates  the 
conditions  found  in  children.    The  following  is  an  example : 

A  single  woman,  aged  twenty-five,  was  sent  to  the  author  by  Dr.  I. 
B.  Reed  for  loss  of  voice  of  three  months'  duration  following  two  months 
of  hoarseness.  Within  the  last  two  weeks  dyspnea  had  been  developing 
and  examination  by  the  indirect  method  revealed  a  large  mass  of  papil- 
loma occupying  the  entire  right  half  of  the  larynx  with  more  masses  on 
the  epiglottis  and  high  np  on  the  left  ventricular  band  (A,  Fig.  79). 
These  were  removed  giving  complete  relief  from  the  dyspnea  and  permit- 
ting some  phonation.  The  patient  was  not  seen  for  some  time  and  re- 
turned extremely  dyspneic.  A  recurrence  of  larger  size  than  the  original 
growth  was  found  and  many  new  locations  were  invaded.  After  remov- 
ing the  upper  growth  it  was  found  that  the  pa|)illomata  had  sprung  up  in 
the  trachea  which  at  the  first  operation  was  entirely  free.  Patient  work 
and  many  sittings  were  necessary  until  finally  at  the  end  of  sixteen 
months  the  patient  was  entirely  free  from  any  sign  of  recurrence  and  has 
remained  so  since.  A  period  of  four  years  having  now  elapsed,  the  pa- 
tient may  he  called  cured.  The  vocal  results  are  excellent,  the  patient's 
voice  perfectly  normal  for  si)eaking  and  (juite  a  good  singing  voice  has 
also  returned.  This  the  author  regards  as  due  to  the  careful  avoidance 
of  injury  to  any  of  the  submucosal  tissues.  Xecessarily  a  considerable 
amount  of  the  mucosa  itself  was  removed  with  the  base  of  the  papilloma. 
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Plastic  opetation  fm'oring  the  dezelopment  of  adventitious  vocai 
hands.  Some  of  the  cases  of  papillomata  from  frequent  accidents  asso- 
ciated with  indirect  operations  come  in  with  the  cords  entirely  destroyed 
and  the  larj'nx  badly  damaged.  If  there  is  motility  in  the  arytenoids  there 
is  good  hope  of  repair  by  careful  work.  The  following  case  is  an  ex- 
ample : 

A  nian,  aged  twenty-five,  had  been  under  the  care  of  one  of  the  old- 
est larjngologists  in  the  country  for  two  and  one-half  years  for  hoarse- 
ness. During  this  time  a  number  of  indirect  operations  upon  the  larynx 
had  been  done  for  removal  of  papillomata.  The  operations  were  difficult 
because  the  patient  was  insusceptible  to  anesthesia  by  cocaine.     He  was 


Fig  388. — Illuslrating  operation  favoring  fortnaiion  of  an  adventitious  vocal 
band  in  a  man  aged  twenly-five  years.  .\.  Papilloma  and  granulation  tissue  with 
destruction  of  the  vocal  cords  and  the  tip  of  one  arjtPnoid  eminence  as  the  result 
of  indirect  operation.  H.  Cured  of  papilloma  after  many  direct  extirpations  under 
local  anesthesia.  A  wel)  extended  across  the  larynx  from  the  right  side  from  the 
neighhorhood  of  the  site  of  the  original  cord  to  the  remnant  of  the  ventricular 
hand  of  the  left  side.  Doited  line  shows  the  position  of  incision  for  a  plastic  to 
assist  in  forming  an  adventitious  band  on  the  left  side.  C.  Three  months  later 
the  triangular  mass  of  cicatricial  tissue  shown  in  B  has  become  stretched  out  into 
an  adventitious  hand.  D.  Three  months  later  entire  stretching  out,  absorption 
and  disappearance  of  the  elevation,  resultine  in  ilie  normal  larynx  with  good  voice. 
From  a  crayon  drawing  by  the  author.  Patient  referred  to  the  author  by  Dr, 
James  F,  McKernon, 

ciimpletely  aphonic  and  could  not.  with  the  most  violent  efforts,  phonatc 
in  the  slightest  degree.  In  this  condition  he  applied  to  Dr.  James  F. 
McKemon  of  New  York  City  who  found  the  larynx  filled  with  a  mix- 
ture of  papillomatous  and  granulation  tissue.  Xo  sign  of  a  cord  was 
present  (A,  Fig.  .tSH).  Part  of  the  arytenoid  eminence  was  gone  and  its 
place  was  taken  by  a  fungating  mass  of  granulation.  A  part  of  each 
ventrictilar  band  was  gone  and  granulations  covered  both  bands.  On  at- 
tempted phonation  both  arytenoids  moved,  but  no  sign  of  anything  re- 
sembling a  vocal  cord  resulted  from  the  movement.  Dr.  McKernon  re- 
ferred the  ca^e  at  once  to  the  author  for  treatment.  Under  local  anes- 
thesia, the  author  removed  all  the  tissues  that  looked  papillomatous  and 


430  BKNIC.N   GROWTHS   IN    THE   LARYNX. 

some  of  the  most  exuberant  granulations.  At  intervals  during  the  fol- 
lowing year  recurrences  of  papillomata  were  removed,  until  at  the  end 
of  sixteen  months  the  patient  returned  after  a  three  months'  interval 
completely  free  from  granulation  and  recurrences.  A  web  extended 
across  the  larynx  obliterating  the  entire  anterior  half  as  shown  at  B, 
Fig.  388.  The  author  then  did  a  plastic  operation  by  making  an  incision 
along  the  dotted  line  marking  out  a  cord  from  the  cicatricial  tissue,  the 
incision  extending  from  the  arytenoid  clear  out  to  the  perichondrium  an- 
teriorly. The  tissue  seemed  under  tension  and  the  triangular  flap  after 
the  incision  hung  almost  altogether  over  toward  the  patient's  left  side 
and  away  from  the  adventitious  band  on  the  patient's  right.  The  inci- 
sion was  made  with  the  laryngeal  knife.  Fig.  85.  At  the  end  of  three 
months  this  flap  had  flattened  out  and  the  action  of  the  arj^tenoid  on  the 
cicatricial  tissue  had  formed  a  very  fair  adventitious  band  with  a  projec- 
tion simulating  a  vocal  nodule  (C).  The  first  impulse  was  to  remove 
this,  but  believing  that  it  would  furnish  tissue  to  be  extended  by  the 
combined  effects  of  cicatricial  contraction  and  the  arytenoid  action  noth- 
ing was  done  with  it.  Three  months  later  the  patient  returned  and  ex- 
amination showed  the  condition  to  be  as  shown  in  B.  The  patient  at  this 
visit  reported  that  six  weeks  before,  he  had  astonished  himself  and  his 
family  by  speaking.  Dr.  McKernon,  who  was  kind  enough  to  again 
examine  the  patient,  in  the  condition  shown  at  D,  stated  that  he  thought 
the  results  quite  a  clear  indication  of  the  possibilities  of  work  by  the  di- 
rect method.  The  patient  is  now  able  to  do  his  part  of  the  shouting  in 
a  football  game.  The  voice  is  deep  and  somewhat  rough;  but,  judging 
by  similar  cases,  it  will  become  smoother  in  time. 

For  the  success  of  the  operation  it  is  necessary  to  wait  until  the 
cicatricial  contraction  has  put  the  scar  on  tension,  otherwise  the  incision 
is  apt  to  heal  and  unite  its  two  edges.  On  the  contrary,  if  there  is  ten- 
sion, as  in  this  case,  the  incision  will  gaj^e  so  widely  that  there  will  be  no 
chance  of  its  adhering  and  the  snbsecjuent  cicatricial  contraction  will  tend 
to  widen  the  gap  instead  of  to  narrow  it.  Another  factor  in  the  success 
of  this  kind  of  a  case  is  not  to  remove  tissue ;  differing  in  this  respect  from 
cases  of  redundancy  such  as  shown  in  Fig.  I'"),  IMate  I.  The  adventitious 
bands  are  always  thick  at  first  and  become  thinned  down  as  the  cicatricial 
tissue  contracts  and  as  the  effect  of  the  traction  of  the  arytenoid  begins 
to  become  manifest.  The  author  has  used  similar  operations  in  cicatricial 
larynges  following  conditions  other  than  pa[)illomata,  though  not  always 
with  the  same  success  as  in  the  case  above  mentioned. 


CHAPTER    XXIII. 

Benign  Growths  Primary  in  the 
Tracheobronchial  Tree. 

Benign  grozctlis  primary  in  the  trachea  and  bronchi.  Extension  of 
papillomata  from  the  larynx  into  the  cervical  trachea,  especially  about 
the  tracheotomy  wound  is  of  relativelv  common  occurrence,  and  that 
form  of  tracheal  benignancy  has  already  been  considered  in  its  proper 
place,  with  lar>ngeal  growths.  Under  the  present  heading  will  be  in- 
cluded only  the  primar}'  neoplasms  of  the  tracheo-bronchial  tree.  Papil- 
lomata and  fibromata  are  the  most  frequent  of  the  benign  tumors  in  the 
trachea.  Aberrant  thyroid,  lipomata,  enchondromata,  chondrosteomata, 
adenomata  and  lipomata  occur  in  the  trachea,  but  not  all  of  these  have 
been  reported  to  have  been  discovered  endoscopically.  When  the  au- 
thor encountered  the  first  case  of  primar>'  tracheal  benign  tumor  in  the 
early  days  of  bronchoscopy  (Bib.  2«I9)  he  supposed  that  such  tumors 
were  not  uncommon  but  simply  undiscovered.  In  the  nine  years  that 
have  elapsed  since  that  time  he  has  seen  but  one  other  benign  true  neo- 
plasm in  the  tracheo-bronchial  tree,  though  he  has  seen  a  number  of  be- 
nign "tumors"  not  truly  neoplastic. 

Papilloma  primary  in  the  trachea.  Mann  reports  two  ver}'  inter- 
esting cases  of  this  kind  diagnosticated  and  removed  bronchoscopically. 
Other  interesting  cases  are  reported  by  von  Schrotter  and  Spiess.  The 
author's  previously  reported  case  is  as  follows: 

A  girl,  aged  four  years,  was  brought  to  the  Eye  and  Ear  Hospital 
Dispensary  for  cough  which  had  persisted  for  two  months  since  "strang- 
ling'' on  a  crumb  of  bread  that  **got  down  the  wrong  way.'*  Radiograph 
by  Dr.  Russell  H.  Boggs  was  negative.  Physical  examination  by  Dr. 
Brush  demonstrated  a  cooing  sound  all  over  both  sides  of  the  chest. 
There  was  no  dyspnea  or  cyanosis.  Thinking  of  the  possibility  of  a  for- 
eign body  in  the  bread,  the  author  passed  a  bronchoscope  and  found  a 
small  pinkish  white  mass  of  tissue  about  six  millimeters  in  diameter, 
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with  mammillated  surface  attached  to  the  left  tracheal  wall  about  one 
centimeter  above  the  bifurcation.  Thinking  of  a  foreign  body  granu- 
loma, the  author  excised  the  tissue,  leaving  a  flat  surface  oozing  a  trifling 
amount  of  blood,  but  no  sign  of  foreign  body.  Dr.  Joseph  H.  Barach 
reported:  ^'Histologic  examination  of  the  tissue  shows  a  typical  papil- 
loma which  could  not  be  confused,  histologically,  with  a  granuloma/' 
The  child  did  not  return  to  the  clinic.  Dr.  L.  C.  Manchester,  who  kindly 
went  to  the  child's  home  to  have  her  brought  back  to  the  clinic,  failed 
to  convince  the  parents  of  the  necessity,  the  cough  having  disappeared. 
When  seen  by  him  a  second  time,  about  three  months  later,  the  cough 
had  not  returned  and  there  was  no  cooing  sound  or  other  abnormality 
apparent  to  physical  examination.  The  child  was  lost  lo  further  obser- 
vation. 

Fibroma  primary  in  the  tracheo-bronchial  tree.  An  interesting  case 
of  fibroma  is  reported  by  Sauer  (Rib.  515),  occurring  in  a  man,  aged  74 
years.  The  growth  produced  severe  dyspnea  and  was  detached  by  the  in- 
sertion of  the  bronchoscope  and  was  coughed  up  in  two  pieces.  Emil 
Mayer  (Bib.  408)  reports  the  discovery  and  removal  of  a  soft  fibroma 
from  the  bronchus  of  a  child  bronchoscoped  for  bronchiectasis. 

The  author's  case  of  fibroma  is  as  follows:  A  boy  of  16  years  was 
referred  to  the  author  by  Dr.  Henry  Eastman  for  cough  which  had  per- 
sisted for  six  weeks  since  inhaling  an  insect  thought  to  have  been  a  fly. 
'^I'he  insect  had  been  coughed  up  and  identified  in  the  sputum  a  few  days 
after  the  accident  but  the  cough  did  not  ameliorate.  Radiographic  ex- 
amination by  Dr.  George  C.  Johnston  and  physical  examination  h)y  Dr. 
Henry  Eastman  were  both  negative.  At  bronchoscopy  under  local 
anesthesia  the  author  found  a  smooth,  pedunculated  and  freely  movable 
growth,  about  six  centimeters  in  diameter  attached  to  the  lower  margin 
of  the  orifice  of  the  left  upper  lobe  bronchus.  Traction  with  straight 
forceps  demonstrated  a  firm  attachment  which  was  excised  along  with  a 
liberal  amount  of  base  by  the  tissue  forceps  (Fig.  X)).  There  was  blood 
streaked  ex])ectoration  for  a  few  days.  At  bronchosco[)y  two  weeks 
later  there  was  no  sign  of  recurrence.  Dilated  capillaries  were  visible 
in  the  neighborhood  of  the  site  of  removal.  Bronchoscopy  about  eight 
months  later  showed  no  sign  of  recurrence  and  the  boy  seemed  normal 
in  every  way.  Histological  examination  by  Dr.  Ernest  W.  Willetts 
showed  the  growth  to  be  a  pure  fibroma  of  i)robably  slow  formation  and 
long  standing. 

Enchondroma  of  the  trachea-bronchial  tree.     Von  Eicken  (Bib.  o()4) 
reports  the  removal  of  an  enchondroma  of  the  bronchus  by  means  o"^ 
biting  forceps. 
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Amyloid  tumors  of  the  trachea  are  reported  by  Reich  (Bib.  463). 

Osteomata  of  the  trachea  are  reported  by  Mackleston  (Bib.  409) 
and  Levinger  (Bib.  351). 

Echinococcus  of  the  lung  in  an  isolated  focus  producing  dyspnea  was 
discovered  bronchoscopically  by  Kob  and  the  case  is  reported  by  Wad- 
sack  (Bib.  325  and  587). 

Thyroid  tumors.  (Benign).  While  not  a  true  neoplasm,  the  oc- 
currence of  aberrant  thyroid  tissue  within  the  lumen  of  the  trachea  may 
be  so  regarded  and  should  be  so  treated.  The  author  has  had  one  such 
case,  as  follows: 

A  woman  of  34  years  was  certain  that  she  had  aspirated  a  fish  bone 
three  days  before  coming  to  the  author.  Bronchoscopy  revealed  a  tracheo- 
bronchitis. Xo  foreign  body  was  present,  but  a  small  pedunculated 
tumor  was  found  attached  to  the  left  anterior  wall  of  the  trachea.  It 
was  removed  with  the  tissue  forceps,  Fig.  35,  and  found  by  Dr.  Willetts 
to  be  composed  of  thyroid  tissue.  The  endotracheal  wound  healed  in  a 
few  days,  and  eight  months  later  there  was  no  sign  of  any  operation  hav- 
ing been  done  upon  the  trachea  and  the  wall  seemed  smooth  and  normal. 
The  thyroid  gland  and  its  isthmus  were  in  normal  position  and  of  about 
normal  size.  It  seems  quite  unlikely  that  the  tumor  had  any  connection 
whatever  with  the  patient's  symptoms,  though,  as  mignr  nave  been  ex- 
pected, the  symptoms  subsided  and  probably  would  have  done  so  with- 
out operation.  A  xtvy  interesting  consideration  of  the  thyroid  gland  in 
its  relations  to  the  trachea  has  been  written  by  Otto  Stein  (Bib.  502). 

Granuloma  of  the  trachea,  the  result  of  perichondritis,  has  been 
observed  bv  the  author  in  a  number  of  instances.  In  two  cases  it  was  due 
to  the  traumatism  of  a  foreign  body  aspirated  and  coughed  up  three 
weeks  and  two  months  respectively  after  the  accident.  In  the  first  in- 
stance, the  granuloma  was  found  at  bronchoscopy  two  months  after  the 
coughing  up  of  the  foreign  body,  and  in  the  second,  about  four  weeks 
after.  In  both  cases  bronchoscopy  was  done  for  persistent  cough  and 
dyspnea,  which  led  to  the  suspicion  that  the  foreign  body  might  have 
been  multiple,  with  consequently  one  or  more  still  remaining  in  the  air 
passages.  In  both  instances,  removal  of  the  granulation  tissue  with  ap- 
plication of  argyrol  in  30  per  cent  solution,  resulted  in  a  cure,  only  one 
treatment  being  necessarj'  in  one  case  and  three  treatments  in  the  other. 
A  ver}'  interesting  case  of  granuloma  in  the  trachea  is  reported  by  Sir 
Robert  Woods.  Extreme  dyspnea  on  both  inspiration  and  expiration 
had  persisted  for  two  months  after  an  attack  of  bronchitis.  Three  bron- 
choscopic  removals  resulted  in  a  perfect  cure.  The  possibility  of  a 
granuloma  being  tuberculous  or  luetic  must  always  be  kept  in  mind. 
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Symptoms  of  benign  tumors  of  the  trachea.  Whether  or  not  cough 
is  a  usual  symptom  of  tracheo-bronchial  benign  tumors,  it  is  impossible^ 
to  say,  because  the  small  number  of  cases  reported  form  an  insufficient 
basis  for  deduction,  but  it  seems  the  most  constant  symptom.  Dyspnea 
and  all  of  the  symptoms  of  defective  drainage  of  secretions  supervene 
when  the  growth  becomes  large  enough  to  be  obstructive.  Radiography 
is  of  service  in  enchondromata  and  osteomata,  and  its  routine  use  in  all 
chronic  chest  diseases  is  indicated  from  many  viewpoints.  Doubtless  the 
same  will  be  said  in  the  future  in  regard  to  bronchoscopy. 

Endoscopic  appearances  of  benign  growths.  The  detection  of  be- 
nign growths  endoscopically  is  not  at  all  difficult,  but  occasionally  granu- 
lation tissue  will  be  removed  under  suspicion  of  being  neoplastic.  As 
this  is  good  treatment  anyway  for  exuberant  granulation,  it  is  the  proper 
course  and  the  microscope  can  make  the  diagnosis.  Another  possible 
mistake  is  a  small  adherent  mass  of  secretion  which  sometimes  simulates 
a  white  growth  in  appearance.  The  removal  of  this  clears  up  the  diag- 
nosis. Syphiloma  of  the  trachea,  as  in  the  following  case,  may  simulate 
tumor  very  closely.  A  man,  aged  40,  complaining  of  severe  dyspnea  and 
slight  dysphagia,  was  found  to  have  a  sessile  tumor  projecting  from  the 
right  posterior  wall  of  the  trachea.  There  was  a  strong  suspicion  of 
malignancy,  but  as  it  is  the  author's  rule  to  apply  the  therapeutic  test 
to  all  (luestionable  cases  of  malignancy  no  specimen  was  taken  in  this 
case.  Four  weeks  of  antiluetic  treatment  cleared  up  the  tumor  com- 
pletely. In  another  similar  case  a  specimen  was  removed  because  of  the 
exceedingly  strong  suspicion  of  malignancy.  Dr.  Willetts  reported  the 
specimen  as  certainly  not  malignant  and  with  a  strong  suspicion  of  lues. 
Treatment  verified  the  biopsy.  Most  important  of  all  is  not  to  mistake 
an  aneurysm  which  is  invading  the  trachea  for  a  tumor.  This  is  perhaps 
the  one  mistake  which  absolutely  must  not  be  made.  An  aneurysm  of 
sufficient  size  and  duration  to  invade  the  tracheal  wall  can  be  diagnosti- 
cated by  the  internist,  the  fluoroscopist  and  the  radiographer.  The  en- 
doscopic appearances  of  aneurysm  are  rather  of  comj^ression  than  of  a 
neoplasm  involving  the  tracheal  wall.  The  lumen  is  apt  to  he  more  or 
less  scabbard-like  in  shape.  There  may  not  be  an  abnormal  amount  of 
pulsation.  The  endoscopic  appearances  of  aneurysm  are  elsewhere  men- 
tioned. 

Bronchoscopic  remoral  of  benign  groivths  of  the  trachea  presents 
but  little  difficulty  if  proper  forceps  are  used.  The  author  has  had  great 
satisfaction  in  all  sorts  of  removal  of  tissue  from  the  larynx,  trachea, 
bronchi  and  esophagus  with  the  forceps  shown  in  Fig.  3.").  They  will  bite 
into  the  lateral  wall  if  the  movable  jaw  be  forced  toward  the  wall.  The 
jaw  should  be  set  so  as  to  rise,  in  the  normal  position  of  the  handle.     In 
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case  of  large  tumors  producing  great  dyspnea  quick  action  may  be  nec- 
essary because  the  dyspnea  is  apt  to  be  increased  by  the  spasm  incidental 
to  the  presence  of  the  bronchoscope  in  the  trachea.  Under  no  circum- 
stances whatever  should  a  general  anesthetic  be  used  for  such  an  oper- 
ation. The  lar}*nx  may  be  locally  anesthetized  and  the  bronchoscope  in- 
serted with  an  assistant  holding  the  forceps  in  readiness  for  immediate 
removal  as  soon  as  discovered.  Of  course,  the  presence  of  tumor  may 
not  be  suspected,  but  in  every  case  of  dyspnea  the  endoscopist  should  be 
prepared  for  ever}*  emergency.  The  risks  of  removal  are  very  slight 
so  far  as  hemorrhage  is  concerned  if  the  growth  is  small,  even  if  it  is 
angiomatous,  provided  it  is  not  fungations  on  an  aneurysmal  erosion. 
The  blood  from  a  slow  oozing  will  be  coughed  out,  before  the  clots  break 
down. 

Edematous  polypi  in  the  frocheo-hronchial  tree.  Edematous  polypi 
and  other  more  or  less  tiimor-like  inflammatory  sequelae  are  not  infre- 
quently seen  in  connection  with  the  mixed  infections  following  ulcera- 
tion from  malignant  or  other  diseases. 


CHAPTER    XXIV. 

IVtiign  Neoplasms  of  the  Esophagus. 

Tho  author  i>i  unaMo  ti^  avUI  anvthinj:^  tri)m  i>ersonal  exi>erience  to 
the  siugTc  case  rcin^rtcil  i  lUb.  \Mil^  p.  11:?  V  In  the  author's  experience, 
:!:orvtorx\  K*iu^ti  tuntors  im'  th»o  osi»pha^is  are  amonv::  the  most  rare  af- 
tvVtNv^s  He  ha:»  seen  a  luuuher  v>f  oases  ox  eileniaious  in^lypi  associatefl 
u:th  v^rhev  !c>ion<,  beniiiii  auvi  inai'CiKuu,  aiul  one  without  anv  associated 
>s;v^rs  ti'a;  ov^uM  >e  vletennineil  at  the  time  of  the  esophagoscopy.  The 
s:>oc'r;'xrs  were  rvrx>rtevl  UJKM^  by  Or.  Kniest  \\\  Willets  as  edematous 
::>s;x'  wi:h  nvrv  or  'ess  nhrvnis  connectixe  tissue,  and  with  a  layer  of 
><;:anv,:s  ev::hc;u:ir.  Tlu^se.  of  cvuirse.  were  not  true  neoplasms,  hut. 
'tvc  sr:v:!jir  :;rTt:v^-s  -r  the  Va^sc,  were  the  resuii  of  pro'.or.i^evi  int^ammalion. 
T'v  Jiu:>o'  r,i<  ,i's<^  ^er::*  ,i  ivaml^T  of  cases  of  irrav.u'.omata.  and  in  one 
i"N:ji:v^.  Ji  :vav>  v^f  scar  :i<suc  t^a:  resemMevi  a  c::e'.;:v:.     A  few  cases 
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CHAPTER    XXV. 

Endoscopy  in  Malignant  Disease  of  the  Larynx. 

Following  the  initiative  of  Sir  Felix  Semon  and  Mr.  Butlin,  the  au- 
thor's thyrotomies  for  intrinsic  laryngeal  malignancy  of  small  extent 
have  yielded  such  a  large  percentage  of  cures,  that  he  feels  that  it  would 
be  a  step  backward  to  attempt  endoscopic  extirpation.  Therefore,  in 
the  author's  opinion,  the  usefulness  of  direct  laryngoscopy  is  confined  to 
diagnosis  of  the  disease,  and,  equally  important,  to  assist  in  deciding  the 
question  of  operability.  As  urged  by  Semon  no  specimen  should  be 
taken  in  a  case  clinically  malignant,  unless  the  patient  has  already  con- 
sented to  operation  in  the  event  of  biopsic  confirmation.  This  applies 
with  especial  force  to  intrinsic  disease.  The  technic  of  taking  a  speci- 
men by  direct  lar\'ngoscopy  is  given  in  Chapter  \'II.  Particular  attention 
is  called  lo  the  author's  method  of  operating  at  the  side  of  the  tongue  in- 
stead of  over  the  dorsum.  The  author  has  had  uniformly  good  results 
from  biopsy  in  malignancy  since  taking  the  specimens  by  the  direct 
method,  which  is  in  marked  contrast  to  prior  results  from  the  indirect 
method.  Complications  after  taking  a  specimen  are  rare  if  the  case  is 
malignant.  They  are  the  same  as  might  follow  any  endolaryngeal  opera- 
tion fq.  v.).  In  case  of  a  gumma  on  the  eve  of  breaking  down,  the  process 
may  be  hastened  and  prompt  specific  treatment  will  be  necessar>'. 

The  decision  as  to  the  operability  of  any  laryngeal  malignancy  de- 
pends upon  whether  the  party  wall  is  involved  or  not.  Involvement,  no 
matter  how  slight,  means  the  patient's  chances  are  slender,  no  matter 
how  radical  the  operation,  because  of  the  free  lymphatic  leakage.  The 
degree  of  involvement  can  be  determined  by  direct  laryngoscopic  and 
esophagoscopic  examination  of  the  party  wall,  on  its  anterior  and  pos- 
terior surfaces.  The  esophageal  speculum  is  useful  here.  In  a  number 
of  instances  the  author  has  found  involvement  of  the  party  wall  below 
the  arytenoids  posteriorly  in  cases  free  from  arytenoid  fixation  and 
seemingly  intrinsic.  In  other  cases,  extrinsic  by  origin  or  extension,  he 
has  advised  against  laryngectomy  because  of  glandular  nodes  observable 
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goscopically  in  the  esophagus,  though  covered  with  apparently 
.1  mucosa.  In  one  such  illustrative  case  a  series  of  nodes  were 
M  different  locations  from  the  left  pyriform  sinus  to  the  level  of 
pper  thoracic  aperture,  hidicating  unremovable  involvement.  The 
nt  dying  shortly  afterward,  enabled  autoptical  confirmation  by  Dr. 
rews  (Fig.  38!)). 

Maliifnant  disease  of  the  epiglottis  may  be,  in  very  rare  instances, 
exception  to  contraindication  of  endoscopic  extirpation  of  malignancy. 


\ 


iis('o|>ic  mA  ill  decision  as 
esi  i|ih;ini ISC o[)i tally  the  ly^ 
Ljjaitisl  laryiiHectomj-. 


In  those  rare  ca-^cs  of  maligtianoy  strictly  limited  lo  the  tip  of  the  epiglot- 
tis and  of  small  extent,  endo'^copic  removal  is  justitiable  i>rovided  the 
amputation  of  tin;  t'liijilotti-i  will  ^'ive  a  siiflicientlv  wide  removal.  The 
author  has  had  two  case.-  uf  this  kind,  now  well  at  llie  age  of  four  years 
and  two  years  rcstuvlively.  The  method  used  was  amputation  as  nearly 
tinal  as  possilil-,-.  of  the  ciiifjlottis  with  tlie  heavy  snare,  Fig,  41.  The 
disease  was  of   very  small   extern  and  histologically  was   found  by    Dr. 
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W'illetts  to  be  epitheliomatous.  Healing  was  prompt  and  uncomplicated. 
Delavan  (Bib.  117)  reports  a  cure  of  epiglottidean  malignancy  by  indi- 
rect removal. 

Radium  for  malignant  disease  of  the  larynx.  As  yet  radium  has 
not  given  results  that  would  warrant  its  use  in  any  operable  case  in  the 
larynx  or  elsewhere.  In  inoperable  cases  excellent  palliative  results  war- 
rant its  use.  The  dosage  and  screening  required  are  about  the  same  as 
will  be  given  later  for  esophageal  malignancy.  The  container  with  heavy 
dosage  may  be  held  in  place  under  ocular  observation  as  was  done  by 
Dr.  Ellen  J.  Patterson  for  thirty  minutes  at  each  sitting  using  cocaine 
anesthesia.  Or  a  tracheotomy  may  be  done,  the  capsule  placed  above 
the  tracheotomic  cannula  to  which  it  is  tied  with  braided  silk  as  is  done 
with  the  author's  laryngostomy  apparatus  (q.  v.).  The  following  is  a 
report  of  Dr.  Ellen  J.  Patterson's  case: 

Indirect  laryngoscopy  showed  the  condition  sketched  at  A,  Fig.  390. 
The  left  side  was  apparently  uninvolved,  but  on  the  right  the  entire 
aryepiglottic  fold  including  the  arytenoid  eminence  was  infiltrated,  thick- 
ened and  covered  with  nodules  of  a  dark  reddish  color.  There  was  only 
slight  movement  of  the  right  ar}'tenoid.  The  growth  seemed  to  involve 
the  external  portion  of  the  ventricular  band  and  there  was  a  slight  in- 
filtration at  the  base  of  the  epiglottis  on  the  right  side.  A  large  mass  of 
glands  was  palpable  in  the  neck  low  down  along  the  sternomastoid  muscle. 
A  large  specimen  was  removed  and  submitted  to  Dr.  Ernest  W.  Willetts, 
Professor  Oscar  Klotz,  Dr.  W.  Eroescher  of  Pittsburgh,  and  Dr.  Evans 
of  Chicago,  all  of  whom  reported  the  growth  to  be  sarcoma.  The  pa- 
tient was  not  seen  again  until  one  month  later.  Upon  indirect  examina- 
tion the  growth  had  almost  doubled  in  size  overhanging  the  glottis  as 
shown  at  !>.  Fig.  :)\H).  There  was  now  not  the  slightest  motion  to  the 
right  arytenoid  and  the  left  seemed  to  be  slightly  impaired.  There  was 
a  very  slight  puffiness  about  the  base  of  the  left  arytenoid  eminence.  The 
disease  was  clearly  inoperable  because  of  the  very  large  mass  of  infil- 
trated glands  in  the  neck,  the  nodes  seen  esophagoscopically,  and  the 
crossing  of  the  process  past  the  posterior  commissure.  At  the  request 
of  the  patient  radium  treatment  was  instituted  by  Dr.  Patterson  under 
the  advice  of  Dr.  W.  Proescher  as  to  dosage  and  duration.  Radium 
bromide  equivalent  to  7.")  mgm.  of  radium  element  was  applied  daily  for 
thirty  minutes,  the  well  screened  capsule  being  placed  in  contact  with  the 
longest  diameter  of  the  growth.  In  addition,  the  patient  was  given  a 
capsule  containing  ."SO  mgm.  of  radium  element  which  was  bandaged  over 
the  infiltrated  mass  of  glands  in  the  neck  for  ten  hours  daily.  After  one 
month's  treatment  with  the  radium  the  condition,  which  had  been  as 
shown  at  P>.  Fig.  'M)0,  had  entirely  disappeared,  leaving  both  aryepiglottic 
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folds  and  arytenoids  almost  symmetrical  as  shown  at  C.  There  was 
quite  an  improved  motility  of  the  right  arytenoid,  though  it  was  not  able 
to  make  more  than  half  a  normal  excursion.  The  patient  was  not  seen 
again  until  two  months  later  when  it  was  found  that  there  was  an  ede- 
matous-looking  slight  enlargement  of  the  right  aryepiglottic  fold,  though 
it  was  not  nodular  and  not  of  the  dark  color  of  the  primary  condition. 
Down  on  the  posterior  surface  of  the  right  aryepiglottic  fold  there  could 
be  seen  the  upper  edge  of  an  ulcer  which  extended  downward  into  the 
right  pyriform  sinus,  involving  its  anterior  wall,  as  shown  at  D.  When 
the  larynx  was  drawn  forward  with  the  direct  laryngoscope,  the  ulcer 
was  seen  to  extend  nearly  2  cm.  down  into  the  hypopharynx.  Dr.  Pat- 
terson removed  a  specimen  from  the  edge  of  this  ulcer.  Dr.  Ernest  W. 
Willetts  reported  it  to  be  an  undoubted  epithelioma  with  typical  epi- 


Fio.  3ga — Illustrating  a  case  of  laryngeal  sarcnmj  m  a  nmii  of  57  ^e^rs.  The 
growlli  (B)  disappeared  under  radium  treatment  as  shoMn  at  C.  Epithcliuma  ap- 
peared later  as  shown  at  D.  Heavier  radiunj  dosage  caused  disappearance  of  the 
epithelioma.  The  growth,  prior  to  trealmenl,  had  increaiicd  from  the  size  shown 
in  A  In  the  size  shown  in  B.  Death  occurred  ah'mt  a  year  later  of  recurrence  and 
metastases  (Case  of  Dr.  Ellen  J.  Patterson.) 

thcHomatous  cell  pictures.  Drs.  TVoeschcr  and  Klolz  concurred  unquali- 
fiedly. Under  the  advice  of  Dr.  I'roeschcr  radium  bromide  equivalent 
to  200  mgm.  of  radium  element  was  applied  for  a  half  hour  on  alternate 
days  for  five  applications.  This  caused  the  disappearance  of  the  growth. 
One  year  later  the  patient  died  of  recurrence  and  metastases. 

Remarks.  Lues  was  excludetl  by  a  verj-  thorough  therapeutic  test 
by  Dr.  Lawrence  Litchfield  and  Dr.  L.  C.  Hixler.  The  eminent  pathol- 
ogists mentioned  all  agreed  that  there  was  absolutely  no  histologic  evi- 
dence of  cancer  in  the  first  s]>ecimen  taken,  which  was  a  very  large  one, 
and  hence  fairly  representative  of  the  neoplastic  process  then  present. 
It  seems  justifiable  to  suppose  that  the  radium  caused  the  disappearance 
of  the  primary  condition.  The  change  from  a  coimcctive  tissue  type  of 
neoplasm  to  an  epithelial  type  seems  to  the  author  very  rare,  as  he  had 
never  before  seen  such  a  case.     Mr.  Waller  G.  Howartli,  who,  when 
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honoring  the  author's  clinic  with  a  visit,  saw  the  patient  at  the  stage 
shown  at  D,  mentioned  a  case  of  his  own  in  which  there  was  a  change 
from  an  epithelial  tissue  type  to  a  connective  tissue  type.  A  papilloma 
was  removed  from  the  uvula  of  a  boy.  This  was  followed  six  months 
later  by  a  growth  in  the  velum  bulging  both  anteriorly  and  posteriorly. 
Mr.  Howarth  removed  the  entire  velum  with  the  tonsil,  followed  by  per- 
fect healing.  This  growth  was  found  to  be  a  fibroma.  Four  months 
later  a  pedunculated  mass  developed  in  the  scar  and  was  removed  by  ex- 
ternal operation  along  with  involved  glands.  This  growth  was  found  to 
be  a  spindle-celled  sarcoma.  This  operation  was  followed  by  hopeless 
recurrence  from  which  the  last  specimen  examined  showed  a  small  round- 
celled  sarcoma.  All  of  the  specimens  were  examined  by  Mr.  Shattuck 
and  all  of  the  operations  were  done  by  Mr.  Howarth.  Such  cases  are 
exceptions  to  the  law  that  tissue  never  changes  type.  The  efficiency  of 
radium  in  prolonging  life  in  Dr.  Patterson's  case  is  undoubted  in  view 
of  the  rapid  growth  in  one  month's  time  prior  to  treatment  as  shown  by 
comparing  A  and  B,  Fig.  390.  That  an  ultimate  cure  did  not  result  is 
disappointing,  but  the  palliative  results  were  well  worth  while. 

Diathermy.  Mr.  Douglas  Hamer  reports  such  excellent  results  from 
diathermy  in  the  treatment  of  inoperable  laryngeal  and  faucial  malig- 
nancy that  its  use  alone  or  cojointly  with  radium  promises  excellent 
palliative,  possibly  curative  results.  (See  Journal  of  Laryngology,  Rhin- 
ology  and  Otology,  October,  1914.) 


CHAPTER    XXVI. 

Bronchoscopy  in  Malignant  Growths  of  the  Trachea. 

The  author  has  seen  but  one  case  of  maHgnant  tumor  originating  in 
the  interior  of  the  thoracic  trachea,  at  a  stage  when  such  origin  could  be 
verified.  But  such  cases  occurring  in  the  subglottic  region  of  the  larynx 
have  been  observed  by  all  laryngologists,  including  the  author,  and  post 
mortem  findings  would  indicate  that  endobronchial  or  endotracheal  origin 
does  occur.  A  case  of  cancer,  probably  arising  from  an  endotracheal 
mucous  gland  in  the  subglottic  trachea,  is  reported  by  Sir  Robert  Woods. 
The  bronchoscope  offers  a  means  for  the  early  diagnosis  of  malignant 
tumors  of  the  thorax.  As  these  tumors  occur  most  frequently  at  the 
hilus,  it  is  seldom  that  even  an  early  diagnosis  renders  surgical  extirpa- 
tion possible,  and  yet  wnih  the  rapidly  advancing  development  of  thoracic 
surgery  it  behooves  us,  as  endoscopists,  to  develop  the  early  diagnosis  of 
malignancy  to  the  utmost  in  order  to  be  of  assistance  to  the  general  sur- 
geon. As  is  well  known,  neither  the  X-ray  nor  physical  signs  give  any 
evidence  of  mediastinal  malignancy  at  a  very  early  stage.  Posticus 
paralysis,  it  is  true,  is  quite  an  early  evidence,  but  in  most  cases  it  is 
simply  an  indication  for  further  investigation  in  order  to  determine 
whether  or  not  the  paralysis  is  due  to  intrathoracic  conditions.  The 
most  common  form  of  malignancy  in  the  trachea  is  a  secondary  process 
from  a  i)eritracheal  growth.  As  enumerated  under  the  head  of  malig- 
nant disease  of  the  esophagus,  the  author  has  seen  quite  a  number  of 
cases  where  the  trachea,  or,  more  often,  the  left  bronchus  was  invaded 
by  a  tumor  which  also  invaded  the  esophagus.  It  is  not  often  {possible 
to  determine  the  point  of  origin  of  the  growth.  It  may  be  in  the  trachea, 
in  the  esophagus  or,  more  j^robably,  in  the  mediastinum.  The  endo- 
tracheal a])pearances  are  quite  similar  to  malignant  disease  elsewhere. 
In  the  later  stages,  which  the  i)rocess  has  practically  always  reached  by 
the  time  it  comes  to  the  endoscopist,  endotracheal  and  endobronchial 
malignancy  are  characterized  by  a  bleeding  mass  of  f ungating  tissue 
bathed  in  pus  and  secretion,  usually  foul.  The  diagnosis  of  a  malignant 
process  which  has  already  involved  the  lumen  of  the  trachea  is  to  be  made, 
not  so  much  by  the  endoscopic  appearances  as  by  the  removal  of  a  speci- 
men of  tissue.  No  danger  whatever  attaches  to  this  if  carefully  done  and 
if  aneurysm  be  excluded.  As  elsewhere  stated,  an  aneurysm  large  enough 
to  invade  the  tracheal  lumen  can  easily  be  diagnosticated  by  radiography, 
fluoroscopy  and  by  the  internist.  Sarcoma  and  carcinoma  of  the  thyroid 
gland  when  perforating  into  the  trachea,  as  pointed  out  by  Sir  Fehx 
Semon  (Bib.  471)  usually  become  pedunculated. 
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Peritracheal  or  peribronchial  malignancy  may  cause  a  compressive 
stenosis  covered  with  normal  mucosa.  Endoscopically  the  wall  is  seen 
to  bulge  in  from  one  side  at  any  part  of  the  lumen  causing  a  crescentic 
picture,  or  compression  of  opposite  walls  may  cause  a  ''scabbard"  or 
pear-shaped  lumen.  Usually  the  compression  will  be  found  hard  and 
firm  and  the  involved  bronchus  less  easily  moved  laterally  than  normal. 
Deviation  of  the  trachea  may  be  marked  in  peritracheal  malignancy  and  is 
to  be  distinguished  from  anomalous  deviations  by  the  compressive  hard- 
ness and  fixation  of  the  former.  Compression  by  normal  or  malignant 
thyroids,  especially  retrotracheal  malignant  goitre  renders  bronchoscopic 
exploration  advisable  as  a  preliminary  to  operation  as  mentioned  under 
** Anesthesia.*'  The  reader  is  referred  to  the  beautiful  and  instructive 
'*Atlas  der  Bronchoskopie'*  by  Dr.  M.  Mann  ( Rib.  Wl )  for  pathological 
studies  of  cases  of  mediastinal  malignant  disease  with  endotracheobron- 
chial  manifestations  discovered  bronchoscopically ;  also  to  the  excellent 
article  of  Mosher  (Bib.  403),  Theisen  (Bib.  r)4S)  and  of  Ingersol  (Bib. 
219). 

Treatment.  Up  to  the  present  time  but  one  case  of  successful  ex- 
tirpation of  malignancy  has  come  to  the  writer's  knowledge.  This  was  a 
case  of  Kahler,  in  which  a  tumor  of  the  right  bronchus  was  removed 
bronchoscopically,  its  insertion  being  afterward  cauterized  with  the 
galvano-cautery.  The  tumor  was  found  to  be  a  papillar}-  cylinder-celled 
carcinoma.  At  the  time  of  the  report  the  patient  had  remained  free 
from  recurrence  at  the  end  of  two  and  one-half  years.  Ephraim  reports 
the  removal  of  hemorrhagic  and  obstructive  fungations  of  malignancy 
with  the  subsequent  application  of  the  galvano-cautery  with  great  relief 
of  pain  and  the  arrest  of  hemorrhage  and  the  lessening  of  dyspnea.  Un- 
til a  therapeutic  cure  shall  be  discovered  most  of  the  cases  will  be  sub- 
jects for  a  palliative  tracheotomy  and  radium  therapy.  The  methods, 
screening  and  dosage  are  probably  al)out  the  same  as  those  given  for 
esophageal  malignancy.  In  doing  a  tracheotomy  it  is  necessary  not  only 
to  open  the  trachea  to  put  in  a  cannula,  but  to  make  sure  that  that  can- 
nula gets  down  below  the  diseased  process  and  pipes  the  air  down  to  one 
or  both  bronchi  which  are  still  functionating.  In  quite  a  number  of  the 
author's  cases  there  has  been  a  mere  fistulous  tract  kept  open  by  the 
long  tracheal  cannula  long  after  the  tracheal  wall  has  been  obliterated 
by  the  cancerous  process  throughout  a  greater  or  less  portion  of  its  ex- 
tent. The  patient  is  able  to  get  up  secretions  better  through  the  long 
tracheal  cannula  than  he  can  through  the  diseased  trachea  even  if  he 
could  get  air  enough  down  without  the  cannula,  which  is  seldom  the  case, 
so  that  tracheotomy  with  the  long  tube  probably  prolongs  the  patient's 
life  by  lessening  the  absorption,  as  well  as  by  preventing  asphyxia. 


CHAPTER    XXVII. 

Malignant  Disease  of  the  Esophagus. 

Cancerous  lesions  of  the  esophagus  are  usually  single.  This  is  rare- 
ly discoverable  esophagoscopically,  because  it  is  rarely  justifiable  to  push 
an  esophagoscope  beyond  the  site  of  the  first  lesion.  Nevertheless,  as  a 
post  mortem  fact,  it  has  been  demonstrated  by  Seelig  (Bib.  469)  that 
implantation  metastases  may  exist  in  the  esophagus  below  the  primary 
lesion  (Fig.  391).  Malignant  disease  of  the  esophagus  is  rather  more 
frequent  at  the  upper  extremity,  next  in  frequency  is  the  lower  extremity 
near  the  cardia,  the  middle  portion  being  least  often  involved.  In  all 
cases  of  suspected  cancer,  it  is  necessary  to  exclude  aneurysm  by  radiog- 
raphy before  making  an  examination.  Then  in  proceeding  with  the 
esophagoscopy  it  is  necessary  to  exercise  great  care  to  pass  the  tube  by 
sight  and  not  with  a  mandrin,  because  the  growth  may  be  higher  situated 
than  is  suspected.  Of  course  this  same  rule  applies  to  all  esophagoscopy, 
but  there  has  been  quite  a  number  of  cases  reported  where  the  esoph- 
agoscope had  perforated  the  very  much  weakened  wall  of  a  malignancy 
situated  close  to  the  cricopharyngeal  narrowing.  Therefore,  it  is  neces- 
sary to  be  doubly  careful,  especially  as  the  infiltration  may  make  the 
passage  of  the  esophagoscope  more  difficult  than  usual  in  this  narrow 
portion  of  the  esophagus.  Unfortunately,  malignant  disease  of  the  esoph- 
agus is  but  rarely  seen  early.  There  are  two  reasons  for  this.  First, 
the  early  stages  of  the  disease  produce  no  symptoms.  Second,  when 
symptoms  begin  to  api)ear  they  are  so  slight  that  usually  neither  patient 
nor  attending  physician  suspects  serious  disease,  calling  for  immediate 
esophagoscopy.  With  a  wider  recognition  of  the  usefulness  of  the  esoph- 
agoscope for  early  diagnosis,  there  will  be  a  change  in  this  respect.  It 
should  be  an  absolute  rule  that  no  transthoracic  operation  for  malig- 
nant disease  of  the  esophagus  should  be  attempted  until  after  a  specimen 
has  been  removed  and  the  diagnosis  confirmed.  For  the  removal  of  this 
specimen,  of  course,  the  esoi)hagoscopic  method  is  the  only  one.     The 
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specimen  should  be  ample,  and  should,  if  possible,  include  a  little  of  the 
adjacent  normal,  though  greater  care  is  needed  here  than  elsewhere  as 
to  the  amount  of  nonnal  that  may  be  taken.  A  little  of  the  mucosa  is 
sufficient.  The  only  contraindication  to  the  taking  of  a  specimen  is  such 
a  profoundly  anemic  condition  that  oozing  which  may  follow  may  turn 
the  balance  against  the  patient.  This  anemic  condition  is  usually  only 
found  in  those  cases  that  have  been  permitted  to  become  moribund  from 
hunger  and  thirst  from  too  long  delayed  gastrostomy.  In  such  cases  the 
gastrostomy  should  be  done  at  once  and  the  patient  fed  until  the  specimen 
may  be  taken  with  safety.  Unfortunately,  such  patients,  especially  if 
there  have  been  a  few  days  of  water  hunger,  make  exceedingly  bad  sur- 
gical subjects,  so  that  the  minor  operation  of  gastrostomy  assumes  a 


Fic.  3gi, — Implantation 
sentaiion  of  a  coiled  up  lonRitudinal  so 
esopliagiis  is  ?een  at  z ;  at  the  lower  end 
(See  anide  by  i.[.  G.  Seelig,  Bib,  469.) 


the  esophagus.  Diagrammatic  repre- 
L.  The  primary  lesion  at  upper  end  of 
,    The  lesiotis  at  4  and  5  are  metastatic. 


high  mortality.  Cases  of  suspected  cancer,  like  every  other  esophageal 
condition,  should  be  examined  locally  with  an  esophagoscope  before  any 
attempt  is  made  lo  pass  any  instrument  blindly.  The  author  caimot 
agree  with  those  who,  for  any  purpose  whatsoever  prefer  to  pass  a 
bougie  first.  There  have  been  too  many  accidents  from  this  procedure, 
and  the  author  can  see  no  advantage  whatever  in  it,  for  there  is  nothing 
to  be  learned  by  sounding  that  cannot  be  learned  csophagoscopically,  and 
so  far  as  the  patient  is  concerned,  it  is  no  more  annoyance  to  have  an 
esophagoscope  passed  than  to  have  a  sound  passed.  As  for  the  deter- 
mining by  such  a  method  the  length  of  the  tube  to  be  used,  which  is  the 
last  remaining  excuse  given,  it  is  quite  needless.  The  author's  custom  is 
to  examine  the  upper  region  of  the  esophagus  first  with  the  esophageal 
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speculum  and  then  to  pass  the  )3  cm.  esophagoscope,  which  is  the  only 
one  needed  for  adults.  Sarcoma  is  much  less  frequent  than  carcinoma 
but  does  occasionally  occur.  It  is  exceedingly  seldom  that  there  is  any 
dilatation  above  a  cancerous  stenosis,  possibly  because  the  stenosis  is 
seldom  sufficiently  obstructive  until  late  in  the  disease.  Occasionally, 
however,  quite  a  considerable  dilatation  has  been  observed  by  the  author 
which  leads  to  the  suspicion  that  there  was  some  spasmodic  condition 
prior  to  the  development  of  cancer,  and  possibly  the  cancerous  process 
was  implanted  upon  the  chronic  inflammation. 

Esophagoscopic  appearances  and  diagnosis  of  malignant  disease  of 
the  esophagus.  The  esophagoscopic  appearances  of  cancer  vary  greatly, 
according  to  the  stage  in  which  the  disease  is  seen,  and  also  according  to 
whether  the  esophagus  or  neighboring  viscera  are  primarily  invaded. 
The  following  forms  of  lesion  are  those  usually  seen : 

1.  Submucosal  infiltration  covered  by  perfectly  normal  membrane, 
usually  associated  with  more  or  less  bulging  of  the  esophageal  wall,  and 
usually  associated  with  hardness  and  infiltration. 

2.  Leucoplakia. 

3.  Ulceration  projecting  but  little  above  the  surface  at  the  edges. 

4.  Rounded  nodular  masses  grouped  in  mulberry-like  form,  either 
dark  or  light  red  in  color. 

5.  Polypoid  masses. 

6.  Cauliflower  fungations. 

In  considering  the  esophagoscopic  appearances  of  cancer,  it  is  neces- 
sary to  remember  that  after  ulceration  has  set  in  the  cancerous  process 
may  have  engrafted  upon  it,  and  upon  its  neighborhood,  the  results  of 
inflammation  due  to  the  mixed  infections.  Cancer  invading  the  wall 
from  without  may  for  a  long  time  be  covered  with  j^erfectly  normal 
mucous  membrane.    The  significant  signs  at  this  early  stage  are : 

1.  Absence  of  one  or  more  of  the  normal  radial  creases  between 
the  folds. 

2.  Asymmetry  of  the  inspiratory  enlargement  of  lumen. 

3.  Sensation  of  hardness  of  the  wall  on  pal])ation  with  the  tube. 

4.  The  involved  wall   will   not   readily  be  made  to   wrinkle   when 
'pushed  upon  with  the  tube  mouth. 

In  determining  deformity  of  the  outline  of  the  esophageal  lumen, 
it  is  necessary  to  be  careful  that  the  head  of  the  patient  is  not  rotated; 
because  rotation  may  cause  distortion  of  the  esophagus  as  demonstrated 
graphically  in  the  radiograi)h,  Fig.  392.  In  the  later  stages,  when  the 
submucosal  growth  begins  to  break  through,  the  mucous  membrane  be- 
comes nodular,  and  then  is  usually  darker  in  color  with  apparent  great 
increase  of  vascularity.     In  the  f ungating  forms  of  cancer,  the  funga- 
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tions  may  take  a  polypoid  shape,  the  individual  polypi  being  covered  with 
epithelium  and  the  general  color  being  quite  similar  to  normal  esophageal 
mucosa  or  to  nasal  edematous  polypi,  or  they  may  be  quite  red.  This 
latter  form  is  rather  rare.  Much  more  common  are  the  fungations  which 
look  like  e.xuberant  granulations  in  an  unhealthy  wound.  We  also  oc- 
casionally see  white  grass-like  projections  such  as  are  seen  at  times  in  the 


Fig.  3Q2. — Radioeraph  of  a  coin  in  the  esophagus,  showing  the  diagonal  res- 
piralcfy  esophageal  movement  with  rotated  head,  and  illustrating  the  necessity 
of  the  exact  nii'dinn  iion-rolatcd  position  "f  the  head  if  any  diagnostic  importance 
is  to  be  attached  to  asytnmettica]  respirator)-  e.sophageal  movement  in  escphagos- 
copy  for  suspected  periesophageal  or  submucosal  esophaReal  lesions.  Incidentall.v 
this  ilKistrales,  also,  one  of  the  disadvantages  of  the  lateral  position  for  esoph- 
agoscopy  for  disease.    Radiograph  by  Dr.  George  J.  Boyd. 

lan-nx.  The  itlcerated  forms  of  esophageal  malignancy  seldom  resemble 
ulceration  seen  in  the  mucosa  higher  up.  Part  of  this  seeming  dissimi- 
larity is  due  to  the  position  in  which  the  ulcer  lies  with  reference  to  the 
point  of  view.  Ulceration  in  the  esophagus  is  seen  more  or  less  on  edge 
through  the  e soph agosc ope,  and  because  of  the  basal  infiltration,  it  is 
seldom  feasible  to  turn  the  ulcer  sidewise,  as  could  be  done  by  lateral 
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pressure  on  the  esophageal  wall  above  the  ulcer  if  it  were  not  for  tin 
infiltration  beneath.  If  a  very  large  esophagoscope  is  used,  there  is  mon 
or  less  turning  of  the  ulcer  and  then  the  crater  can  be  seen,  and  also  tin 
distal  edges.  The  edges,  in  some  instances,  are  under  cut,  though  usualh 
not.  In  many  instances  there  are  smaller  budding  granulations  alon| 
the  edge  of  the  ulceration.  In  some  instances,  the  ulcerations  are  cov 
ered  with  whitish  projections,  looking  somewhat  like  papillomata,  bui 
the  individual  projections  are  more  pointed.  The  center  may  be  some 
what  lower  than  the  periphery,  and  in  many  instances  is  covered  with  ; 
layer  of  exudate,  whitish  or  yellowish  in  color,  the  exact  color  depend 
ing,  of  course,  on  the  degree  of  illumination.  There  is  almost  invariabl; 
more  or  less  oozing  of  blood,  even  before  any  instrument  or  gauze  spong( 
has  come  in  contact  with  the  ulcerated  surface.  In  some  instances,  th< 
border  may  be  very  irregular  with  a  mouse-gnawed  appearance  to  th< 
edges.  In  one  of  the  author's  cases  the  ulcerated  area  seemed  flat,  almos 
depressed,  while  on  top  of  it  was  lying  a  mass  of  slough  and  exudate 
apparently  about  ready  to  detach.  All  of  the  foregoing  types  may  occu 
in  the  same  case,  either  at  different  stages  or  all  may  co-exist  in  on< 
lesion.  It  is  quite  common  to  see  at  least  two  forms  combined  in  th< 
same  lesion.  Two  things  are  characteristic  of  all  later  forms  of  lesions 
All  are  bleeding  when  first  seen,  or  bleed  very  readily  when  wiped  witl 
the  sponges.  They  all  convey  the  idea  of  rigidity  or  fixation  of  the  m 
volved  area,  which  is  in  marked  contrast  to  the  normally  thin,  easily 
movable,  supple  esophageal  wall.  There  is  every  reason  to  believe  tha 
the  very  early  stage  of  cancer  occurs  as  leucoplakia  in  at  least  a  fev 
cases  of  esophageal  cancer.  There  have,  so  far,  been  only  a  few  case* 
observed,  but  opportunity  for  very  early  esoi)hagoscopies  in  cancer  ar< 
so  rare  that  there  is  no  means  of  determining  how  frequent  such  an  on 
set  may  be.  The  author  has  seen  three  cases  of  which  the  following  i 
one: 

Male,  aged  50,  was  admitted  to  the  Presbyterian  Hospital  for  diffi 
culty  in  swallowing  of  about  two  weeks'  duration.  The  onset  had  beer 
quite  sudden,  at  which  time  he  had  been  unable  to  swallow  anything  but 
liquids.  On  passing  the  esophagoscope.  we  encountered,  just  above  the 
hiatal  level,  a  white  patch  about  1  cm.  in  diameter  that  looked  precisely 
as  if  the  mucosa  had  been  burned  with  silver  nitrate.  The  appearand 
was  so  much  like  that  of  the  mucous  plaque,  and  the  onset  of  the  symf* 
toms  had  been  so  recent,  that  we  ordered  the  patient  at  once  put  upci 
antiluetic  treatment,  notwithstanding  a  negative  history  and  noi 
glands.  At  the  end  of  four  weeks  there  was  no  amelioration  of 
symptoms,  and  on  passing  the  esophagoscope  I  found  conditions  preci 
as  before.    At  neither  of  these  two  examinations  could  I  determine 
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Stenosis  of  the  esophagus.  The  10  mm.  esophagoscope  passed  readily 
into  the  stomach  without  obstruction,  so  that  it  was  quite  evident  that 
the  symptoms  from  which  the  patient  suffered  must  have  been  due  to 
spasm,  though  we  were  somewhat  surprised  that  the  passage  of  the  esoph- 
agoscope the  first  time  had  not  relieved  the  symptoms,  temporarily  at 
least,  as  is  usual  in  case  of  spasm.  This  patient  went  west  and  died  of 
"cancer  of  the  stomach."  A  gastrostomy  was  done  for  feeding  about 
two  months  before  his  death.    No  other  data  were  obtainable. 

Sarcoma  of  the  esophagus  probably  resembles  in  a  general  way  the 
appearances  seen  in  cancer.  The  author  has  seen  but  one  case  of  esoph- 
ageal sarcoma.  There  was  a  round  nodular  mass  on  the  posterior 
esophageal  wall,  quite  dark  in  color  and  covered  with  vessels  running  in 
all  directions.  At  the  lower  border  was  an  ulceration,  with  elevated  edges 
and  depressed  center  (Fig.  9,  Plate  III).    Xo  fetor  was  noticeable. 

Differential  diagnosis.  The  differential  diagnosis  by  esophagoscopic 
appearances  alone,  while  not  absolutely  positive,  yet  will  be  rarely  in 
error  with  any  one  who  is  accustomed  to  seeing  malignancy  of  mucosal 
surfaces.  In  cicatricial  stenosis,  we  have  a  thin,  white,  web-like  band, 
or  thin-edged  annular  stricture  with  a  dilatation  above  it.  In  spasmodic 
conditions,  we  have  the  vertical  fold  running  down  into  a  funnel-shaped 
point  ending  in  a  concentric  lumen  of  minute  extent;  the  mucosa  is 
either  normal  or  pasty  and  macerated,  or  in  a  state  of  chronic  esophagitis. 
This  condition  is  usually  more  or  less  diffused,  and  there  is  an  absence 
of  that  rigidity  and  infiltration  that  is  seen  in  malignancy.  In  the  ul- 
cerated type  of  cancer,  it  may  lie  exceedingly  difficult  to  exclude  lues 
without  a  therapeutic  test.  The  differential  diagnosis  between  con^)res- 
sion  stenosis  and  cancer  of  the  submucous  type,  is  based  upon  the  rigidity 
and  fixedness  existing  in  the  esophageal  wall,  and  the  fact  that  this  wall 
cannot  be  wrinkled  up  in  cancer  while  it  is  freely  movable  in  compres- 
sion. In  compression  also  we  have  obliteration  of  the  lumen  to  a  long 
narrow  slit.  In  the  leucoplakia  type,  mucous  patches  of  lues  can  be  ex- 
cluded only  by  the  therapeutic  test.  After  all,  we  must  rely  mainly  upon 
the  histologic  examination  of  an  esophagoscopically  removed  specimen 
which  should,  in  all  cases,  be  as  ample  as  possible  and  should  include  a 
portion  of  the  adjoining  normal. 

Treatment  of  malignant  disease  of  the  esophagus.  Cancer  of  the 
esophagus  has,  at  the  present  day,  100  per  cent  mortality,  but  there  is 
good  reason  to  believe  that  the  surgeon  will  show  a  certain  percentage  of 
cures  as  soon  as  physicians  will  promptly  refer  to  the  esophagoscopist  all 
patients  showing  the  slightest  abnormality  referable  to  the  esophagus. 
Thus  only  can  we  hope  to  discover  and  treat  the  early  cancerous  and 
precancerous   conditions    of    leucoplakia,    erosion,    maceration,    chronic 
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esophagitis,  etc.  That  the  physician  may  do  this  without  hesitation,  it  be- 
hooves the  esophagoscopist  to  so  perfect  his  technic  and  develop  his 
skill  that  a  patient  may  be  esophagoscoped  without  distress  and  without 
anesthesia,  or  at  most  with  local  anesthesia  limited  to  the  pharynx.  The 
work  of  Henry  Janeway,  Willy  Mayer,  Charles  A.  Elsberg  and  others 
has  convinced  the  author  that  resection  of  the  thoracic  esophagus  is  a 
practicable  procedure  and  will  be  frequently  resorted  to  as  soon  as  early 
esophagoscopies  shall  make  the  necessary  early  diagnosis.  The  passage 
of  an  esophagoscope  for  diagnosis  often  gives  great  relief  of  dysphagia, 
and  this  has  lead  to  advocacy  of  the  old  method  of  bouginage.  It  is, 
however,  of  questionable  advisability  even  for  palliation. 

Gastrostomy  is  always  indicated  sooner  or  later,  and  it  should  al- 
ways be  done  before  the  patient's  nutrition  fails.  Like  tracheotomy,  we 
all  preach  its  early  performance,  but  usually  do  it  late.  The  surgeons 
who  advise  against  gastrostomy  forget  that  their  experience  is  based  on 
cases  operated  too  late.  Granting  that  the  patient  is  a  victim  of  a  fatal 
disease,  there  is  no  reason  why  he  should  die  in  the  agonies  of  thirst  and 
hunger.  Death  from  exhaustion  is  fairly  comfortable,  but  death  from 
hunger  and,  especially  thirst,  is  agonizing,  and  the  agony  is  prolonged 
by  the  tantalizingly  small  amount  of  fluid  that  passes  the  stenosis.  If 
the  gastrostomy  be  done  early,  there  is  no  unquenchable  thirst,  no  un- 
satisfied hunger,  and  most  beneficent  of  all,  is  the  almost  invariable  im- 
provement in  the  ability  to  swallow  through  the  esophagus  that  follows 
the  esophageal  rest  after  gastrostomy. 

Intubation  of  the  esophagus.  In  the  palliative  treatment  of  inoper- 
able esophageal  cancerous  stenosis,  gastrostomy  may  be  postponed  by 
esophageal  intubation,  in  many  instances,  until  very  nearly  the  termina- 
tion of  the  case,  though  by  this  it  is  not  meant  to  advise  that  gastrostomy 
should  be  postponed  one  day  after  it  is  clear  that  nutrition  is  going  to 
suffer.  It  is,  of  course,  much  more  satisfactory  to  the  patient  to  swallow 
his  food  even  though  it  be  luiuid,  than  to  have  it  poured  in  through  the 
abdominal  wall.  Esophageal  intubation  has  been  very  satisfactory  in 
the  author's  hands.  All  forms  of  clear  liquids  will  go  through  esoph- 
ageal intubation  tubes  of  4  mm.  internal  diameter,  and  raw  or  very 
slightly  cooked  eggs  can,  with  care,  be  swallowed  with  much  satisfac- 
tion by  the  patient  whose  esophagus  is  thus  intubated.  In  fact,  any  finely 
masticated  food  will  go  through,  though  occasionally  imperfectly  mas- 
ticated particles  may  lodge  in  the  smallest  tubes.  The  author  has  had 
these  tubes  worn  for  quite  a  number  of  months  without  exciting  ulcera- 
tion, though,  of  course,  cancerous  ulceration  was  already  present  in  some 
instances.  The  tubes  should  be  removed  every  week  or  two  for  clean- 
ing.    It  is  essential  to  have  a  duplicate  tube  for  immediate  replacement 
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Fic.  393. — CJharttrs  Symonds  esophageal  intuhatiiin  lultes  i 
sophageal  cancer      (  \iithor's  case). 
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else  the  esophageal  channel  will  quickly  close  so  that  a  smaller  tube  will 
be  needed.  Eventually  a  smaller  and  a  smaller  tube  is  needed  anyway, 
until  none  can  be  introduced.  The  Charters  Symonds  tube  was  intended 
for  introduction  with  a  whalebone  stylet,  without  endoscopic  aid.  In- 
troduction is  greatly  facillitated,  however,  by  drawing  forward  the 
larynx  with  the  lar\mgoscope.  The  thread  may  be  dispensed  with  and 
withdrawal  accomplished  when  necessary  with  the  esophagoscope  and 
forceps.  In  removal  of  the  esophageal  intubation  tube  by  the  thread 
without  the  esophagoscope  the  funnel-shaped  tube  will  always  catch  on 
the  cricoid  cartilage  and  serious  traumatism  may  be  inflicted  if  the  oper- 
ator continues  to  pull.  Drawing  the  larynx  anteriorly  with  the  laryngo- 
scope or  esophageal  speculum,  just  as  if  we  were  exposing  the  crico- 
pharyngeal  constriction,  will  readily  release  the  tube  so  that  it  can  be 


Fig.  394. — Esophageal  intubation  tube  of  Guisez. 

withdrawn.  This  is  a  very  important  procedure  to  remember  in  the 
withdrawal  of  any  instrument  from  the  esophagus.  Serious  and  even 
fatal  trauma  has  been  inflicted  more  often  in  the  withdrawal  of  such 
instruments  as  the  Graefe  basket  than  in  their  insertion.  The  Charters 
Symonds  tube  in  situ  is  shown  in  Fig.  -^i).').  (kiisez  has  devised  soft  rub- 
ber intubation  tubes  that  seem  excellent  (Fig.  IV.)!). 

Radium  in  the  treatment  of  esophageal  malignaney.  The  author 
has  not  yet  seen  any  results  with  radium  that  would  justify  his  urging 
its  use  in  any  case  that  is  amenable  to  operative  treatment.  He  has  seen 
marked  effects  in  inoperable  esophageal  malignancy,  but  so  far  no  abso- 
lute cures.  In  none  of  the  cases  has  sufficient  time  elapsed  to  pass  final 
judgment  upon  the  value  of  radium  therapy  in  neoplasms.  The  author 
would  prefer  to  wait  for  three  or  four  years  before  giving  complete  and 
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tabulated  data  of  his  results.  In  order,  however,  that  other  workers  in 
this  field  may  have  the  use  of  such  technic  as  the  author  has  developed, 
he  deems  it  best  to  publish  this  technic  in  the  hope  that  it  may  be  helpful 
to  other  workers.  The  chemistry-,  physics,  and,  to  a  still  greater  extent, 
the  physiologic  and  therapeutic  activities  of  radium  are  in  such  an  em- 
br}'onic  state  of  development  at  the  time  this  book  goes  to  press,  that 
it  is  quite  impossible,  even  if  the  author  were  capable,  to  give  any  final 
conclusion.  For  all  work  with  which  endoscopy  has  to  deal,  the  con- 
sensus of  opinion  is  that  the  penetrating  or  gamma  rays  are  the  most 
effective.  To  avoid  the  irritating  effect  and  bums  that  the  softer  beta 
rays  would  produce,  it  is  necessary  to  absorb  these  rays  with  suitable 
thickness  of  metal  screen,  usually  silver  or  lead  of  from  0.5  to  2  mm. 
in  thickness.  Wherever  gamma  rays  emerge  from  a  metal  there  are  set 
up  secondary  radiations,  which  are  soft  like  the  very  easily  absorbed 
beta  rays.  These  secondary  rays  are  very  irritating  and  soon  produce 
serious  superficial  burns.  To  avoid  these  deleterious  effects,  it  is  neces- 
sary further  to  screen  the  metal  outside  with  the  equivalent  of  1  or  2 
mm.  of  rubber,  cloth  or  paper.  When  so  screened  with  lead  and  rub- 
ber, a  quantity  of  radium  equal  to  100  mgm.  of  element  can  be  applied  for 
hours  without  producing  a  burn,  whereas,  10  mgm.  of  radium  with  no 
more  protection  than  the  walls  of  a  glass  tube,  in  contact  with  the  tis- 
sues for  ten  minutes,  will  lead  to  serious  burns.  The  shorter  the  period 
of  application  of  radium,  the  larger  the  quantity  that  must  be  used,  since 
an  inadequate  dose  of  the  radiation  merely  stimulates  a  new  growth  to 
more  rapid  proliferation.  As  the  power  of  the  ray  diminishes  as  the 
square  of  the  distance  from  the  radium,  it  necessarily  follows  that  the 
tissues  to  be  acted  upon  must  be  as  close  as  possible,  and  wherever  it  can 
be  so  arranged,  the  neoplastic  tissues  should  be  in  contact  with  the 
radium  container,  while  normal  tissues  should  be  at  as  great  a  distance  as 
possible.  When  we  have  to  deal  with  a  large  cancer  surrounding  the 
esophagus,  as  shown  schematically  in  Fig.  395,  there  is  no  doubt,  as  deter- 
mined by  biopsy  by  Dr.  Andrews  in  consultation  with  the  author,  that 
the  periphery  of  the  growth,  as  shown  at  P,  is  stimulated  by  the  atten- 
uated ray  that  is  able  to  reach  it  through  the  thickness  of  the  tissue  M. 
The  tissues,  H.  in  contact  with  the  tube,  R,  should  be  quickly  melted 
away  by  large  dosage  in  order  to  reach  the  peripheral  cells  shown  at  P, 
before  the  latter  have  had  too  long  a  time  to  develop.  In  the  endoscopic 
application  of  radium,  to  obtain  results  it  is  necessary  to  use  large  dosage 
for  a  less  time  rather  than  a  less  dosage  for  a  longer  time,  because  of  the 
discomfort  of  any  esophageal  application.  By  either  the  larger  or  the 
smaller  dosage  plan,  it  is  necessary  that  such  a  degree  of  radio-activity 
be  developed  that  it  is  unwise  to  have  the  container  in  contact  with 
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healthy  tissue.  In  esophageal  work  the  only  way  to  be  sure  that  the 
container  is  in  contact  with  neoplastic  tissue,  and  no  other  is  to  do  the 
work  esophagoscopically  and  to  see  that  the  container  is  placed  precisely. 
The  only  way  to  make  sure  that  the  container  remains  where  placed,  is  to 
see  that  it  is  in  place  by  frequent  inspection.  With  all  forms  of  blind 
introduction  there  is  an  uncertainty  that  renders  safety  of  radium  treat- 
ment ']uestionable.  It  has  been  suggested  that  a  watch  on  the  position  of 
the  capsule  be  kept  by  the  fluoroscopic  .screen  with  roentgen  rays.  The 
esophagoscope  having  been  removed,  the  replacement  of  the  capsule,  if 
found  displaced,  is  to  be  made  by  a  rigid  wire  carrier  attached  to  the 


F'G.  395,— Schematic   rep  re  sen  1  all  on  of  : 
.-inniilar  esophageal  cancer. 


capsule.  This  is  objectionable  because  of  its  inaccuracy,  the  exact  I'osi- 
tion  of  the  .stricture  not  being  visible  fluoroscopically  without  bismuth  : 
and  especially  because  ii  prevents  the  use  of  the  flexible  joint  so  necessary 
for  accurate  applications  to  deviated  luniina. 

The  author's  method  is  as  follows:  The  radium  salt  used  is  con- 
tained in  a  very  small  glass  capsule,  and  this  capsule  is  contained  in  a 
metal  capsule  :f  nmi.  in  diameter,  the  wall  of  the  capsule  being  O.lt  mm.  in 
thickness.  Outside  it  is  covered  with  a  coating  of  hard  rubber  vulcan- 
ized on  (M.  Fig.  ;197).  This  silver  capsule  has  a  solid  ring  or  eye  in 
one  end.  A  long  extra  drainage  tube  ( I!,  Fig.  '■i''*>),  which  was  used  by 
the  anthor  in  his  early  work  (or  aspirating  secretions  from  the  bronchi 


MAUGNANT  DISEASE  OF  THE  ESOPHAGUS. 


455 


before  he  perfected  his  "sponge-pumping"  method,  was  found  to  make 
the  best  possible  carrier  of  the  utmost  simplicity.  A  small  wire  is 
passed  through  the  aspirating  tube  and  brought  out  at  the  distal  end.  A 
loop  of  heavy  braided  silk  (not  twisted  silk)  is  attached  to  the  wire,  and 
the  silk  is  thus  drawn  through  the  tube.  To  the  silk  at  the  distal  end, 
the  capsule  is  attached  by  means  of  a  loop  (P),  formed  with  a  bow  knot, 
as  shown  in  Fig.  39G.  Now  by  drawing  the  silk  taut,  and  making  it  fast 
around  the  shoulder  of  the  proximal  end  of  the  drainage  tube,  the  cap- 
sule is  brought  firmly  into  the  end  of  the  drainage  tube,  but  not  so  firmly 
but  that  lateral  movement  is  possible.       This  makes  a  stiff  joint  at  the 
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Fig.  396. — Author's  method  of  applying  radium  endoscopically. 

point  where  the  eye  of  the  capsule  is  drawn  into  the  end  of  the  drain- 
age tube,  motion  being  permitted  as  shown  by  the  dotted  line. 
For  the  esophagus  a  drainage  tube  of  GO  cm.  is  used,  and  for  the 
larynx,  a  30  cm.  length  is  sufficient,  though  one  of  40  cm.  would  be 
needed  for  the  bronchi.  Any  one  who  does  not  have  the  drainage  tube 
can  get  the  proper  length  of  brass  tubing  of  3  mm.  external  diameter 
from  any  instrument  maker.  The  purpose  of  the  movement  permitted  by 
the  joint,  is  to  allow  the  capsule  to  be  placed  flatwise  when  the  axis  of 
application  does  not  correspond  with  the  axis  of  the  endoscopic  tube. 
Thus  in  treating  the  laryngeal  case  before  mentioned,  Dr.  Patter- 
son made  the  application  by  placing  the  capsule  along  the  entire  length 
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of  the  aryepiglottic  fold,  which  would  have  been  impossible  had  the  con- 
tainer been  rigidly  held  in  any  form  of  carrier.  In  the  use  of  forceps, 
there  is  always  the  possibility  of  the  capsule  getting  lost  from  the  grasp 
of  the  forceps  during  the  manipulation^  and  such  an  accident  might  be 
exceedingly  serious,  because  if  not  immediately  recovered  the  prolonged 
activity  of  the  radium  would  certainly  be  fatal.  For  this  reason  also,  the 
braided  silk  used  should  be  thoroughly  tested.  The  first  two  or  three  ap- 
plications in  each  case  should  be  made  with  the  esophagoscope  in  situ  for 
the  entire  time  in  order  to  see  whether  the  container  is  moved  by  re- 
gurgitant or  other  movements.  For  this  purpose  the  esophagoscope 
should  be  covered  with  hard  rubber  vulcanized  on  (Fig.  397)  in  order 
to  prevent  irritant  secondary  rays.  The  esophagoscope  and  radium  con- 
tainer in  situ  in  the  living  patient  are  shown  in  Figs.  398,  399,  400,  401  and 
402.    When  satisfied  that  the  radium  capsule  will  stay  where  placed  the 


Fig.   397. — Esophagoscopes   with   hard    rubber    screens   vulcanized   on,    to    cut 
down  irritating  secondary  radiations. 


silk  may  be  untied  from  the  i^roximal  end  of  the  drainage  tube  and  the 
esopliagoscope  and  drainage  tube  may  ])oth  be  withdrawn  leaving  the 
capsule  in  situ  with  only  a  string  for  later  withdrawal  (Fig.  400). 
Anesthesia  is  not  necessar}\  The  best  position  of  the  patient  for  radium 
applications  to  the  esophagus  with  the  esophagoscope  in  situ  is  the  re- 
cumbent, because  the  esophageal  drainage,  already  defective,  is  occluded 
by  the  radium  container,  the  hypopharynx  fills  and  the  overflow  into  the 
larynx  excites  constant  cough  and  strangling,  which  makes  a  very  trying 
ordeal  for  the  patient.  In  the  recumbent  position  the  secretions  all  flow 
into  the  fauces  and  are  asi)i rated  through  the  tube.  Fig.  24,  attached  to 
the  aspirator,  Fig.  2'^.  When  the  radium  container  is  left  /;/  situ  and  the 
esophagoscope  is  withdrawn  the  patient  may  lie  face  sidewise  on  the 
table  to  permit  secretions  to  drain  away. 

Dosiuje  is  dependent  on  duration  of  the  applications.    The  equivalent 
of  100  milligrams  of  radium  element  well  screened  may  be  left  in  situ 
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Fic.  398— Radium  container  in  situ  in  a  case  of  cfopliaKeiil  cancer.  The  ex- 
cessive forward  inclination  of  the  capfiulc  is  partly  due  to  malignant  distortion. 
(The   normal   esophagus  tends  somewhat   forward   in   this 


Fif;.  jgg.— Radium  capsule  in  place  in  a  case  of  esophageal  cancer.  The  esoph- 
agoicope,  screened  with  hard  ruhbcr,  is  kept  in  situ  to  watch  the  position  of  iSie 
cAnsiilr  until  certain  it  will  not  shift. 
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loi  Iwo  'It  tlifrc  limir-,  llic  Jijiiilication-.  lit-inR  rqieated  on  alternate  days 
liii  hIiiiiH  ti'it  n)i|'li<iiti'iii».  If  CKCcssivi-  Uical  reaction  or  general  tox- 
I'liiix  ii"iiilt  iIm'  trrittiiK'itl  stidiiM  Ik;  inlcrru|itc'(l  for  a  few  weeks.  These 
iliiMi^i'-;  iirr  tl'vi'ii  will)  rcM-rv.ilions.  Ttic  (utiire  may  determine  them  to 
III'  Inn  liiij;!'  Ill  Ion  ••mall.  Mr,  Walter  <i.  ilowartli  has  been  getting  ex- 
ii'Hi'iii  iruiilto  tiiiiii  till-  It'll'  of  I  [HI  nii^ni.  kept  iii  situ  by  means  of  a  wire 
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Fic.  402.— Peroral  radium  applicp.tion  lo  cancer  of  Ihe  cardi 


CHAPTER    XXVIII. 

Direct  Laryngoscopy  in  Diseases  of  the  Larynx. 

For  diagnostic  purposes  the  greatest  usefulness  of  the  direct  method 
has  been  in  the  laryngeal  diseases  of  children,  a  field  which  prior  to  the 
development  of  direct  laryngoscopy  could  not  be  studied  in  the  living. 
For  treatment,  especially  surgical  treatment,  the  direct  method  has  placed 
endolaryngeal  surgery  on  a  plane  impossible  of  attainment  by  indirect 
methods. 

Endoscopic  appearances  of  laryngeal  disease.  The  appearance  of 
the  mucosa  as  to  color,  edema,  ulceration,  infiltration  and  neoplastic  pro- 
cesses is  so  fully  studied  in  books  on  laryngology  that  extensive  consid- 
eration here  is  needless.  Besides  the  difference  in  form  due  to  the  point 
of  view  previously  referred  to,  only  one  point  need  be  mentioned,  name- 
ly, the  wide  variations  in  color  due  to  engorged  vascularity  induced  re- 
flexly  by  the  presence  of  the  direct  laryngoscope  so  close  to  the  laryngeal 
orifice.  As  elsewhere  explained,  this  engorgement  varies  with  the  anes- 
thetic used,  and  is  usually  greater  when  no  anesthetic  at  all  is  used  for 
the  examination.  It  is  always  wise,  therefore,  to  get,  in  the  first  view, 
an  accurate  estimate  of  color.  If  covered  with  a  mask  of  secretion  this 
must  be  quickly  and  gently  wiped  away  after  the  first  inspection. 

Subglottic  edema.  This  has  ])een  previously  referred  to.  Because 
of  the  easily  elevated  mucosa  and  the  abundant  submucosal  cellular  tis- 
sue it  is  often  the  first  indication  of  perichondritis.  When  the  latter  has 
been  cured,  a  chronic  edema  or  hyperplasia  should  l)e  cauterized  as  shown 
in  Fig.  87. 

Perichondritis,  abscess  and  their  sequelae  are  easily  diagnosticated 
and  treated  in  children  on  well  known  principles.  Stenosis  following 
these  conditions  is  the  subject  of  a  separate  chapter. 

Tnbercidosis.  The  author  is  in  accord  with  Kahler.  who  states 
that  indiscriminate  surgical  treatment  of  the  tuberculous  lar}'nx  is  a  mis- 
take and  has  led  to  discredit,  whereas  properly  i)lanned  surgical  meas- 
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ures  in  selected  cases  have  yielded  excellent  results.  As  stated  by  Mr. 
Davis  (Bib.  100) — "When  the  larynx  is  involved  a  vicious  circle  oc- 
curs, in  which  the  dysphagia,  sleeplessness,  and  cough  produced  by  the 
painful  lesion  markedly  hicrease  the  rapidity  of  the  progression  of  the 
lung  condition.  The  judicious  removal  by  surgical  methods  of  painful 
lesions  undoiditedly  relieves  pain,  and  vigorous  methods  with  careful  re- 
iiearch  are  needed  to  attack  the  much-dreaded  laryngeal  tuberculosis." 

B.vtirpat\on  of  tuberculous  laryngeal  lesions.  When  small  and  iso- 
lated, e.vtirpation  of  the  entire  lesion  may  yield  excellent  results  as  in 
the  following  case: 

A  girl  of  eighteen  years,  referred  by  Dr.  B.  I,.  Calhoun  for  increas- 
ing hoarseness  of  some  months'  duration.  Indirect  laryngoscopy  showed 
a  small  projection  from  the  right  cord  (A,  Fig,  4(13)  which  looked  like 


Fig.  403. — Case  of  extirpation  of  a  small  isolated  laryngeal  tiilicrciilous  nodule, 
in  a  fiirl  of  eighteen  years.  A  Growth  on  right  curd  thotishl  to  he  of  inllamma- 
tory  origin  but  later  proven  Inherculoiis.  li.  One  week  after  extirpation  the  cord 
on  the  operated  side  does  not  seem  to  he  drawn  tense  in  attempted  phonation. 
C.  Two  weeks  after  operation  phonation  is  perfect.  U.  Larynx  on  inspiration 
five  years  after  operation. 

a  singer's  node.  As  a  rule  the  author  does  not  favor  the  removal  of 
singer's  nodules,  but  as  this  was  one-sided  and  was  clearly  the  cause  of 
the  hoarseness,  the  author  yielded  to  the  patient's  demand  that  the  growth 
be  excised  in  order  to  restore  the  \oice  promptly  to  enable  the  patient 
to  finish  her  year's  contract  as  a  singing  teacher.  The  growth  was  re- 
moved by  direct  laryngoscopy  with  very  happy  results  as  regards  voice. 
Dr.  Ernest  W.  Willetts  reported  the  growth  to  be  undoubtedly  tuber- 
culous. This  diagnosis  was  subsequently  confirmed  by  physical  exam- 
ination and  by  the  finding  of  bacilli  in  the  sputum,  which,  of  course,  came 
from  the  pulmonary  lesion.  Rest  in  bed,  open  air  and  a  complete  anti- 
tuberculous  regime  under  the  skillful  care  of  Dr.  Calhoun  entirely  cured 
the  pulmonary  condition,  and  now,  five  years  later,  the  patient's  larynx 
is  as  shown  at  D  in  Fig.  40;!,  entirely  and  completely  well.  This  case 
illustrates  cle.irly  what  may  be  done  by  direct  laryngoscopic  excision  of 
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tuberculous  growths.  Manifestly,  however,  it  is  only  adapted  to  isolated 
foci  and  is  not  to  be  applied  to  the  usual  massive  arytenoid  infiltrations. 
Diffuse  infiltrations  are  not  amenable  to  extirpation,  but  encroachments 
on  the  glottis  may  be  removed  with  great  relief  of  dyspnea  and  secondary 
benefits  from  improved  oxidation. 

Amputation  of  the  epiglottis.  Tuberculosis  of  the  epiglottis  may 
prove  one  of  the  most  disastrous  lesions  that  a  tuberculous  patient  can 
develop,  not  so  much  from  the  toxemia  of  the  lesion  itself  as  from  the 
odynphagia  which  interferes  very  seriously  with  the  patient's  nourish- 
ment ;  and,  unfortunately,  nearly  all  the  applications  that  can  be  made  to 
lessen  the  pain  of  swallowing  interfere  with  the  appetite  so  that  food  is 
not  relished,  and  even  nausea  and  vomiting  may  be  induced.  If  ampu- 
tation of  the  epiglottis  is  necessary,  it  is  very  easily  accomplished  by  the 
method  given  in  Chapter  VII. 

Galvano puncture  for  laryngeal  tuberculosis.  Of  the  endoscopic 
surgical  methods  galvano-puncture  will  soon  be  entitled  to  first  place 
since  the  advantages  of  its  endoscopic  use  have  been  demonstrated.  Deep 
puncture  produces  the  best  results  in  infiltrations  without  ulceration,  but 
it  is  necessary  to  avoid  puncturing  the  arytenoid  joint.  Next  to  these, 
fungating  ulcerations  are  most  amenable.  The  fungations  after  a  single 
application  will  often  disappear  and  the  ulcer  will  cicatrize.  For  ulcera- 
tion superficial  cauterizations  are  preferable.  In  diffused  edematous  in- 
filtrations deep  punctures  are  to  be  preferred.  Ulcerative  tuberculosis 
of  the  epiglottis  and  lesions  involving  the  posterior  surface  of  the  ary- 
tenoid and  mouth  of  the  esophagus  yield  readily  to  cauterant  treatment. 
Excessive  reaction  sometimes  follows  the  application  of  the  galvano- 
cauter>',  though  rarely.  It  is  best  to  make  only  a  slight  application  at 
first  to  see  how  much  reaction  the  particular  individual  will  probably 
manifest.  Deep  punctures  at  a  white  heat  produce  less  reaction  than 
superficial  punctures  or  those  made  at  a  dull  red  heat.  Perichondritis 
has  followed  in  some  instances,  but  as  this  is  quite  a  usual  complication  in 
tuberculosis  of  the  larvnx  it  could  not  be  determined  in  anv  of  the  cases 
reported  in  the  literature  that  the  perichondritis  resulted  directly  from 
the  cautery.  Thcv  would  prohablv  have  occurred  anvwav  from  the 
mixed  infections  at  work  in  ulcerated  areas.  The  technic  of  galvano- 
puncture  is  alluded  to  under  the  head  of  direct  laryngoscopy. 

CONCKXITAL  LARYXGK AT,  STRIDOR. 

Stridorous  hreathinir  mav  be  due  to  anv  one  of  many  different  forms 
of  obstruction  of  the  larynx  and  trachea.  The  text  books  mention  tradi- 
tional sounds,  signs  and  symptoms  by  which  it  was  thought  distinctions 
might  be  made  as  to  the  different  locations  affected.     To  reiterate  these 
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would  be  useless.  A  diagnosis  based  upon  anything  but  looking  and  see- 
ing is  wrong  as  often  as  right.  Many  different  conditions  were  supposed 
to  exist  to  account  for  the  symptoms  of  stridor  coming  on  at  or  shortly 
after  birth  and  continuing  for  a  year  or  two.  Many  of  these  hypotheses 
doubtless  applied  to  conditions  which  really  exist  in  some  cases,  but  it 
seems  best  to  limit  the  name  to  those  cases  of  exaggerated  infantile  type 
of  larvnx,  as  described  bv  D.  R.  Paterson,  A.  Brown  Kellv,  G.  A.  South- 
erland  and  H.  Lambert  Lack.  Sir  St.  Clair  Thompson's  description  (Bib. 
539)  is  excellent.  **The  epiglottis  is  very  long  and  tapering,  and  its 
lateral  margins  are  rolled  backward  so  as  to  meet,  and  thus  form  a  com- 
plete cylinder  above.  The  greatly  reduced  entrance  to  the  larynx  is 
bounded  by  the  ar>'epiglottic  folds  which  are  too  closely  opposed  to  admit 
any  but  the  slightest  amount  of  air.  The  croaking  noise  is  caused  by  the 
free  and  unsupported  part  of  the  posterior  larj-ngeal  wall  and  neighboring 
loose  tissue  on  the  summits  of  the  arj'tenoids  which  is  sucked  forwards 
and  inwards  during  inspiration.*'  This  description  coincides  with  three 
cases  seen  by  the  author,  one  of  which  is  illustrated  at  D,  in  Fig.  95. 
The  endoscopic  picture  varied  slightly  in  the  different  cases,  but  the  es- 
sential form  of  the  exaggerated  infantile  type  was  present.  The  author 
has  seen  a  case  of  congenital  stridor  from  other  causes.  One  caused  by 
papilloma  was  probably  congenital,  and  one  was  certainly  congenital.  A 
marked  inspiratory  stridor  in  another  case  was  found  to  be  due  to  the 
collapse  of  the  posterior  membranous  tracheo-esophageal  wall  into  the 
trachea  as  a  result  of  the  negative  pressure  in  inspiration.  This  collapse 
occurs  normally  to  some  extent  in  breathing  and  markedly  in  coughing 
but  not  so  markedly  as  seen  in  this  case.  It  was  an  exaggerated  form  of 
the  forward  movement  of  the  posterior  tracheal  wall  seen  in  Fig.  144. 
In  one  case  of  thymic  stenosis  the  stridor  was  marked  but  was  of  a  less 
croaking  character  than  in  the  purely  laryngeal  form.  In  a  number  of 
cases  spasm  was  present  in  infants  with  the  historj'  of  stridor  having 
been  present,  "ever  since  they  were  born,"  but  as  mentioned  above,  the 
author  considers  it  best  to  limit  the  name  congenital  laryngeal  stridor 
to  the  anomalous  exaggerated  infantile  larynx.  The  diagnosis  is  very 
readily  made  in  a  few  seconds  by  the  aid  of  the  direct  lar>'ngoscope  with- 
out any  anesthesia,  general  or  local.  In  regard  to  treatment,  direct 
lar>'ngoscopy  has  nothing  to  offer  save  that  should  asphyxia  threaten,  a 
bronchoscopy  would  sustain  life  until  a  tracheotomy  could  be  done.  As 
a  matter  of  fact,  however,  the  author  has  never  seen  a  case  where  the 
symptoms  were  sufficiently  urgent  to  demand  this.  If,  however,  the  pa- 
tient has  a  historv  of  verv  severe  suffocative  attacks  with  cvanosis  and 
is  not  so  situated  that  immediate  tracheotomy  can  be  done,  doubtless  it 
would  be  ver}'  much  safer  to  have  the  tracheotomy  done  as  a  preventive 
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measure.  All  of  the  author's  cases  recovered  completely  within  a  year 
by  attention  to  the  general  health  and  especially  careful  feedings  carried 
out  by  the  medical  attendant. 

Congenital  webs  of  the  larynx  and  doubtless  other  malformations 
may  produce  stridor.  One  interesting  case  of  the  author  is  illustrated  in 
Fig.  94.  At  C  is  seen  a  tumor-like  mass  bulging  upward  from  the  vocal 
cords  of  a  child  three  months  of  age,  which  had  had  a  crowing  inspiratory 
stridor  since  birth.  The  child  was  crying  at  the  moment  represented  by 
the  sketch.  Almost  immediately  afterwards  the  child  took  a  deep  breath 
and  what  seemed  to  be  a  tumor  was  now  very  plainly  seen  to  be  a  web 
stretching  across  from  one  vocal  band  to  the  other,  and  while  it  seemed 
slightly  below  the  cord  in  this  position  yet  on  phonation  the  band  folded 
upward  into  the  tumor-like  mass  seen  at  C,  Fig.  94. 

Congenital  goitre  and  congenital  laryngeal  paralysis  of  each  of 
which  the  author  has  seen  one  case,  may  cause  congenital  stridor  but 
these  are  better  considered  under  stenosis. 


CHAPTER    XXIX. 

Bronchoscopy  in  Diseases  of  the  Trachea 

and  Bronchi. 

The  field  opened  up  by  Killian's  demonstration  of  the  ease  and  harm- 
lessness  of  a  careful  bronchoscopy  is  so  enormous  and  so  new  that  thor- 
ough, systematic,  analytical  consideration  of  it  at  the  present  time  is  im- 
possible. Unfortunately,  the  trachea  is  a  border  line  organ  to  which 
heretofore  relatively  little  attention  has  been  given.  The  laryngologist 
could,  with  his  mirror,  see  a  little  of  the  upper  portion  but  he  seldom  at- 
tempted much  in  the  way  of  study  or  treatment.  The  internist  was  more 
interested  in  the  deeper  air  passages  and  touched  lightly  upon  it  as  of 
little  importance.  The  general  surgeon  rarely  operated  upon  it  except 
to  open  it  in  tracheotomy  or  to  amputate  it  in  lar>'ngectomy.  The  direct 
method,  however,  has  opened  up  a  new  field  of  study  and  the  trachea 
and  its  diseases  will  be  systematically  dealt  with  in  the  laryngologic  text 
books  of  the  future.  Delavan  has  called  attention  to  the  fact  that  the 
earliest  use  of  a  direct  method  of  endobronchial  medication  was  carried 
out  by  Horace  Green  in  1841,  whose  results  were  published  in  book  form 
in  1846. 

Indications  for  bronchoscopy  in  disease.  Various  indications  may 
be  gathered  from  the  hereinafter  mentioned  bronchoscopic  observations 
in  the  various  diseases.  But  it  may  be  well  to  emphasize  a  few  of  the 
most  clearly  defined  and  urgently  important  indications. 

1.  All  cases  of  bronchiectasis  should  be  bronchoscoped  for  foreign 
bodies,  for  diagnosis  and  also  for  local  treatment.  Emil  Mayer  found  a 
foreign  body  in  one  case  of  bronchiectasis  where  its  presence  had  never 
been  suspected.  The  author  has  found  bronchiectasis  present  in  two 
cases  of  prolonged  sojourn  of  a  foreign  body  in  the  right  inferior  lobe 
bronchus,  though  in  both  of  these  cases  the  foreign  body  had  been  dis- 
covered radiographically. 

2.  Ever}'  case  of  dyspnea,  except,  of  course,  pneumonia  and  similar 
well  understood  conditions,  calls  for  bronchoscopy. 
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3.  Every  casd  in  which  tracheotomy  does  not  relieve  the  dyspnea 
should  be  bronchoscoped  to  determine  why  the  tracheal  cannula  does  not 
give  relief. 

4.  All  cases  of  hemoptysis  which  are  not  definitely  proved  to  be 
tuberculous  should  be  bronchoscoped  for  diagnosis,  and  any  severe 
bleeding  may  be  endoscopically  packed  as  advised  by  Killian. 

o.  Every  case  of  paralysis  of  the  recurrent  nerve  the  cause  of 
which  is  not  positively  known,  calls  for  bronchoscopy. 

6.  In  any  case  of  thoracic  disease  in  which  any  element  of  doubt 
exists,  valuable  information  may  be  gained  by  bronchoscopy. 

7.  In  case  of  doubt  as  to  whether  bronchoscopy  should  be  done  or 
not,  bronchoscopy  should  always  be  done. 

Contraindications  to  bronchoscopy  in  disease.  The  author  cannot 
recall  any  absolute  contraindication  to  a  careful  bronchoscopy  in  any 
case  in  which  it  is  really  needed.  Unless  there  are  urgent  indications, 
however,  it  had  better  not  be  done  except  for  foreign  bodies,  in  case  of 
aneurysm,  high  blood  pressure,  advanced  heart  disease,  pulmonary  tuber- 
culosis. There  are  no  valid  contraindications  whatsoever  to  bronchos- 
copy in  any  case  of  obstructive  dsypnea,  provided,  of  course,  the  bron- 
choscopist  is  prompt  and  certain  in  his  insertion. 

Anesthesia.  No  anesthesia  is  needed  in  children.  In  adults  local 
anesthesia  of  the  larynx  is  needed.  Below  this,  for  scientific  study,  it  is 
advisable  to  make  at  least  one  examination  without  any  anesthesia,  gen- 
eral or  local,  because  of  the  alteration  of  the  picture  by  anesthesia.  For 
applications  to  the  tracheo-bronchial  tree  most  operators  make  an  ap- 
plication of  a  local  anesthetic  to  the  larynx.  For  this  purpose,  cocaine 
is  used  by  practically  all  endoscopists.  If  applications  have  to  be  fre- 
quently made,  the  author  would  urge  the  use  of  extremely  diluted  solu- 
tions and  the  trial  of  other  local  anesthetics  and  of  no  anesthetic.  In  no 
case  should  the  patient  know  the  drug  used  for  anesthesia.  Additional 
consideration  of  this  subject  will  be  found  in  Chapter  IV. 

Position  of  the  patient.  The  recumbent  position  is  best  for  chil- 
dren ;  the  sitting  position  for  adults.  For  examination  of  a  very  dyspneic 
patient,  such  as  an  asthmatic  during  an  attack,  the  sitting  position  will 
cause  the  patient  less  distress,  though  for  obtaining  scientific  data,  it 
would  be  well,  when  possible,  to  examine  the  patient  in  both  the  sitting 
and  the  recumbent  posture.  For  endobronchial  applications,  the  patient 
should  be  in  the  sitting  position  in  order  to  get  the  assistance  of  gravity 
in  diffusing  the  medication.  For  removal  of  excessive  secretions  *'sponge- 
pumping"  in  the  recumbent  posture  is  most  promptly  efficient.  (For  full 
consideration  of  position  see  Chapter  VI.) 
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Bronchoscopic  appearances  in  disease.  The  variations  of  mucosal 
color  in  health  in  different  individuals  and  as  influenced  by  general  and 
local  anesthesia,  degree  of  illumination,  tubal  contact,  a  film  coating  of 
secretions,  et  cetera,  as  considered  in  Chapter  IX,  must  be  borne  in  mind 
in  endoscopy  for  disease.  The  first  look  should  comprehend  the  color  as 
accurately  as  possible  over  the  entire  visible  area.  With  proper  illu- 
mination the  appearances  in  disease  are  readily  recognized  by  the  rhino- 
lar\'ngologist  who  is  familiar  with  the  appearance  of  various  mucosal 
pathologic  changes.  To  appreciate  morbid  departures  in  form,  it  is 
necessary  to  be  familiar  with  the  normal  as  seen  under  widely  varying 
conditions  of  age,  movement,  cough,  etc.  Bronchoscopists  have,  in  the 
variation?  of  the  form  and  movement  of  the  bifurcation,  a  very  valuable 
means  of  contributing  to  the  diagnosis  of  intrathoracic  disease.  The 
carina  trachealis  in  the  normal  chest  moves  forward  as  well  as  down- 
ward during  deep  inspiration,  returning  on  expiration.  The  author  has 
noticed  in  addition  to  the  above  mentioned  observation  of  Gottstein,  that 
the  descent  on  deep  inspiration  is  slow  as  compared  to  the  quick  return 
in  the  following  expiration,  and  furthermore,  after  the  return  there  is  a 
distinct  interval  of  repose  which  is  longer  than  the  normal  repose  of 
rhythmic  respiration.  To  note  this  movement,  it  is  necessary  that  the 
bronchoscope  should  not  be  too  near  the  bifurcation,  as  the  instrument 
itself  will  resist  movement  to  a  great  extent.  This  normal  respiratory 
movement  of  the  carina  is  of  great  diagnostic  importance  because  it  is 
interfered  with  by  various  peri-tracheal  and  peri-bronchial  conditions. 
The  fixation  is  greatest  in  cancer,  somewhat  less  so  in  case  of  masses  of 
tuberculous  glands  unless  these  have  suppurated,  and  the  movement  is 
only  slightly  interfered  with  in  aneurysm.  In  fact,  it  is  not  usually  no- 
ticeable at  all,  unless  the  aneurysm  is  of  enormous  size. 

Exploration  of  the  upper  lobe  bronchus  is  limited  to  the  orifice  and 
a  short  portion  of  its  stem,  but  useful  information  may  be  gained  from 
the  secretions  seen  to  emerge. 

Endobronchial  treatment.  Ingals  wisely  advises  caution  in  the  de- 
velopment of  endobronchial  therapy.  As  pointed  out  by  Ephraim  and 
others,  ordinary  oral  inhalations  of  nebulized  fluids  are  practically  worth- 
less for  the  local  treatment  of  disease,  for  the  reason  that  the  nebula 
does  not  penetrate  even  as  far  as  the  trachea.  This  has  been  proven  ex- 
perimentally on  animals.  Even  where  all  the  air  inhaled  by  the  patient 
is  saturated  with  finely  nebulized  fluid,  it  is  doubtful  whether  any  ap- 
preciable amount  reaches  the  deeper  air  passages,  because  of  the  im- 
pinging upon  the  mucosa  at  the  various  turns  of  the  upper  air  passages. 
These  various  surfaces  act  as  baffle  plates  to  remove  the  minute  particles 
of  medication  suspended  in  the  air.    Intratracheal  injections  with  the  aid 
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of  indirect  laryngoscopy,  have  slightly  better  results,  but  even  then  the 
prompt  coughing  of  the  patient  will  remove  the  fluid  before  it  can  reach 
the  deeper  passages,  even  when  a  large  quantity  of  fluid  is  thrown  in, 
though  of  course  the  larger  the  quantity  the  greater  the  likelihood  of  its 
reaching  the  bronchi.  On  the  other  hand,  endoscopic  applications  place 
the  fluid  deep  down  in  the  bronchi,  where  all  bechic  efforts  to  expel  it 
only  serve  the  better  to  scatter  it  over  the  mucosa.  The  most  commonly 
used  method  is  with  the  endoscopic  syringe  with  long  metal  nozzle  in- 
serted through  the  bronchoscope.  Dr.  Emma  E.  Musson  of  Philadel- 
phia, has  been  using,  with  excellent  results,  a  method  which  she  demon- 
strated before  the  meeting  of  the  Pennsylvania  State  Medical  Society 
(Bib.  401).  The  larynx  is  exposed  with  the  laryngoscope.  A  little  of  a 
local  anesthetic  solution  is  applied  to  the  interior  of  the  larynx,  and  a 
long  silk-woven  tube  is  passed  through  the  larynx  down  into  the  bronchi. 
The  medicated  solution  is  then  injected  with  a  syringe,  the  short  nozzle 
of  which  is  inserted  firmly  into  the  proximal,  funnel-like,  silk- woven 
tube.  The  placing  of  the  head  to  one  side  will  insure  the  silk-woven  tube 
going  into  the  opposite  bronchus,  especially  if  a  little  curve  is  imparted 
to  the  tube  before  insertion.  This  method  seems,  to  the  author,  the  very 
best,  because  the  application  can  be  made  with  accuracy  and  with  very 
slight  annoyance  to  the  patient.  Of  course,  skill  is  required  to  be  certain 
of  the  accurate  placing  of  the  silk- woven  tube  in  the  desired  bronchus. 

Anomalies  of  the  tracheobronchial  tree.  Anomalies  of  the  tracheo- 
bronchial tree  are  rare,  but  variations  from  what  might  be  con- 
sidered as  an  average  type  are  noted  by  every  endoscopist.  Kahler  (P*iu. 
.'500)  reports  two  cases  of  diverticuhim  of  the  tracheobronchial  tree 
consisting  of  rudimentary  bronchial  branches.  Guisez  reports  a  con- 
genital valve-like  web  obstructing  part  of  the  trachea.  The  dyspnea  was 
relieved  by  incision  and  dilatation.  Congenital  esophagobronchial  and 
esophagotracheal  fistulae  have  been  rc])orted. 

Deviation  of  the  trachea  and  laryngoptosis.  An  interesting  obser- 
vation of  the  author  is  the  coincidence,  in  two  cases,  of  deviation  of  the 
trachea  with  laryngoptosis.  The  author  has  seen  a  third  case  of  laryn- 
goptosis which  also  had  a  deviated  trachea,  hut  this  was  a  case  of  can- 
cer. As  there  was  compression  of  the  trachea,  as  well  as  deviation,  by  a 
mass  probably  of  infected  mediastinal  lymph  nodes  with  involvement  of 
the  esophageal  wall,  there  could  be  no  certainty  that  there  had  been  a 
previously  existing  deviation  of  the  trachea.  One  case  of  deviation  with 
laryngoptosis  with  cervical  ribs  was  reported  (Rib.  2()1),  pp.  T7,  78).  The 
second  patient  was  a  woman  of  )^2  years  of  age  who  came  to  the  dis- 
pensar}'  for  acute  laryngitis,  which,  however,  seemed  to  be  in  no 
way  connected  with  the  ptosis  of  the  lar)Mix.     The  woman  had  never 
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noticed  that  her  "Adam's  apple"  was  any  lower  than  in  other  people. 
She  had  been  subject  to  dyspnea  on  exertion  ever  since  she  could  re- 
member; but  had  not  been  particularly  subject  to  attacks  of  hoarseness, 
such  as  that  caused  by  the  acute  lar\'ngitis  for  the  relief  of  which  she 
applied.  A  bronchoscopy  under  local  anesthesia  showed  the  trachea  de- 
viated sharply  backward,  as  shown  at  D,  in  diagram  C,  Fig.  404.  The 
patient  was  sent  to  Dr.  Russell  H.  Boggs  for  a  radiograph  of  the  chest, 
but  unfortunately  she  did  not  go  and  disappeared,  no  trace  of  her  being 
obtainable  at  the  address  given  on  the  dispensar}'  register.  All  three  of 
these  cases  had,  in  common,  the  low  position  of  the  larynx,  the  thyroid 
cartilage  being  submerged  almost  to  the  thyroid  notch.  The  thyrohyoid 
membrane  was  of  about  thrice  the  normal  vertical  extent,  the  necks  in 
the  two  women,  cases  A  and  C,  being  of  usual  length,  the  hyoid  bone  be- 


B  C 

Fig.  404. — Schematic  illustration  of  three  cases  of  laryngoptosis  with  deviation 
of  the  trachea.  A  and  C  were  probably  congenital  anomalies.  B  was  associated 
with  mediastinal  cancer.  In  all  three  cases  the  larynx  was  almost  entirely  below 
the  notch  of  the  sternum  (S).  FL,  deviation  forward  to  the  left.  BR,  deviation 
backward  to  the  right.    F,  deviation  forward;  D,  backward. 


ing  only  slightly  lower  than  usual.  The  man's  neck  seemed  quite  short, 
the  increased  vertical  extent  of  the  thyrohyoid  membrane  apparently  fill- 
ing up  all  the  space  made  by  the  ptosis  of  the  larynx.  In  all,  the  trachea 
was  deviated,  and  in  all  the  esophagus  seemed  to  follow  the  trachea  in 
the  deviation ;  but  it  is  necessarv  to  eliminate  case  B  from  consideration, 
because  of  the  mediastinal  malignancy  which  compressed  the  trachea 
and  involved  the  esophagus.  In  case  A,  the  deviation  was  first  forward 
to  the  left  and  then  backward  to  the  right.  In  case  C,  the  deviation 
seemed  to  be  directly  backward  immediately  below  the  cricoid.  The 
carinal  respiratory  movements  were  normal  in  cases  A  and  C.  It  is  im- 
possible for  the  author  to  express  an  of inion  as  to  whether  these  devia- 
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tions  were  congenital  anomalies  or  not,  though  the  fact  of  the  cervical 
ribs  occurring  in  one  case  would  rather  speak  for  a  congenital  condition. 
It  will  require  a  large  series  of  cases  to  arrive  at  definite  conclusions. 
The  author  had  the  honor  of  exhibiting  case  A  to  Prof.  Killian  upon  his 
visit  to  the  author's  clinic  in  1907. 

Deviation  of  the  trachea  from  diseased  conditions  of  surrounding 
structures  is  quite  common.  In  nearly  every  case  of  very  large  goitre, 
there  is  more  or  less  deviation  as  well  as  compression.  In  substernal 
goitre,  the  deviation  is,  in  some  instances,  even  more  marked.  Malignant 
growths  and  glandular  masses  in  the  mediastinum  are  perhaps  the  most 
common  causes  of  deviation  of  the  intrathoracic  trachea,  with  aneur>'sm 
standing  next  in  frequency,  in  the  author's  experience.  The  differential 
diagnosis  of  these  conditions  cannot  be  made,  as  a  rule,  on  the  endo- 
scopic findings  alone ;  but  when  taken  in  conjunction  with  the  radio- 
graph, the  physical  examination  of  the  chest  and  the  palpation  of  the 
neck,  the  internist  will  usually  be  able  to  make  the  diagnosis  with  great 
accuracy  and  will  give  due  weight  to  the  endoscopic  findings  of  the 
bronchoscopist.  While  not  absolutely  diagnostic,  it  is  well  to  remember 
that  the  infiltrations  of  carcinoma  are  usually  very  hard,  imparting  rigidi- 
ty  to  the  deformity  and  compressions  of  the  trachea.  It  should  also  be 
remembered  that  the  level  of  the  arch  points  strongly  to  aneurysm,  that 
the  bifurcation  is  usually  the  seat  of  the  enlarged  masses  of  glands  in 
tuberculous  processes,  and  that  an  csophagoscopy  should  always  be  done 
in  ever>'  case  of  tracheal  deviation  for  the  valuable  light  it  will  often 
throw  on  the  case.  The  author  has  observed  in  a  case  referred  to  him 
by  Dr.  Baetjer  of  Baltimore,  deviation  of  the  trachea  in  an  eight-year- 
old  boy  who  had  a  patent  foramen  ovale. 

Compression  stenoses  of  the  trachea  and  bronchi.  All  of  the  dis- 
eases mentioned  as  causing  deviation  may  also  cause  compression.  Goitre, 
cervical  or  substernal,  aneurysm  and  malignancy  are  the  most  common, 
and  may  produce  severe  dyspnea.  A  goitre  together  with  a  mass  of 
mediastinal  glands  caused  a  comi)ression  of  the  entire  cervical  and  tho- 
racic trachea  (Fig.  40."))  in  a  leukemic  (leucocytosis  ()25,000 )  boy  of 
seven  years  of  age  referred  to  the  author  by  Dr.  John  W.  Boyce  for 
tracheotomy.  Not  until  the  long,  cane-shaped  tracheotomic  cannula  en- 
tered the  right  bronchus  was  the  dyspnea  completely  relieved.  The  boy 
died  two  days  later,  but  not  for  want  of  air.  Xo  post  mortem  was  ob- 
tained. Compression  stenosis  of  the  left  bronchus  is  a  not  infrequent 
condition  in  hypertrophy  of  the  cardiac  auricle.  In  one  such  case  the 
author  found  the  left  bronchus  almost  closed  and  the  esophagus  so  com- 
pressed as  to  interfere  seriouslv  with  swallowing.  There  was  a  posticus 
paralysis  of  the  left  side  of  the  larynx.     The  author  has  seen  tracheal 
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compression  due  to  mediastinal  emphysema  caused  by  a  fall  down  stairs. 
Compression  stenosis  of  the  trachea  associated  with  pulmonary  emphy- 
sema has  been  studied  in  thirty-two  cases  by  Kahler  (Bib.  296),  who 
notes  that  the  stenosis  becoming  much  worse  on  coughing  explains  the 
frightful  dyspnea  from  which  many  emphysematous  patients  suffer. 

The  author  saw  one  case  of  congenital  tracheal  stenosis  due  to 
goitre.  That  it  was  an  obstructive  case  of  "blue  baby"  was  recognized 
by  Dr.  B.  IJ.  W'echsler.     Prompt  tracheotomy  by  Dr.  S.  Seegman,  and 


Fk;.  405. — Tcmpression  stenosis  of  the  entire  cervical  and  thoracic  trachea 
liy  a  fioitre  an<l  a  mass  of  glands  in  a  leukemic  bo)-,  seven  years  of  age.  The  nar- 
row whitish  streak  in  ihe  lateral  view  is  ihe  compressed  trachea  and  the  left 
bronchus,  the  latter  being  displaced  backward.  The  uncompressed  right  bronchus 
is  seen.  Tracheotumi  with  a  lonji;  cane- shaped  cannula  relieved  the  dyspnea. 
(Authors  case.     Railiopraph  by  Dr.  George  W.  Gricr.) 


the  ii.'-c  of  one  of  the  author's  long  tracheal  cannulae  saved  the  patient's 
life. 

The  recognition  of  a  compressive  tracheal  stenosis  with  its  elliptical 
or  scabbard  shape  is  quite  easy.  Of  course,  it  must  be  recognized  that 
during  cough  there  may  be  compression  of  lumen  that  would  be  misin- 
terpreted if  not  compared  with  the  lumen  during  inspiration  or  at  the 
momentary  rest  period  between  expiration  and  inspiration.  A  concen- 
tric funnel-like  compression  stenosis  is  exceedingly  rare  and  occurs 
onl\-   with  annular  growths  completely  surrounding  the  air  tube.     To 
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make  certain  that  such  a  condition  is  really  a  pathologic  and  not  a  normal 
narrowing,  it  is  only  necessary  to  remember  that  there  is  no  narrowing 
normally  in  the  bronchi  between  branches.  The  walls  of  a  suspected 
narrowing  should  be  searched  for  lateral  branches  and  if  none  is  given 
oflf  and  yet  narrowing  exists,  we  may  conclude  that  it  is  pathologic,  but 
we  must  be  on  our  guard  not  to  mistake  a  perspective  foreshortening 
for  a  narrowing.  In  a  marked  compression  stenosis  of  the  trachea  the 
walls  will  entirely  collapse  during  coughing.  Normally  the  walls  of  the 
larger  bronchi  and  especially  of  the  trachea  do  not  collapse  though  they 
may  narrow  slightly.  In  children  they  narrow  very  markedly,  especially 
the  membranous  posterior  wall  of  the  trachea,  which  advances  so  far  as 
to  take  up  a  considerable  part  of  the  tracheal  lumen.  The  bronchi  in 
children  narrow  very  markedly  during  cough,  the  narrowing  in  some 
situations  being  concentric,  in  others  scabbard  like. 

To  measure  the  depth  of  a  compression  stenosis  the  beginning. is 
noted  when  the  tube  mouth  has  reached  the  first  observable  narrowing. 
Then  the  tube  is  inserted  until  it  has  passed  entirely  through  the  stenosed 
area  and  arrives  at  a  lumen  of  normal  size  and  contour,  then  the  depth 
is  again  noted.  By  using  very  small  tubes  in  tight  stenosis  it  is  easy 
in  any  case  to  measure  depth  in  this  way,  though,  of  course,  if  preferred, 
olivary  bougies  such  as  used  for  esophagoscopic  dilatation  may  be  used 
with  the  sense  of  touch  as  a  guide  as  to  the  engaging  of  the  olive  and  its 
emergence  on  the  other  side.  By  either  method  the  measurement  should 
be  repeated  on  withdrawal.  Comparison  of  the  two  measurements  w^ill 
minimize  error. 

Treatment  of  compression  stenoses  of  the  trachea  consists  in  tra- 
cheotomy. Literature  is  full  of  cases  unrelieved  by  tracheotomy  simply 
because  the  ordinary  tracheotomic  cannula  of  the  shops  will  not  reach  Ixi- 
low  an  extensive  compression.  It  requires,  in  most  cases,  the  author's 
long  cane-shaped  cannula  as  described  under  "Tracheotomy"  (See  also 
Fig.  407).  The  treatment  of  compression  stenosis  of  the  bronchi  con- 
sists in  the  use  of  the  long  cane-shaped  cannula,  if  the  stenosis  is  near 
the  main  bronchial  orifice.  If  deeper  the  intubation  tubes  used  for 
cicatricial  stenosis  of  the  bronchi  may  be  used  (Bib.  269,  p.  79).  Their 
use  is  indicated  only  when  the  stenosis  is  so  great  as  to  interfere  with 
escape  of  secretions  from  the  subjacent  air  passages. 

Permanent  cure  will,  of  course,  depend  upon  the  curability  of  the 
compressive  mass. 

Thymic  compression  stenosis.  The  author  has  demonstrated  bron- 
choscopically  (Bib.  255  and  269)  that  the  enlarged  thymus  can  and  does 
in  some  instances  compress  the  trachea  even  to  the  point  of  asphyxia. 
Four  cases  of  thymic  tracheostenosis  have  convinced  the  author  of  the 
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purely  mechanical  conditions  present  in  cases  of  thymic  hypertrophy; 
and  having  seen  so  many  illustrations  of  extreme  danger  of  anesthesia 
m  even  the  slightest  stenosis  of  the  trachea,  he  feels  convinced  that  the 
thymus  deaths  attributed  to  "status  lymphaticus"  and  "hyperthymtza- 
tion  of  the  blood"  are  really  nothing  more  or  less  than  arrested  respira- 
tion, which  is,  as  usual,  fatal  because  respiration  when  arrested  by  ob- 
struction cannot  be  started  again  without  either  tracheotomy  or  bron- 
choscopic  oxygen  insufflation.  The  author  would  strongly  urge  that 
when  respiration  ceases  during  anesthesia  and  cannot  be  immediately 
started,  tracheotomy  should  be  done,  a  long  cane-shaped  cannula  in- 
serted, and  amyl  nitrite  insufTlated  into  the  trachea.  Better  still  would 
be  the  insnfTlation  of  oxygen  through  the  bronchoscope,  or  through  the 
intratracheal  insufflation  catheter.  These  are  not  always  promptly  avail- 
able, but  tracheotomy  can  always  be  done  in  a  few  seconds.  A  slight 
degree  of  dysprea  may  never  be  noticed,  and  may  quite  readily  be  at- 


Fit.  4C(i.— From  a  photograph  of  a  siiecimen  from  a  new-bom  infant  as- 
phyxiated by  compression  of  the  trachea  at  .■\  by  the  large  fourth  lobe,  T,  of  the 
thymus  gland.    (Case  of  Dr.  V.  L.  .Andrews.) 


tributed  to  enlarged  tonsils  or  adenoids.  The  excitement  of  starting  the 
anesthetic  can  \ery  readily  engorge  a  vascular  structure,  like  the  thymus 
gland  and  the  increased  bulk  compressing  the  trachea  produces  apnea 
just  as  soon  as  the  patient  begins  to  go  under  the  anesthetic.  Artificial 
respiration,  as  ordinarily  done,  is  absolutely  useless  in  the  presence  of 
even  verj-  slight  degrees  of  tracheal  stenosis.  Air  can  be  forced  out  of 
the  lungs,  but  it  cannot  be  drawn  in.  It  is  a  well  known  fact  that  en- 
gorgement of  tissue  like  the  thymus  gland  increases  its  bulk.  If  the 
hypertrophic  gland  can  compress  the  trachea,  the  engorged  hypertrophic 
gland  can  compress  the  trachea  still  more.  After  death,  the  congestive 
part  of  the  bulk  may  diminish  so  as  not  to  be  noticeable.  .\  beautiful 
autoptical  confirmation  of  the  above  mentioned,  previously  published 
observations  of  the  author  on  the  purely  mechanical  nature  of  thymus 
death  is  afforded  by  Dr.  V.  L.  Andrews'  case.  A  new  bom  child  died 
after  making  a  number  of   violent   ineffective  inspirator)'   movements. 
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Autopsy  revealed  a  very  large  four-lobed  thymus.  The  fourth  and  com- 
pressive lobe,  T,  was  compressing  the  trachea  at  the  end  of  the  dotted 
line,  A,  Fig,  40(1.    Dr.  Andrews'  report  is  as  follows : 

"The  thymus  is  short  and  thick  and  contains  four  lobes.  It  meas- 
ures 4  cm.  in  length,  3.5  cm.  in  width,  1.75  cm.  in  average  thickness. 
There  is  a  right,  left  and  middle  lobe.    The  left  lobe  is  small.    The  fourth 


iliei   tr     heil    cannuh 
rt,ht     t  tie  cin      h    ,i 


lenporarily  rdicvtd  willi  tlie  author's 
e  shadow  of  Ihi^  hyiiertrophied  tliyinus 
pecially  strongly  at  tile  rifilit  of  tlie  lower 


lobe  extends  from  beneath  ihc  lower  ends  of  the  right  and  middle  lobes 
upward  and  outward,  at  an  angle  of  4.V',  into  the  right  pleura!  cavity  for 
a  distance  of  l.-'i  cm.  The  upper  end  is  free  in  the  pleural  cavity  and  is 
covered  by  a  thin  movable  membrane  (pleura:).  The  lower  end  of  this 
lobe  lies  over  the  trachea  beneath  t!ie  lower  j.art  of  the  middle  and  right 
lobts  and  at  this  point.  1  cm.  above  the  bifurcation  of  trachea,  the  thymus 
measures  2  cm.  in  thickness.     Here  ihe  trachea  presents  a  flattened  ap- 
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pearance  an tero -posteriorly,  more  marked  on  the  right  side  than  on  the 
left." 

In  three  of  the  author's  cases  the  compression  was  from  before  back- 
ward. In  the  last  case  it  was  lateral  the  axis  of  the  scabbard-like  lumen 
being  from  the  left  posteriorly  to  the  right  anteriorly. 

As  shown  by  F'etterhoff  and  Gettings  (quoted  by  H.  C.  Clark)  com- 
pression of  the  trachea  may  occur  from  a  left  innominate  vein  engorged 
by  an  embarrassed  right  heart,  the  dilated  vein  being  forced  to  extend 
posteriorly  because  bracod  anteriorly  by  the  thymus.    Treatment  of  thy- 


FiG.   408.— PholoKraph  of  a  child  of   two  years  taken   six   months   after   thj- 
mopexy.     (.Viithor's  case.) 

mic  compression  stenosis  is  the  same  as  mentioned  for  other  tracheal 
compressions,  namely  the  cane-shaped  cannula  of  siifHcicnt  length  to 
reach  below  the  compression  ( Fig.  407 ) ,  As  the  author  has 
proven,  hypertrophic  thymus  is  dangerous  solely  from  a  mechanical  com- 
pressive pomt  of  view.  He  who  will  see  that  a  good  respiratory  channel 
is  mechanically  maintained  need  not  worrv'  about  such  purely  hypothet- 
ical conditions  as  "hypertbymization  of  the  blood,"  etc.  Having  tempor- 
arily cared  for  the  compression  stenosis  by  the  insertion  of  the  long  can- 
nula, the  next  step  is  either  thymopexy  or  thymectomy  {subtotal}.  In 
the  author's  first  cases  all  of  the  gland  that  could  be  brought  up  was 
shelled  out  of  its  capsule  and  removed.     In  the  last  case  an  equally  sat- 
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isfactory  result  was  obtained  by  thymopexy.     This  last  case  was  as  fol- 
lows: 

Robert  C,  aged  two  years,  was  referred  to  the  author  by  Dr.  W.  H. 
Wesley  for  dyspnea  and  noisy  breathing  of  three  months'  duration.  All 
of  the  accessory  respiratory  muscles  were  working  vigorously.  The 
suprasternal  and  clavicular  fossae  were  indrawing  and  there  was  a  typi- 
cal "trichter  brust"  at  each  inspiration.  Bronchoscopy  revealed  a  tracheal 
compression  reducing  the  lumen  to  a  narrow  chink  whose  curved  axis 
was  from  the  left  posteriorly  to  the  right  anteriorly.  Tracheotomy  was 
done  under  infiltration  anesthesia  and  the  enormous  thymus  bulged  large- 
ly into  the  wound.  It  was  drawn  upward  and  stitched  with  linen  to  the 
tendons  of  sternomastoid  muscles  and  to  the  skin  and  tissues  at  the  top 
of  the  sternum.  The  tracheal  cannula  was  removed  on  the  eighth  day  and 
the  child  was  discharged  well  on  the  fifteenth  day.  There  had  been  no 
return  of  the  dyspnea  when  the  photograph,  Fig.  408,  was  taken  six 
months  later. 

Remarks.  The  lateral  compression  visible  endoscopically  has  not 
previously  been  observed.  From  this  one  case  it  is  not  wise  to  conclude 
that  thymopexy  is  to  be  preferred  in  all  cases  to  subcapsular  subtotal 
thymectomy.  Doubtless  part  of  every  very  large  gland  should  be  re- 
moved. Total  removal  is  probably  impossible  even  if  desirable.  An 
able  article  with  a  report  of  fifty  operated  cases  is  written  by  Parker 
(Bib.  428).    See  also  a  valuable  contribution  by  Schwinn,  Bib.  490. 

Inflammations  and  their  sequelae.  Chronic  circumscribed  tracheo- 
bronchitis is  a  common  affection  in  adults.  Acute  circumscribed  tracheo- 
bronchitis is  rather  frequent  in  the  course  of  influenza,  ((j.  v.)  as  mani- 
fested by  the  dry,  barking  cough  and  severe  burning  pain  back  of  the 
sternum.  In  children  an  occasional  interesting  complication  is  seen  in 
the  form  of  laryngeal  spasm,  doubtless  a  reflex  from  an  irritated  tracheal 
mucosa,  differing  from  the  ordinary  diffuse  bronchitis  in  that  the  im- 
portant lesion  is  limited  to,  or  at  least  most  marked  in,  the  trachea  and 
larger  bronchi.  In  some  instances  it  is  limited  to  a  portion  only  of  the 
mucosal  area  of  these  passages.  A  case  of  chronic  purulent  bronchitis 
is  described  in  the  subsequent  paragraph  on  tuberculosis.  Non-tuber- 
culous abscess  of  the  lung  has  been  found  and  evacuated  bronchoscopic- 
ally  (Bib.  271)  by  the  author.  The  bronchoscope  in  relation  to  another 
case  of  pulmonary  abscess  is  shown  in  Fig.  l;J().*  Freudenthal  records 
non-specific  ulceration  of  the  bronchial  mucosa  in  one  case.  Ephraim 
reports  nineteen  relative  cures  of  chronic  bronchitis  out  of  23  cases.  In 
many  instances,  a  single  application  only,  was  necessary.  The  applica- 
tions were  followed  by  increased  expectoration  and  a  total  change  of 

*As    stated    by    Georgre    I^.    Richards,    a    non-tuberculous    pulmonary    abscess 
Justifies  the  suspicion  of  foreign-body  origin. 
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secretions.  The  solutions  used  were  novocain  and  suprarenin  dissolved 
in  salt  solution  in  some  instances,  and  in  others  in  a  five  per  cent  solution 
of  potassium  or  ammonium  iodid.  The  ammonium  iodid  was  used  espe- 
cially in  the  dry  form  of  bronchitis,  and  a  few  drops  of  iodine  were  added 
to  it.  In  a  number  of  cases  he  also  used  weak  solutions  of  argentic 
nitrate.  In  two  cases  of  chronic  purulent  bronchitis,  permanent  healing 
was  accomplished  by  repeated  insufflation  of  turpentine  emulsion  to 
which  suprarenin  had  been  added.  In  one  case  each  of  chronic  pneu- 
monia and  of  double  gangrene  of  the  lung,  the  procedure  was  ineflFective. 
Bronchiarctia  and  bronchiectasis.  Bronchial  stenoses  comprise  a 
number  of  different  lesions.  The  chief  causes  of  cicatricial  bronchial 
stenosis  are  traumatism,  syphilis  and  tuberculosis;  or,  perhaps,  more  ac- 
curately, .the  secondary  infections  complicating  these  lesions.  Tuber- 
culous processes  are  of  such  slow  progress,  as  a  rule,  that  the  lung  ac- 
commodates itself  to  the  altered  conditions,  and  cicatricial  bronchial 
stenosfes  secondary  to  tuberculosis  rarely  require  local  treatment,  though 
they  do  occur  as  the  result  of  erosion  through  the  bronchial  wall.  The 
author  has  seen  six  such  cases.  Cicatricial  stenoses,  in  some  instances, 
may  require  dilatation  in  order  to  secure  proper  drainage  of  the  infra- 
strictural  bronchiectatic  cavity,  and  thus  cure  the  patient  of  bronchiectasis 
with  its  distressing  cough,  foul  expectoration,  dyspnea  and  lesser  symp- 
toms. For  syphilitic  strictures  it  may  be  necessary'  to  use  prolonged  in- 
tubation with  bronchial  intubation  tubes,  put  in  place  with  the  aid  of  the 
bronchoscope  and  left  in  situ  for  a  period  of  from  one  to  seven  days. 
The  tube  should  be  left  for  a  few  hours  in  case  of  dailv  removals,  or 
a  few  days  in  case  of  weekly  removals.  Extubation  is  performed  with 
an  extubator  used  through  the  bronchoscope.  In  order  to  obtain  a  suffi- 
cient lumen  for  the  insertion  of  the  intubation  tube,  a  laminaria  or  tupelo 
tent  may  be  used,  placed  in  situ  with  the  author's  instrument  for  the  pur- 
pose (Bib.  2(il>).  The  tent  is  open  to  the  objection,  that  it  obstructs  all 
drainage  for  the  time  it  is  in  place,  though  this  need  be  for  only  a  few 
hours.  Divulsion,  as  hereinafter  described,  is  the  best  method  by  which 
to  obtain  a  sutVicient  lumen  for  intubation,  and  even  if  some  trauma  re- 
sults from  divulsion,  cicatricial  tissue  is  not  readily  infected  by  the  or- 
ganisms present  to  which  the  patient  is  already  more  or  less  immune. 
Endobronchial  neoplasms  may  cause  bronchiectasia.  This  is  an  addi- 
tional reason  for  bronchoscoping  every  case  with  bronchiectatic  symptoms. 
Bronchiectasis  and  bronchiarctia  resulting  from  foreign  bodies  are  con- 
sidered in  Chapter  X\'l.  Cicatricial  stenoses  of  the  bronchi  are  very 
readilv  recoijnized  bv  the  cicatricial  nature  of  their  walls  with  a  total 
absence  of  rings.  This  condition,  of  course,  may  be  more  or  less  con- 
fused by  inflammatorv'  states  which  ordinarily  mask  the  view  of  rings. 


.-»v  .■V. 
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In  neither  of  these  was  he  able  to  make  out  spasmodic  stenosis,  and  the 
color  of  the  mucosa  was  more  purple  than  red.  The  bronchi  were  all 
filled  with  secretions  and  the  patient's  distress  was  completely  relieved 
by  the  bronchoscopy  with  removal  of  secretions  without  any  application 
of  any  kind,  the  bronchoscopy  being  done  without  any  anesthesia,  gen- 
eral or  local.  The  findings  and  the  results  were  the  same  in  both  in- 
stances. Both  patients  had  a  recurrence  of  their  attacks  at  about  the 
usual  intervals,  no  medication  having:  been  used.  All  the  foregoing  ob- 
ser\ations  by  the  diflPerent  obser\'ers  were  during  the  attacks,  and  they 
all  go  to  show  that  there  is  a  very  varied  bronchoscopic  picture.  Be- 
tween the  attacks,  the  pictures  observed  by  most  of  the  observers  have 
been  normal,  except  in  some  cases  where  unusual  dilatation  of  the  vessels 
has  been  observed.  Freudenthal  records  the  appearance  of  a  scar-like 
mass  obstructing  the  entire  lumen  of  the  bronchus.  The  obstruction  was 
overcome  by  the  local  application  of  a  20  per  cent  solution  of  cocaine, 
liberating  an  enormous  discharge  of  secretions.  In  another  case  adrenalin 
was  used  with  excellent  results  after  the  air  passages  were  cleared  of 
secretion.  One  of  his  patients  was  practically  cured,  remaining  perfectly 
well  and  free  from  attack  at  the  end  of  six  months.  In  this  case,  an 
emulsion  of  orthoform  as  follows  was  used : 

Orthoform 6.5 

Menthol    0.5 

Formalin    „„ 0.5 

Ol.  amygdal.  dul. „ 15.0 

Gum  acac _ „ 10.0 

Aqae  ad  60.0 

M.  F.  Emulsio. 
About  lOcc.  was  injected  twice  weekly  for  ten  applications.  Then 
during  an  intermission  of  the  treatments,  after  the  great  excitement  of 
being  exhibited  at  a  medical  meeting,  a  severe  recurrence  took  place. 
After  ten  more  treatments  the  attacks  ceased  and  the  patient  was  still 
well  at  the  end  of  six  months.  The  patient,  a  young  man  of  27,  had  had 
asthma  since  childhood  and  all  of  the  members  of  his  mother's  family 
were  asthmatic.  He  had  never  been  able  to  sleep  an  entire  night  rest- 
fully.  In  another  case,  Freudenthal  used  propaesin  instead  of  orthoform 
in  a  like  amount.  The  applications  were  made  in  the  morning  with  stomach 
empty.  Out  of  a  total  of  13  patients,  Freudenthal  considered  8  cured, 
3  improved  and  2  not  benefited.  Ephraim  reports  133  cases  of 
asthma  treated  endobronchially  with  a  spray  of  suprarenin  with  novo- 
cain with  excellent  results.  A  long-tubed  bronchoscopic  atomizer  was 
used.  In  most  cases  free  expectoration  resulted  within  the  following 
twelve  hours.    The  results  were  not  so  good  in  the  spasmodic  dry  asthma, 
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nor  in  cases  in  which  neurasthenia  predominated.  Results  also  were  not 
favorable  in  cases  in  which  immediate  relief  of  the  attack  did  not  follow 
the  application  of  the  solutions  injected  during  the  attack.  Of  the  88 
cases  in  which  ultimate  results  were  known,  73  were  recorded  as  good. 
Of  these,  48  were  free  from  recurrence,  some  of  them  as  long  as  1]4 
years.  Most  of  these  were  of  the  most  severe  type  in  which  scarcely  a 
night  in  years  had  passed  without  an  attack.  In  seven  other  cases  the 
attacks  were  notably  milder  and  at  longer  intervals,  the  permanent  dis- 
tress less,  without,  however,  permanent  cure.  Ephraim  thought  these 
effects  were  due  to  medicinal  action  of  the  substance  injected,  and  not 
to  any  mechanical  effect,  because  he  had  observed  that  the  injection  of 
normal  salt  solution  alone  produced  no  objective  changes,  and  a  patient 
showing  diffuse  bronchial  rales  before  insufflation,  showed,  after  in- 
sufflation, a  vanishing  of  the  rales  on  the  side  which  had  been  treated. 
In  none  of  the  133  cases  had  there  been  any  untoward  effect.  As  pointed 
out  by  Dr.  James  Adam  in  one  of  the  best  practical  works  on  asthma 
that  has  ever  appeared  (Bib.  3),  asthma  in  most  cases  is  essentially  a 
toxemia  and  no  treatment  can  be  successful  without  recognition  of  this 
element  in  the  etiology. 

Influenzal  tracheitis.  Of  all  forms  of  tracheitis,  perhaps  the  least 
frequently  differentiated  as  a  morbid  entity  is  influenzal  tracheitis.  When 
the  author  observed  his  first  cases  in  the  prebronchoscopic  days  (1889) 
he  believed  that  he  had  discovered  a  new  disease.  Indirect  methods 
yielded  few  and  uncertain  pictures  of  the  tracheal  lesions,  and,  indeed, 
none  in  the  most  interesting  class  of  cases,  namely  those  occurring  in  in- 
fants and  children.  The  advent  of  direct  methods  of  examination  per- 
mitted of  accurate  observation  of  the  clinical  appearances  of  the  tracheo- 
bronchial mucosa.  A  very  good  illustration  made  from  the  author's 
color  drawing  of  one  of  these  cases  has  been  published  (Bib.  243).  The 
clinical  appearances  might  be  classified  under  a  number  of  different 
types,  but  it  has  seemed  to  the  author  that  the  differences  he  has  ob- 
served are  reallv  different  stages  of  the  same  disease.  The  first  stage 
has  much  the  same  appearance  as  in  influenzal  inflammation  of  the  nasal 
mucosa  at  the  same  stage.  The  tracheal  mucosa  is  reddened.  Its  color 
deepens.  Swelling  of  the  mucosa  begins.  Later,  an  exudate  forms,  at  first 
serous,  then  mucoid,  then  purulent  and  finally  thick,  tenacious  and  exceed- 
ingly difticult  of  expectoration  even  by  the  robust  adult.  In  infants  who 
naturally  are  almost  incapable  of  expectoration,  death  may  occur  from 
inability  to  rid  the  air  passages  of  secretion  and  drowning  of  the  patient 
in  his  own  secretions  (cj.  v. )  may  be  threatened.  The  bronchi  or  even  the 
trachea  itself  may  be  occluded  by  mucosal  swelling,  or  edema,  actually 
causing   death   by   the   stenosis.     lk)th  these  conditions  are  independent  of 
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broncho-pneumonia,  which  may  or  may  not  exist.  The  author  has  observed 
blood-clots  on  the  surface  of  the  inflamed  membrane,  without  true  hemor- 
rhage, similar  to  those  in  nasal  influenza,  first  described  by  D.  Braden  Kyle. 
Superficial  erosions  of  the  tracheal  mucosa  have  been  seen  by  the  author 
in  a  number  of  cases.  There  was  in  no  case  any  true  adherent  mem- 
branous exudate,  on  which  alone  the  differential  diagnosis  rests.  Clini- 
cally a  severe  case  of  influenzal  laryngo-tracheitis  cannot  be  differentiated 
from  diphtheria,  as  it  presents  the  same  clinical  picture,  even  to  the 
adynamia.  Direct  inspection  showing  abscess  of  a  fibrous  exudate  will 
promptly  decide,  and  corroboration  by  the  laboratory  from  the  specimens 
bronchoscopically  removed  will  follow.  A  bronchoscope  need  not  be 
inserted  below  the  larynx.  The  glottis  may  be  propped  open  with  the 
tube  mouth  (supraglottic  tracheoscopy  q.  v.)  or  often  the  trachea  can  be 
clearly  seen  by  use  of  the  laryngoscope  alone.  In  some  instances,  there 
seemed  to  be  but  little  laryngeal  inflammation,  the  croupy  cough  being 
probably  due  chiefly  to  spasmodic  conditions  excited  by  the  inflammation 
below.  The  laboratory  is  seldom  of  aid  if  only  secretions  from  the 
phar>'nx  are  sent.  If  the  secretion  is  obtained  by  direct  methods  from 
the  trachea,  a  reliable  report  nearly  always  can  be  had  from  specimens 
taken  through  the  sterile  bronchoscope  which  prevents  contamination 
with  organisms.    A  typical  case  may  be  cited : 

The  author  was  called  to  see  an  infant,  aged  seven  months,  suffering 
with  extreme  inspirator}-  dyspnea,  with  croupy  cry  and  stridulous  breath- 
ing, but  no  cough.  The  onset  had  been  gradual,  not  nocturnal  or  sudden, 
two  weeks  before.  Antitoxin  had  been  given  without  relief.  Pneumonia 
had  been  excluded  by  Dr.  Boyce  and  laryngismus  stridulus  by  an  able 
lar^ngologist,  who.  however,  pointed  out  to  us  evidences  of  a  certain 
element  of  spasm  in  the  case.  Temperature,  103®;  pulse,  130;  respira- 
tion, 32.  The  first  glance  at  the  larynx  through  the  direct  laryngoscope 
showed  it  to  be  free  from  edema  or  other  obstruction  or  even  active  in- 
flammation. When  the  bronchoscope  was  introduced,  there  was  absolutely 
no  cough,  (no  anesthetic  used)  and  during  the  entire  examination,  last- 
ing about  five  minutes,  there  was  not  one  single  effort  to  cough.  The 
tracheal  mucosa  was  intensely  inflammed,  and  there  was  a  tenacious 
secretion  adherent  in  scattered  locations.  This  secretion  was  wiped  away 
readily,  leaving  no  erosion  nor  bleeding.  The  bronchial  mucosa  was  in- 
tensely inflammed  in  all  the  larger  tubes;  the  smaller  tubes  were  ob- 
structed with  pi!s  which  was  moved  to  and  fro  in  the  respiratory  current, 
but  there  was  no  coughing  effort  to  expel  it.  Smears  made  from  the 
sterile  swabs  passed  through  the  sterile  bronchoscope,  showed  an  abun- 
dance of  influenzal  organisms  (Dr.  Ernest  Willets).  There  was  a  little 
streak  of  pus  extending  upward  between  the  arytenoids,  and  out  over 
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the  upper  edge  of  the  party  wail.  No  anesthetic,  general  or  local,  was 
used  and  the  child  seemed  in  no  way  inconvenienced  by  the  broncho- 
scopy. The  child  made  a  slow  but  complete  recovery.  The  interesting 
points  about  this  case  are  the  inspiratory  dyspnea  without  laryngeal  ob- 
struction ;  the  total  absence  of  the  cough  reflex ;  the  severe  tracheo-bron- 
chitis  without  pneumonia;  the  ease  and  certainty  with  which  the  laryn- 
geal diagnostic  question  can  be  decided  by  direct  laryngoscopy.  It  is  in- 
teresting to  consider  what  became  of  the  endobronchial  secretion.  The 
interarytenoid  streak  was  evidence  of  unimpaired  ciliary  activity,  so  that 
it  seems  probable  that  a  portion  of  the  pus  was  expelled  in  this  way,  the 
remainder  being  absorbed.  The  secretions  in  some  instances  require 
aspiration  to  save  life.  Absence  of  the  cough  reflex  in  influenzal  trache- 
itis is  seen  only  in  infants,  and  is  not  present  in  every  infantile  case. 

The  drowning  of  the  patient  in  his  own  secretions.  (Bib.  232). 
When  tracheal  and  bronchial  secretions  are  in  excess  of  the  amount  re- 
quired properly  to  moisten  the  inspired  air  they  become  a  menace  to  life 
unless  removed.  Under  almost  all  circumstances  the  normal  activities  of 
the  cough  reflex,  forced  expiration,  and  ciliary  action  remove  these  secre- 
tions. There  are  certain  circumstances,  however,  under  which  these 
normal  agencies  are  inefficient.  Various  drugs,  especially  anti-bechics, 
hinder  the  action  of  the  normal  agencies ;  hence  should  always  be  avoid- 
ed. The  writer  has  always  opposed  their  use  in  all  laryngeal  and  tracheal 
surgery  and  in  bronchoscopy.  Doubtless  many  of  the  post-anesthetic 
pneumonias  in  surgery  remote  from  the  air  passages,  have  been  due  to 
the  abolition  of  agencies  by  which  secretions  are  normally  removed  from 
the  air  passages.  Perhaps  the  most  frequent  etiologic  factor  in  the  fail- 
ure to  rid  the  air  passages  of  secretion  is  age.  An  infant  cannot  ex- 
pectorate and  is  surprisingly  inefficient  in  getting  secretions  out  of  air 
passages  even  as  far  out  as  the  laryngo-pharynx.  Adults  as  well  as 
children  when  dying  often  fill  up  with  secretions  which  they  are  too  feeble 
to  expectorate,  and  in  some  instances,  by  the  failure  of  the  respiratory 
blood  changes,  drowning  is  the  final  mechanism  of  mortality  in  death 
primarily  due  to  disease  remote  from  the  air  passages.  The  complex 
physiologic  co-ordinated  mechanism  by  which  secretions  are  normally 
removed  is  too  lengthy  to  be  entered  upon  here;  but  disturbances  of 
laryngeal  motility  and  in  the  author's  experience,  bilateral  cadaveric 
paralysis  especially,  are  frequently  associated  with  the  condition  w^hich 
the  writer  has  termed  the  ''drowning  of  the  patient  in  his  own  secre- 
tion." One  of  these  cases  seen  many  years  ago  at  the  Western  Pennsyl- 
vania Hospital  with  Dr.  Clarence  Ingram  was  an  excellent  illustration. 
A  woman,  aged  forty  years,  was  dying  of  general  lymphosarcomatosis. 
Pressure  from  the  mediastinal  or  cervical  neoplasmata  produced  a  bi- 
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lateral  cadaveric  paralysis.  The  level  of  the  frothy  fluid  could  be  seen 
rising  and  falling  first  in  the  main  bronchi,  then  higher  and  higher  in  the 
trachea  until  the  level  of  the  upper  laryngeal  orifice  was  reached.  The 
woman  could  not  expectorate.  Had  she  not  had  other  conditions  and 
lesions,  it  would  have  been  easy  to  have  prolonged  life  indefinitely  so 
far  as  drowning  was  concerned  by  the  bronchoscopic  aspiration  of  the 
fluid.  The  author  has  done  this  in  other  cases  with  the  result  of  saving 
the  patients.  Before  the  days  of  bronchoscopy,  he  did  a  few  tracheotom- 
ies for  this  purpose  with  excellent  results;  secretions  could  then  be 
readily  removed  by  a  nurse  trained  in  tracheal  work — secretions  that 
could  never  have  been  expectorated.  In  children,  Dr.  Boyce's  method 
of  assisting  expulsion  of  trachco-bronchial  secretion  by  holding  the  child 
up  by  the  heels  has  often  proved  efficient  and  has  tided  over  a  dangerous 
ptiriod.  Perhaps  the  most  important  class  of  cases  is  that  in  which  the 
secretions  due  to  traumatism  or  irritation  of  a  foreign  body  in  the  lower 
air  passages  gradually  accumulate  and  asphyxiate  the  patient.  One  of  the 
only  two  tracheotomies  (in  previously  normal  cases)  done  by  the  author 
for  dyspnea  after  the  removal  of  the  foreign  bodies,  would  not  have  been 
needed  had  he  known  what  he  has  since  discovered,  namely,  that  chil- 
dren feeble  from  prolonged  respiratory  effort,  will  in  some  instances  and 
after  certain  kinds  of  foreign  bodies,  fill  up  with  tracheo-bronchial  se- 
cretions and  will  die  if  not  relieved.  It  would  seem  that  some  of  the 
instances  reported  by  various  writers  in  which  children  have  died  in  an 
unexplained  manner  after  the  removal  of  foreign  bodies  may  be  ac- 
counted for  in  this  way.  The  condition  was  first  pointed  out  to  the  au- 
thor a  number  of  years  ago  by  Dr.  Ellen  J.  Patterson.  Perhaps  the  best 
case  to  cite  as  an  illustration  is  the  following: 

John  K.,  aged  six  years,  referred  to  the  author  by  Dr.  Wagner. 
Prior  to  coming  under  the  care  of  Dr.  Wagner,  the  child  had  gone 
through  the  usual  treatment  by  antitoxin  and  quarantine  for  a  croupy 
cough  with  temperature  elevation,  due  to  a  beech-nut  hull,  which  had 
been  cast  about  in  the  trachea  and  bronchi  for  three  weeks.  A  grayish 
appearance  of  the  skin  due  to  dyspnea  favored  the  diphtheritic  diagnosis. 
The  beech-nut  hull  and  a  large  quantity  of  secretion  were  removed  at  the 
Presbyterian  Hospital,  by  bronchoscopy.  That  night  the  patient  be- 
came extremely  dyspneic  and  cyanotic.  Bronchoscopic  removal  of  a 
large  quantity  of  thick  viscid  secretion  gave  complete  relief.  There  was 
a  less  severe  recurrence  of  the  symptoms  the  next  night  but  the  child 
had  then  rallied  enough  to  rid  itself  of  secretions  which  were  moreover 
less  tenacious.    The  child  made  a  rapid  recovery. 

There  have  been  twelve  of  these  cases  in  the  practice  of  Dr.  Patter- 
son and  the  author.     In  some  the  aspiration  of  secretion  was  sufficient : 
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ill  two  instances  the  administration  of  oxygen  through  the  bronchoscope 
after  the  removal  of  the  secretions  saved  life.  For  this  the  bronchoscope 
with  the  anesthetic  attachment  of  Dr.  T.  Drysdale  Buchanan  was  found 
very  convenient  as  it  permitted  of  the  slightest  interruption  of  the 
flow  of  oxygen  during  the  removal  of  secretions  by  ''sponge  pumping."  In 
one  instance  the  swelling  of  the  mucosa,  in  other  words  the  serous 
exudate  iiUo  the  mucosal  tissue,  prevented  the  pulmonic  interchange  of 
gases :  the  oxygen  passed  down  through  the  bronchoscope  could  not  be 
taken  up  and  the  child  died.  This  was  a  case  of  influenzal  tracheo 
bronchitis  complicated  by  jmeumonia.  It  was  not  a  foreign  body  case. 
In  one  instance  the  secretions  of  an  influenzal  tracheitis  were  so  gelatin- 
ous as  to  re(|uire  removal  with  forceps.  In  some  of  the  cases  the  se- 
cretions were  so  viscid  they  could  not  have  been  drawn  through  any 
form  of  tulKil  aspirator. 

Hroncluiscopy  for  the  relief  of  patients  threatened  with  drowning 
in  their  t>wn  secretions  is  a  new  and  important  tield  of  usefulness  for 
the  broncluwcope  as  an  aid  to  general  medicine  and  surgery. 

Since  the  foregoing  was  written  a  number  of  contirmator}-  obser\-a- 
tions  have  been  made  by  others,  notably  by  Carpenter  (Bib.  r»lM. 

(Miwyrivir  of  the  /i/m/.  (luisez  reiHirts  a  case  of  pulmonar}-  gan- 
j:rone  i^f  ver\  grave  progiu>sis  cured  by  intrabronchial  injection  of 
gu^av^»l  in  oil  with  occasional  injections  also  of  iodoform  suspended  in 
oil     l-'phraimV  r^\sults  were  unfavorable. 

.hu'urysw,  h  is  prolable  that  bn^nchoscopy  will  repeat  the  histor\- 
of  the  K^HMU;:vn  rav — aneurvsms  will  seldom  l>e  overlooked,  but  will 
often  l>c  diajjnosiicaied  when  abseiu.  The  ordinar)-  nomial  aortic  im- 
pulse is  nu^st  asionisliiui:.  It  is  on'y  after  re|^aied  examinations  that 
one  ;:nn\s  ,uvusiomed  tt^  it.  Anv  thoracic  timior  com:^re<s:nir  the  bron- 
clxr.s  :v.a\  sV.vnx  /»  tninsmi::ed  pr.IsatiiMi.  In  o:u*  case.  :hai  of  a  woman 
o:    ^'^  T^crx^  \\,is  ^I'.stiv.c:  stenosis  from  external  pressure,  with  a::  tm- 
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or  at  the  side,  and,  yet,  because  of  the  posterior  deficiency  of  the  tracheal 
cartilage,  the  endoscopic  appearance  may  be  that  of  compression  from 
behind.  Often  lateral  compressions  may  be  misleading  in  the  same  way. 
The  author  has  examined  endoscopically  quite  a  number  of  cases  of 
aneurysm,  and  occasionally  has  been  able  to  make  a  diagnosis;  but  as  a 
rule,  he  does  not  regard  either  bronchoscopy  or  esophagoscopy,  when 
negative,  as  reliable  a  means  of  diagnosis  as  the  fluoroscooe.  He  does 
not  advocate  endoscopy  as  a  means  of  diagnosis  of  esophageal  disease 
until  after  aneurysm  has  been  excluded  by  the  fluoroscope  and  the  well 
known  clinical  methods.  Kahler  advises  the  relief  of  dyspnea  in  aneurys- 
mal compression  of  the  trachea  or  bronchi,  by  bronchoscopic  dilatation. 
Von  Eicken  disagrees  with  this  view,  as  does  also  Taunz.  Mr.  Waggette 
(Bib.  507)  reports  the  observation  of  the  wall  of  an  aneurysm  which 
had  caused  absorption  of  the  tracheal  rings. 

Lues  of  the  trachea-bronchial  tree.  Considering  the  frequency  of 
luetic  lesions  in  the  lar>'nx  their  rarity  in  the  lower  air  passages  is  re- 
markable. Possibly  they  are  more  frequent  than  supposed.  The  author 
has  seen  a  few  cases  (Bib.  243),  and  other  bronchoscopists  (Von  Eicken, 
Kahler)  many  more.  The  lesions  may  be  gummatous,  ulcerative,  or 
inflammatory  or  may  be  compressive  granular  masses.  Excision  of  the 
margin  of  ulcers  or  fungations  for  biopsy  is  advisable,  and  in  any  event 
the  therapeutic  test  and  the  exclusion  of  tuberculosis  will  be  required  for 
confirmation.  Hemoptysis  in  three  cases  previously  diagnosticated  as 
tuberculous  was  found  bv  the  author  to  come  from  a  leutic  lesion  in  the 
lower  air  passages. 

Bronchoscopy  in  tubercuiosis  of  the  tracheo-bronchial  tree.  It  is 
much  to  be  regretted  that  tuberculosis  has  not  received  the  amount  of 
endoscopic  study  that  the  scientific  value  of  the  data  thus  obtainable 
would  warrant.  The  author's  own  obser\'ations  lead  him  to  describe  the 
following  endoscopic  picture  below  the  larynx.  The  subglottic  infiltra- 
tions from  extensions  of  laryngeal  disease,  are  usually  of  edematous 
appearance  but  are  much  more  firm  than  in  ordinary  inflammatory 
edema.  Ulcerations  in  this  region  are  rare  unless  the  direct  extension 
of  ulceration  above  the  cord.  The  trachea  is  but  seldom  involved  com- 
pared to  the  deeper  structures,  but  we  may  have  in  the  trachea,  the  pale 
swelling  of  the  early  stage  of  a  perichondritis,  the  ulceration  following 
the  breaking  down  of  such  a  chondritis  and  all  the  phenomena  following 
the  mixed  infections.  These  same  conditions  may  exist  in  the  bronchi. 
In  a  number  of  instances  the  author  has  seen  a  cheesy  deposit  filling  the 
entire  lumen  of  the  bronchus  which  was  occluded  by  cheesy  pus  and 
debris  of  a  peribronchial  gland  which  had  eroded  through.  The  mucosa 
of  tuberculosis,  as  a  rule,  is  pale  and  the  pallor  is  accentuated  by  the 
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rather  bluish  streak  of  vessels  where  these  are  visible,  as  they  sometimes 
are.  Erosion  from  peri-bronchial  or  peri-tracheal  lymph  masses  may 
be  surrounded  by  granulation  tissue  of  pale  color  or  occasionally  reddish 
and  sometimes  streaked  with  blood.  A  most  common  picture  in  tubercu- 
losis is  a  broadening  of  the  carina,  which  may  be  so  marked  as  to  ob- 
literate the  carina  and  to  bulge  inward,  producing  deformed  lumina  in 
both  bronchi.  Sometimes  the  lumina  are  crescentic,  the  concavity  of 
the  crescent  being  internal,  that  is,  toward  the  median  line.  Absence 
of  the  normal,  anterior  and  downward  movement  of  the  carina  on 
deep  inspiration  is  almost  pathognomonic  of  a  mass  at  the  bifurcation, 
and  such  a  mass  is  usually  tuberculous,  though  it  may  be  malignant,  and, 
rarely,  luetic.  The  author  had  thought  that,  considering  the  frequency 
of  involvement  of  the  upper  lobe  bronchus,  pus  should  be  found 
draining  from  this  bronchus  as  a  rather  frequent  occurrence ;  but  he  has 
rarely,  in  a  case  of  tuberculosis,  seen  any  Secretion  coming  from  the 
upper  lobe  bronchus.  Possibly  the  explanation  may  be  that  drainage  by 
cough  and  gravity  had  already  removed  secretion  from  the  upper  lobe, 
or  it  may  be  that  further  observation  may  prove  this  experience  excep- 
tional. The  only  lesion  visible  in  a  tuberculous  case  may  be  cicatrices 
from  healed  processes.  The  author  has  seen  one  case  of  adventitious 
diverticulum  in  the  left  bronchus  immediately  below  the  bifurcation. 
The  mucosa  seemed  quite  cicatricial  and  it  seemed  probable  that  there 
had  been  a  suppurative  process  associated  with  glands  in  the  mediastium 
at  the  bifurcation.  There  was  no  active  tuberculous  lesion  at  the  time, 
but  a  radiograph  by  George  W.  Grier  showed  a  mass  of  glands  at  the 
bifurcation  and  calcareous  glands  in  other  locations.  Tuberculosis  may 
almost  entirely  destroy  the  lungs  of  children  without  objective  signs.  In 
one  such  case  seen  with  Dr.  Baldwin  the  left  bronchus  was  occluded 
with  cheesy  material  and  autopsy  showed  extensive  tuberculosis  of  both 
lungs.  Yet  the  patient,  a  fourteen-months-old  infant  with  thymic  tracheal 
compression  had  never  been  ill,  nor  had  any  rise  of  temperature  ever 
been  noted. 

Hemoptysis.  Endoscopy  may  afford  the  only  means  of  locating 
and  diagnosticating  the  source  of  hemoptysis.  Manifestly  endoscopy 
is  not  indicated  in  the  hemorrhages  of  manifest,  advanced  pulmonary 
tuberculosis.  But  in  the  not  inconsiderable  number  of  cases  in  which  per- 
sistent spitting  of  blood  occurs  in  the  absence  of  any  objective  signs  of 
tuberculosis  and  there  is  serious  doubt  as  to  the  source  of  hemorrhage, 
the  doubt  may  be  settled  detinilely  by  bronchoscopy.  If  the  blood  comes 
from  the  air  passages,  it  will  be  noted  that  there  is  an  interarytenoid 
blood  stream  brought  by  the  cilia  up  along  the  posterior  wall  of  trachea 
and  out  over  the  interarytenoid   space,  like   the  pouring  of  a  narrow 
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stream  of  water  out  of  the  pitcher  mouth,  giving  a  curiously  appropriate 
justification  for  the  naming  of  the  arytenoid.  This  stream  can  be  fol- 
lowed to  its  source  with  the  bronchoscope.  In  a  number  of  the  au- 
thor's cases  (Bib.  '24-t)  the  source  of  the  blood  has  been  a  tuberculous 
lesion.  In  other  cases  malignancy  has  been  found.  VarJx  of  the  trachea 
was  the  source  in  one  of  Ephraim's  cases.  Aneurysm  has  been  found 
endoscopically  in  a  number  of  cases  of  hemoptysis.  The  author  has 
found  a  luetic  lesion  in  three  such  cases. 


or 


oo 
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Fig.  40Q. — Endoscopic  views  of  the  bronchi  in  pneumothorax  in  a  girl  of  nine- 
teen years.  A,  left  main  bronchus.  B,  same  just  above  the  givii^  off  of  the 
upper  lobe  bronchi:s.  C,  inferior  lobe  (stem)  bronchus.  D,  orifices  of  inferior 
lobe  branch  bronchi. 

Pneumothorax.  The  author  has  had  three  opportunities  of  exam- 
ining the  bronchi  in  pneumothorax.  The  endoscopic  images  in  one  case 
are  represented  by  the  author's  drawings  reproduced  in  Fig.  409.  The 
author  can  easily  understand  how  such  lumina  might  be  produced  with 
the  exception  of  C  (Fig.  409),  which  seems  to  him  unexplainable,  unless 
it  was  due  to  absence  of  cartilage  at  that  point.  In  the  second  case  a  simi- 
lar concentric  diminution  of  lumen  was  noted  in  another  location,  name- 
ly the  right  inferior  lobe  bronchus.  In  the  third  case  no  such  lumen  could 
be  found. 
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The  mucosa  in  all  was  dark  pink,  but  not  cyanotic,  in  color.  The 
rings  did  not  show.  The  main  bronchus  was  collapsed  from  a  point  a 
little  below  the  bifurcation. 

Angioneurotic  edema.  The  author  has  not  been  so  fortunate  as  to 
observe  a  case  of  angioneurotic  edema  in  the  trachea,  but  it  has  been  seen 
endoscopically  by  Halstead  and  others.  In  Halstead's  case  the  edema  of 
the  bronchial  wall  produced  bronchial  dyspnea  in  a  girl  of  fifteen  years. 
The  endoscopic  picture  was  a  pale,  evenly  swollen  mucosa  producing 
stenosis. 


CHAPTER    XXX. 

Diseases  of  the  Esophagus. 

Prior  to  the  development  of  esophagoscopy,  diseases  of  the  esophagus 
could  be  studied  only  autoptically,  little  was  known  and  local  treatment 
was  ineffective  and  very  dangerous.  It  is  no  more  justifiable  to  treat  an 
esophagus,  or  to  ignore  esophageal  symptoms,  without  an  esophagoscopy, 
than  it  is  to  treat  a  patient  with  uterine  symptoms  without  local  examina- 
tion. Until  recently  the  esophagus  was  being  treated  like  the  uterus  was 
in  the  author's  student  days,  when  the  family  physician  regarded  local 
uterine  examination  as  a  fussy  pretension  bordering  on  quackery. 

The  classification  of  esophageal  diseases  into  stenotic  and  non- 
stenotic  is  purely  arbitrary,  since  all  diseases  of  the  esophagus  may  develop 
stenosis,  and  stenotic  diseases  are  usuallv  not  stenotic  in  their  earlier 
stages.  Paralysis,  while  not  stenotic  in  the  sense  of  a  constriction,  is 
clinically  a  stenosis  because  the  patient  cannot  swallow  even  liquids. 
Nevertheless  the  terms  "stenotic"  and  **non-stenotic"  are  convenient,  and 
with  the  foregoing  limitations  on  their  meaning  they  will  be  herein  used. 

Diagnosis.  The  deductive  methods  of  pre-esophagoscopic  days,  be- 
ing inconclusive  and  more  often  wrong  than  right,  are  now  entirely  super- 
seded. Diagnoses  are  now  made  esophagoscopically  with  all  the  certainty 
of  direct  inspection  supplemented  by  biopsy  when  needed. 

Radiography  and  fluoroscopy  in  diagnosis  of  esophageal  diseases  are 
of  the  utmost  importance  and  the  roentgenologist  and  the  esophagosco- 
pist  are  working  together,  each  supplementing  the  other  in  many  ways,  as 
mentioned  under  the  various  diseases.  Radiography  and  fluoroscopy 
during  the  swallowing  of  an  emulsion  of  some  substance  opaque  to  the 
ray  are  of  the  utmos  importance  in  the  study  of  diseases  of  the  esophagus 
and  the  esophagoscope  in  no  way  lessens  the  necessity  of  careful  radio- 
graphy and  fluoroscopy  which  should  be  preliminaries  to  every  eso- 
phagoscopy.   They  should  go  hand  in  hand. 

Indications  for  esophagoscopy  in  disease.  Any  abnormal  sensation, 
referable  to  the  region  or  to  the  functions  of  the  esophagus,  noticed  by 
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the  patient  calls  for  immediate  esophagoscopy.  Only  in  this  way  can  we 
hope  to  discover  diverticula,  esophagitis,  lues,  esophagismus,  cardiospasm, 
superficial  ulcer,  and  other  curable  lesions  in  time  to  cure.  Any  sensation 
such  as  *'a  lump  rising  in  the  throat,"  the  so-called  "globus  hystericus," 
calls  for  esophagoscopy,  for  the  reasons  given  under  "Spasmodic  Sten- 
osis." In  the  absence  of  any  symptoms  whatever,  it  is  advisable  to  make 
an  exploratory  esophagoscopy  in  cases  of  tracheal  or  high  bronchial  or 
peri-bronchial  mediastinal  disease  for  the  possibilities  of  information  as 
to  periesophageal  diseases.  In  the  absence  of  any  esophageal  or  tracheo- 
bronchial evidence  of  disease,  esophagoscopy  is  indicated  in  any  case  of 
unexplained  mediastinal  radiographic  shadow.  The  symptoms  of  eso- 
phageal disease  are  so  often  stomachal  in  character  that  any  obscure 
stomach  case  requires  esophagoscopy,  and  there  is  the  added  incentive 
that  the  left  two-thirds  of  the  stomach  can  be  examined  at  the  same  time 
with  the  same  instrument  and  with  no  more  difficulty,  in  any  case  with- 
out esophageal  stenosis.  The  pyloric  third  of  the  stomach  can  be 
examined  in  only  a  few  cases.  The  most  common  form  of  confusion  be- 
tween gastric  and  esophageal  diseases  is  for  a  patient  to  complain  of  vom- 
iting when  really  he  regurgitates.  Esophageal  spasm  is  often  caused  by 
organic  or  functional  disease  of  the  stomach.  The  gastroenterologist  and 
the  endoscopist  are  working  together  with  mutual  benefit. 

Contraindications  to  esophagoscopy  are  in  some  instances  depend- 
ent upon  lack  of  skill  on  the  part  of  the  esophagoscopist.  The  trained 
and  skillful  may  examine  any  case  of  general  or  local  disease  with  rela- 
tively little  risk,  while  in  the  hands  of  the  rough,  the  careless  or  the  un- 
trained, the  esophagoscope  is  a  dangerous  and  frequently  fatal  instrument. 
The  dangers  are  in  inverse  ratio  to  the  skill,  and  are  multiplied  by  the  ex- 
istence of  wall-weakening  esophageal  disease.  While  the  author  would 
not  hesitate  to  advise  esophagoscopy  in  a  patient  with  aneurysm  or  very 
hard  arteries,  or  in  one  with  extensive  esophageal  varicosities,  advanced 
organic  disease,  or  extensive  acute  necrotic  or  corrosive  esophagitis,  if 
there  were  very  urgent  necessity  for  it ;  yet,  esophagoscopy  can  be  indi- 
cated in  such  a  case  only  by  very  urgent  conditions,  such  as  the  lodgment 
of  a  foreign  body.  If  there  is  anything  to  be  gained  by  it,  a  careful  esoph- 
agoscopy may  be  undertaken  by  the  trained  hand  and  eye  which  will 
stop  the  procedure  when  an  abnormal  tissue  which  must  not  be  passed  or 
even  touched  is  encountered.  In  acute  esophagitis  from  the  swallowing  of 
corrosives  it  is  better  to  defer  the  esophagoscopy  until  sloughing  has 
ceased  and  inflammatory  infiltration  has  bulwarked  the  weak  places. 
Either  extreme  of  age  is  no  contraindication  to  esophagoscopy.  The  au- 
thor has  esophagoscoped  a  number  of  new-born  infants,  consequently 
cannot  agree  with  his  distinguished  colleague,  Guisez,  that  "esophagoscopy 
is  inapplicable  at  this  age." 
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Water  hunger  is  one  of  the  most  urgent  contraindications  to  esoph- 
agoscopy.  This  condition,  which  makes  the  patient  a  very  bad  surgical 
subject,  does  not  seem  to  be  recognized  by  the  profession. 

Patients  that  have  been  able  to  get  but  little  liquid  down  for  a 
number  of  days,  frequently  come  to  the  endoscopist  and  it  is  the  au- 
thor's custom  always  to  have  a  surgeon  in  readiness  on  arrival  of  the 
patient  to  have  a  gastrostomy  done  immediately,  should  the  patient  prove 
to  be  in  a  serious  state  of  water  hunger.  In  the  less  severe  cases  water 
is  introduced  into  the  circulation  by  hypodermoclysis  and  enteroclysis 
simultaneously,  and  in  the  cases  on  which  gastrostomy  is  done  these  meas- 
ures are  carried  out  while  the  operation  is  being  done.  There  are  few 
conditions  other  than  spasmodic  stenosis  and  foreign  body  occlusion  that 
are  so  quickly  relievable  that  gastrostomy  will  not  be  needed  anyway,  and 
it  is  better  to  do  the  gastrostomy  first  and  make  the  diagnosis  afterward. 
Some  patients  are  so  far  gone  when  they  arrive  that  they  die  in  spite  of 
prompt  enteroclysis,  hypodermoclysis  and  gastrostomy.  It  seems  that 
when  they  get  beyond  a  certain  point  they  are  hopeless.  This  point  is 
reached  in  from  three  to  six  days,  dependent  upon  the  weather  and  upon 
whether  the  patient  had  or  did  not  have  an  abundant  supply  of  fluids 
prior  to  the  complete  occlusion.  Of  course  the  time  in  which  death  may 
occur  from  water  starvation  may  be  prolonged  by  rectal  feeding. 

Gastrostomx,  as  indicated  above,  should  alwavs  be  done  in  stenotic 
diseases  of  the  esophagus  before  the  patient  begins  to  suffer  for  either 
food  or  water.  Like  tracheotomy  it  should  be  done  early  rather  than 
late.  If  done  early,  gastrostomy  is  attended  with  a  mortality  of  less  than 
one  per  cent,  and  as  a  life  saving  measure,  it  is  of  the  utmost  importance. 
Gastrostomy  is  advisable  in  some  instances,  even  when  the  patient  can 
swallow  liquids,  for  the  purpose  of  putting  the  esophagus  at  rest.  True, 
secretions  will  still  drain  down  the  esophagus  but  these  do  not  stagnate 
and  macerate  like  food,  even  liquid  food,  does. 

Rectal  feeding.  The  water  from  nutrient  enemeta  is  absorbed  rather 
readily  and,  if  carefully  watched  and  faithfully  and  persistently  carried 
out  in  small  continuous  dosage,  will  supply  the  system  with  fluids  and 
postpone,  for  a  long  time,  death  by  water  starvation ;  but  for  nutrient 
purposes  rectal  alimentation  is  dangerously  inefficient. 

Indirect  examination  of  esophageal  cases.  The  larynx  and  pharynx 
should  be  examined  in  all  cases  of  suspected  esophageal  disease.  Lar>'n- 
geal  disease  involving  the  epiglottis,  aryepiglottic  folds,  arytenoids  or 
party-wall  may  be  thus  found  to  account  for  all  the  symptoms  and  may, 
in  some  cases,  negative  esophagoscopy.  It  is  characteristic  of  any  form 
of  esophageal  stenosis,  if  of  a  severe  type,  that  both  pyriform  sinuses 
will  be  full  of  fluid  in  the  erect  posture  of  the  patient.  The  cause  of  this 


492  DISEASKS  OF  THE  ESOPHAGUS. 

is  that  the  fluids  which  normally  are  continually  flowing  away  through 
the  esophagus,  are  unable  to  escape  downward  in  stenotic  cases,  and  thus 
the  pyriform  sinuses  fill  for  want  of  normal  drainage.  This  condition  is 
known  as  the  author's  sign  and  is  diagnostic  of  a  high  degree  of  eso- 
phageal stenosis.  Levy  has  called  the  author's  attention  to  an  exception 
to  the  pathognomy  of  this  sign  in  advanced  cases  of  laryngeal  tuberculosis 
in  which  the  pain  of  swallowing  is  so  great  that  swallowing  is  deferred 
as  long  as  possible.  Possibly  also  there  is,  in  some  such  cases,  an  eso- 
phageal stenosis  due  to  spasm  of  the  cricopharyngeus,  a  reflex  from  the 
painful  laryngeal  lesion. 

Technic  of  esophagoscopy  for  diseases.  The  introduction  of  the 
esophagoscope  has  been  fully  considered.  The  esophagoscope  should  in 
every  case  be  passed  by  sight.  Danger  of  perforation  and  of  overriding 
the  disease  by  mandrin  introduction  renders  the  introduction  by  sight 
the  only  method  worthy  of  consideration.  No  anesthesia,  general  or  local, 
is  needed,  as  explained  in  Chapter  IV,  though  local  anesthesia  of  the 
laryngopharynx  is  unobjectionable  in  adults  if  desired.  The  position 
should,  preferably,  be  recumbent  as  explained  in  Chapter  VI.  For  the 
diagnosis  and  treatment  of  diseases  of  the  upper  end  of  the  esophagus, 
the  esophageal  speculum.  Fig.  21,  is,  in  the  author's  experience,  the  most 
serviceable  instrument.  It  can  be  used,  if  desired,  in  the  recumbent  or 
sitting  position  of  the  patient  as  described  in  Chapter  X. 

ANOMALIES  OF  THE  ESOPHAGUS. 

Congenital  malformations  of  the  esophagus  may  be  divided  into 
imperforation,  stenosis,  and  esophago-tracheal  fistula. 

Imperforate  esophagus.  So  far,  the  author  has  not  had  an  oppor- 
tunity of  j)assing  the  esophagoscope  on  a  case  of  imperforate  esophagus, 
but  he  has  passed  the  esoi)hagoscopc  on  quite  a  number  of  infants,  the 
youngest  being  two  days  old.  It  was  suspected  in  this  latter  case  that  an 
imperforate  esophagus  existed,  but  on  esophagoscopy,  the  lumen  of  the 
esophagus  was  found  perfectly  normal  all  the  way  to  the  stomach.  The 
disappearance,  after  the  passing  of  the  esophagoscope,  of  the  difficulty 
in  swallowing  would  seem  to  indicate  spasmodic  origin.  When  examined 
four  months  later  by  Dr.  Manchester  the  child  was  still  swallowing  per- 
fectly. In  view  of  this  case,  and  of  many  others  on  children  from  a  few 
days  to  a  few  months  of  age,  the  author  must  disagree  with  Guisez  in  the 
statment  that  "esophagoscopy  is  inapplicable  at  this  age."  An  esoph- 
agoscopy can  be  done  in  the  new-born  with  perfect  safety,  provided  a 
very  small  tube  be  used,  and,  provided,  of  course,  it  be  with  a  proper 
degree  of  care.  The  most  usual  site  of  the  occlusion  is  in  the  mediastinal 
esophagus,  the  upper  esophageal  segment  ending  in  a  blind  pouch,  usual- 


DISEASES  OF  THE  ESOPHAGUS.  493 

ly  more  or  less  dilated.  A  fistula  may  exist  between  the  lower  segments 
of  the  anomalous  esophagus,  the  upper  segment  being  inperforate. 
(Guthrie  and  Edington,  Bib.  135.) 

Congenital  esophagotracheal  fisttUae  are  the  most  frequent  anomaly. 
They  are  due  to  embiyonic  developmental  errors.  So  far,  no  cases  of 
esophagoscopic  examination  of  congenital  tracheo-esophageal  fistulae 
have  been  reported,  but  as  the  procedure  is  safe  and  simple,  doubtless  ob- 
servations will  be  made.  In  the  case  of  a  nursling  of  six  months  of  ajpe 
which  fell  under  the  author's  care,  a  tracheo-esophageal  fistula,  due  to 
ulceration,  would  never  have  been  suspected  had  not  the  parent  suspected 
foreign  body,  which  was  found  on  radiographic  examination  and  was  re- 
moved by  the  author.  There  was  no  suspicion  on  the  part  of  the  parents, 
nor  of  the  physicians  who  examined  the  patient  prior  to  Dr.  Sullivan,  of 
any  difficulty  in  swallowing.  The  parents  were  concerned  solely  with 
their  observation  that  "the  baby  coughed  until  it  vomited'*  and  the  child 
imdoubtedly  had  a  broncho-pneumonia.  In  a  fistula  in  the  new-bom, 
there  might  be  nothing  to  lead  one  to  suspect  difficulty  in  swallowing,  and 
doubtless,  cases  of  congenital  fistula  have  been  buried  under  an  erroneous 
diagnosis.  Some  of  the  rare  cases  of  tracheo-esophageal  fistula  without 
atresia  probably  live  for  some  time,  because  some  of  the  food  escapes 
past  the  fistula  into  the  stomach. 

Congenita!  stricture  of  the  esophagus  may  be  more  frequent  than 
heretofore  supposed.  Cases  are  encountered  by  the  esophagoscopist 
where  the  patient  has  had  more  or  less  difficulty  in  swallowing  which  is 
often  described  as  **not  swallowing  as  well  as  other  people."  \'ery  often 
these  cases  have  more  or  less  frequent  intervals  of  exacerbation  of  their 
symptoms  when  the  swallowing  difficulty  becomes  quite  troublesome.  On 
esophagoscopy,  such  cases  show  a  moderate  stenosis  which  does  not  seem 
to  be  cicatricial,  and  yet  is,  nevertheless,  an  organic  stenosis  not  due  to 
compression.  There  is  a  strong  suspicion  that  such  cases  may  be  in 
some  instances  due  to  the  swallowing  of  caustics  in  childhood,  but  in  the 
absence  of  any  such  history,  the  parents  being  intelligent,  it  seems  justi- 
fiable, to  class  them  as  congenital.  A  very  interesting  suggestion  is  made 
by  A.  Brown  Kelly  ( J]ib.  303)  ;  namely,  that  stenosis  of  the  esophagus 
producing  no  symptoms  until  early  adult  life  may  nevertheless  be  con- 
genital, since,  as  demonstrated  by  Maylard,  congenital  narrowing  of  the 
pylorus  rarely  manifests  itself  before  early  adult  life.  The  suggestion  of 
I'rown  Kelly  would  explain  those  rare  cases,  of  which  every  esophagos- 
copist of  experience  has  seen  a  few  in  which  there  is  an  obvious  stenosis 
of  the  esophagus,  non-cicatricial  and  certainly  non-spastic,  first  produc- 
ing symptoms  after  adolescence.    Further  data  are  to  be  hoped  for. 
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Webs  in  the  upper  third  of  the  esophagus  have  been  observed.  The 
author  has  found  that  in  any  case  where  the  presence  of  a  web  is  sus- 
pected, the  best  method  of  determination  is  to  put  the  esophagus  on  the 
stretch  with  a  very  large  esophagoscope,  or,  preferably,  with  the  eso- 
phageal speculum  shown  in  Fig.  21.  Retraction  of  the  anterior  wall  of 
the  esophagus  will  stretch  the  web  quite  thin,  and  it  is  very  easy  to  pass 
an  alligator  forceps  through  the  narrowing  and  then  withdraw  the  for- 
ceps which  are  spread.  This  will  dilate  the  constricted  lumen  due  to  the 
web,  and  if  carefully  done,  the  procedure  is  entirely  harmless.  It  is  wise 
to  pass  the  speculum  every  alternate  day  until  healing  is  complete. 
Smaller  webs  with  larger  esophageal  lumen  may  be  stretched  by  passing 
the  esophageal  speculum  without  the  use  of  any  other  dilating  instrument. 
Unlike  cicatricial  strictures,  the  web  has  very  little  tendency  to  vicious 
cicatrization  and  reproduction  of  the  stenosis. 

Treatment  of  esophageal  anomalies.  Unfortunately  there  is  not  often 
an  opportunity  for  treatment.  Gastrostomy  is  indicated  in  imperforate 
cases.  Esophagoscopy  has  nothing  remedial  to  offer  except  in  cases  of 
stricture  and  webs.  Strictures  can  be  dilated,  but  even  more  care  should 
be  exercised  here  than  in  cicatricial  strictures.  The  few  probably  congen- 
ital cases  the  author  has  seen  yielded  more  promptly  than  cicatricial  sten- 
oses of  the  same  size  of  lumen  and  had  less  tendency  to  contract.  In  none 
of  the  cases  was  the  full  size  of  the  esophageal  lumen  restored,  but  the 
patients  remained  free  from  dysphagia.  Webs  are  very  successfully  dealt 
with  as  already  mentioned. 

Rupture  and  trauma  of  the  esophagus  may  be  spontaneous  or  may 
result  from  the  trauma  of  an  instrument  or  of  a  foreign  body,  or  of  both 
combined,  as  was  frequently  the  case  in  the  old  days  of  blind  attempts 
at  pushing  a  foreign  body  downwards.  MacReynolds  reports  a  case  of 
spontaneous  rupture  of  the  esophagus  following  extensive  ulceration  of 
the  esophageal  wall.  The  patient  had  been  operated  upon  for  an  uncom- 
plicated mastoiditis.  The  death,  some  days  after  operation,  was  found  at 
post  mortem  to  be  due  to  profuse  hemorrhage  following  rupture,  which 
was  in  the  lower  third.  Xo  unusual  strain  had  been  put  upon  the  esoph- 
agus and  no  solid  food  had  been  taken  for  a  week.  Rupture  of  the 
esophagus  is  usually  attended  with  mediastinal  emphysema,  profound 
shock,  a  weak  rapid  pulse,  restlessness,  fever  and  rapid  sinking.  If  the 
pleura  has  been  torn,  as  is  frequently  the  case,  the  symptoms  and  physical 
signs  of  pneumothorax  are  added.  In  such  cases  tapping  of  the  pleural 
cavity  will  usually  obtain  a  small  amount  of  fluid  with  fecal  odor.  Lesser 
degrees  of  trauma  not  perforating  all  the  layers  of  the  esophageal  w^all. 
may  show  slight  symptoms  of  esophagitis  (q.  v.).  The  early  endoscopic 
appearances  of  esophageal  trauma  are  those  of  a  bleeding  laceration  of 
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the  mucosa.    Later  inflammatory  and  ulcerative  appearances  (q.  v.)  are 
manifest. 

The  treatment  of  trauma  without  perforation  is  the  same  as  for 
acute  esophagitis  (q.  v.).  The  traumatism  due  to  the  foreign  body  itself 
is  almost  invariably  exceedingly  slight  and  does  not  penetrate  deeply  and 
heals  promptly.  Blind  methods  of  removal,  however,  are  often  attended 
with  serious  and  fatal  traumatism.  The  food  in  any  case  should  be  sterile 
liquids  only,  and  all  water  should  be  sterilized  and  served  sterilly.  Rup- 
ture of  the  esophagus  demands  immediate  gastrostomy  (under  local  an- 
esthesia) to  nourish  the  patient,  to  supply  him  with  fluid,  and  to  put  the 
esophagus  at  rest.  If  the  pleura  has  been  ruptured  immediate  thoracot- 
omy, with  insertion  of  a  drain  at  the  most  favorable  point  of  drainage, 
may  save  life,  which  without  this  procedure,  is  hopeless.  Stimulation, 
hot-water  bags,  elevation  of  the  foot  of  the  bed,  atropine  and  other  shock 
combating  methods  are  indicated.  The  patient's  head  should  be  low 
and  the  mouth  turned  toward  the  pillow  to  lessen  the  drainage  of  se- 
cretions into  the  esophagus. 

INFLAMMATION  AND  ULCERATION  OF  THE  ESOPHAGUS. 

Acute  esophagitis  is  usually  of  traumatic  or  cauterant  origin.  If 
severe  or  extensive,  all  the  symptoms  described  under  **Rupture  of  the 
Esophagus"  may  be  present.  The  endoscopic  appearances  are  unmistak- 
able to  anyone  familiar  with  the  appearance  of  mucosal  inflammations. 
The  pale,  bluish  pink  color  of  the  normal  mucosa  is  replaced  by  a  deep 
red  velvet}'  swollen  appearance  in  which  individual  vessels  are  invisible. 
After  exudation  of  serum  into  the  tissues,  the  color  may  be  paler  and 
in  some  instances  a  typical  edema  may  be  seen.  This  may  diminish  the 
lumen  temporarily.  If  the  inflammation  is  due  to  corrosives,  a  grayish 
exudate  may  be  visible  early,  sloughs  later. 

Ulceration  of  the  esophagus.  In  the  main,  the  observations  of  the 
author  in  his  earlier  volume  (Bib.  269)  have  been  fully  borne  out  by 
further  experience.  While  ulceration  of  the  esophagus  cannot  be  said  to 
be  a  common  disease,  yet  those  who  examine  the  esophagus  constantly, 
meet  with  occasional  cases.  Superficial  erosions  are  by  no  means  un- 
common, and  the  condition  of  inflammation,  at  times  associated  with 
erosion  and  even  with  ulceration,  that  accompanies  the  stagnation  of  food, 
is  a  very  important  part  of  the  pathology  of  esophageal  stricture.  Under 
the  head  of  spastic  stenoses,  the  author  has  described  the  condition  as  con- 
stituting a  *'vicious  circle"  wherein  spastic  stenoses,  whether  due  primar- 
ily to  esophagitis  or  other  local  lesion  or  not,  excite,  or  at  least  perpet- 
uate an  esophagitis,  which,  in  turn,  is  a  factor  in  the  production  of  the 
spastic  stenosis.    The  more  constant  the  spastic  condition,  necessarily  the 
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greater  the  degree  of  esophagitis.  The  author  has  met  with  a  number  of 
cases  of  manifestly  cicatricial  stenosis,  which,  from  the  history,  seem  to 
have  resulted  from  such  a  condition.  There  had  been  no  history  of  swal- 
lowing any  corrosives  in  childhood,  and  the  esophageal  trouble  came  on 
comparatively  late  in  life  so  that  any  accidental  cause  for  the  production 
of  a  cicatricial  stricture  would  necessarily  have  been  remembered  by  the 
patient.  One  case  of  ulceration  of  the  esophagus  observed  by  the  author 
deserves  special  mention : 

A  girl,  aged  two  years,  was  brought  to  the  author  by  Dr.  L.  C.  Man- 
chester for  difiiculty  in  swallowing  which  had  come  on  during  an  attack 
of  aphthous  stomatitis.  The  child  had  been  listless  and  had  refused  to  eat. 
Temperature  102°  F.  (39°  C).  It  had  been  thought  that  it  refused  to 
swallow  simply  because  of  the  pain  in  the  mouth,  but  after  24  hours  with- 
out food  or  water,  the  child  made  strenuous  efforts  to  swallow  but  the  milk 
came  back  promptly.  Upon  examination  with  the  child's  esophageal 
speculum,  Fig.  21,  the  cricopharyngeal  constriction  was  seen  to  be  the  site 
of  three  small  ulcerations.  The  7  mm.  esophagoscope  was  introduced  be- 
low these  ulcerations,  and  it  was  discovered  that  in  the  middle  third  of 
the  esophagus  there  were  two  distinct  ulcers  and  one  elongated  ulceration 
which  had  the  appearance  of  two  ulcers  having  coalesced.  Just  below 
this  were  two  small  vesicles,  each  surrounded  by  a  red  areola.  A  soft 
rubber  tube  was  introduced  and  the  child  fed.  It  was  given  a  few  drops 
of  an  alum,  sage  and  honey  mixture,  and  in  about  ten  days  was  entirely 
well  of  the  lesions  in  the  mouth  and  the  swallowing  was  normal.  A  sec- 
ond esophagoscopy  thirty  days  after  the  first,  showed  a  normal  esophagus. 

Remarks.  It  was  quite  evident  that  the  difficulty  in  swallowing  was 
entirely  spasmodic  as  no  stenosis  was  found  and  the  esophagoscope  met 
with  no  obstruction  in  passing  all  the  way  to  the  stomach. 

Ulceration  may  follow  trauma  of  a  foreign  body,  an  instrument  or  a 
corrosion,  and,  of  course,  is  part  of  nature's  method  of  repair.  Sloughs 
may  be  i)resent,  and  exudates  and  exfoliation  may  modify  the  endoscopic 
j)icturc. 

Differential  diagnosis  of  ulcer  of  the  esophagus.  To  recognize  the 
presence  of  an  ulcer  esophagoscopically  is  not  difficult  if  it  be  not  covered 
with  macerated  epithelial  debris,  bismuth,  food  or  secretion,  but  to  de- 
termine that  it  is  a  simple  ulcer,  requires  the  exclusion  of  lues,  tuber- 
culosis, e])ithelioma,  endothelioma,  sarcoma,  and  actinomycosis.  Simple 
ulcer  of  the  esophagus  is  usually  associated  with  a  stenosis,  spastic  or  or- 
ganic. In  the  absence  of  a  stenosis,  we  are  usually  justified  in  excluding 
simple  ulcer.  This  is  not  absolute  ^  see  case  above  cited),  but  it  arouses 
a  very  strong  suspicion  that  the  ulcer  is  either  malignant  or  luetic.  The 
characteristics  of  the  luetic  ulcer  are  the  highly  inflammatory  state  of  the 
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surrounding  mucosa,  the  thickened  elevated  edges  usually  free  from  gran- 
ulation tissue,  with  a  somewhat  pasty  center  and  not  bleeding  readily 
when  sponged,  though  the  surrounding  mucosa  gives  one  the  impression 
of  being  intensely  vascular.  The  tuberculous  ulcer,  if  primary  in  the 
esophagus,  is  very  superficial  and  seems  to  partake  more  of  the  char- 
acter of  an  erosion  than  of  ulceration.  The  mucosa  is  pale  and  gives  one 
the  impression  of  anemia.  It  is  usually  free  from  granulation  tissue,  but 
there  may  be  small  granular  elevations  at  different  points,  usually  rather 
scattered.  There  may  be  slight  cicatrices.  If,  however,  the  tuberculosis  is 
an  extension  by  continuity  from  periesophageal  tuberculous  glands,  and 
especially  if  there  is  a  fistulous  communication  with  a  bronchus,  we  may 
have  quite  a  cauliflower  growth  of  granulations,  though  usually  they  are 
quite  pale.  In  the  cases  in  which  a  tuberculous  process  has  invaded  the 
esophagus  from  either  a  lung  lesion,  or  a  mediastinal  adenopathy,  there  is 
usually  such  a  manifest  tuberculous  syndrome  that  the  diagnosis  can  be 
made  therefrom.  The  tuberculin  test,  reverse  tuberculin  test,  guinea  pig 
injection  with  emulsion  of  tissue,  with  the  histologic  examination  of  tis- 
sue for  the  bacilli  and  for  the  morphology  of  tuberculosis — all  these  taken 
together  are  almost  absolutely  decisive ;  though  the  remote  possibility  ol 
a  mixed  lesion  of  tuberculosis  with  lues  or  malignancy  must  be  borne  in 
mind.  The  ulcer  of  sarcoma  does  not  diflFer  materially  from  the  ulcer 
of  carcinoma.  The  carcinomatous  ulcer  is  usually  characterized  by  the 
very  vascular  bright  red  zone,  raised  edges,  granulation  tissue  that  bleeds 
freely  on  the  slightest  touch,  and  above  all,  it  is  almost  invariably  sit- 
uated on  an  infiltrated  base,  which  communicates  a  feeling  of  hardness  to 
the  pressure  of  sponges  or  of  the  esophagoscopic  tube  itself.  Another 
characteristic  sometimes  seen  in  carcinoma  is  the  pointed  projections 
springing  somewhat  like  granulation  tissue  from  the  ulcer  or  its  neigh- 
borhood. A  scar  may  be  from  the  healing  of  an  ulcer  of  simple  or 
specific  character,  or,  on  the  other  hand,  it  may  be  a  cancerous  process 
developing  on  the  site  of  a  scar,  so  that  the  presence  of  scar  tissue  does 
not  absolutely  negative  malignancy.  As  a  rule,  however,  we  do 
not  see  a  scar  in  cases  of  cancer  of  the  esophagus.  In  determining  in- 
filtration, we  must  be  on  our  guard  not  to  be  misled  by  the  sensation  com- 
municated in  some  cases  by  the  ridge  produced  by  the  left  bronchus 
where  it  crosses  the  esophagus.  In  some  cases  of  esophageal  disease  with 
dilatation,  especially  if  the  stenosis  is  not  far  below  the  bronchus,  the 
ridge  protruded  by  the  crossing  of  the  bronchus  is  apt  to  be  prominent 
and  feels  quite  resistant  to  the  pressure  of  the  tube.  In  some  instances 
it  is  possible  to  make  an  accurate  diagnosis  of  a  simple  ulcer  by  exclusion 
through  esophagoscopic  appearances  alone.  Usually,  however,  the  aid 
of  the  laborator\'  must  be  invoked,  chieflv  because  lesions  occur  more  or 
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less  mixed  in  character,  owing  to  the  fact  that  all  ulcerations  of  the  esoph- 
agus are  associated  with  mixed  infections.  The  resultant  infective  in- 
flammations give  a  uniformity  in  character  that  interferes  seriously  with 
differentiation,  because  infective  inflammation  is  apt  to  produce  the  same 
esophagoscopic  appearance  regardless  of  the  lesion  which  caused  the 
primary  solution  of  continuity.  The  foregoing  remarks  apply  only  *to 
the  ulcerated  lesions  of  the  diseases  mentioned.  The  differentiation  of 
non-ulcerated  lesions  is  elsewhere  herein  considered.  In  any  case  of  ul- 
ceration of  the  esophagus  unassociated  with  stasis,  we  are  justified  in 
pushing  the  therapeutic  test  with  potassium  iodide  and  mercurial  in- 
unctions. We  are  also  justified  in  sponging  the  surface  of  the  ulcer  with 
a  gauze  sponge ;  but  to  obtain  a  specimen,  it  is  seldom  justifiable  to  scrape 
the  ulcer,  unless  it  is  on  a  very  much  infiltrated  base.  If  the  edges  are 
thin  and  flat,  the  taking  of  a  specimen  of  tissue  involves  some  risk.  If, 
however,  the  ulceration  has  a  thickened  elevated  edge,  this  edge  may  be 
nipped  off  with  the  tissue  forceps.  Fig.  35.  The  histologic  examination 
of  the  tissue  and  a  bacterial  examination  of  the  secretions  wiped  from  the 
face  of  the  ulcer,  should  give  accurate  information.  If  the  laboratory 
report  is  uncertain,  we  are  justified  in  repeating  the  removal  of  specimens 
of  tissue  and  secretion  a  number  of  times.  A  positive  Wassermann,  or 
luetin,  or  a  positive  luetic  history  only  makes  the  therapeutic  test  all  the 
more  strongly  indicated.  That  the  man  has  had  lues  does  not  necessarily 
mean  that  the  ulcer  in  question  is  luetic,  for  a  luetic  man  may  have  a 
malignant  growth  or  be  subject  to  tuberculosis ;  in  fact  it  is  a  serious 
(juestion  whether  or  not  lues  predisposes  to  these  conditions.  Spirochetal 
findings  in  a  specimen  of  tissue  is  decisive,  but  failure  to  find  is  diag- 
nostically  valueless. 

Treatment  of  acute  and  subacute  inflanimation  and  ulceration  of 
esophagus.  As  a  rule,  a  simple  ulcer,  associated  as  it  almost  invariably 
is  with  more  or  less  stenosis  and  stasis,  usually  yields  to  the  local  ap- 
plication of  argyrol,  with  rest  of  the  esoi)hagus.  The  best  way  to  obtain 
this  rest  is  to  do  a  gastrostomy  for  feeding  so  that  nothing  but  secre- 
tions wn'll  go  through  the  mouth.  The  teeth  and  mouth,  of  course, 
should  be  kept  scrupulously  clean.  If  the  ulceration  heals  by  these  means 
alone,  without  any  other  treatment  whatsoever,  we  may  be  justified  in 
concluding  that  the  ulceration  was  of  simple  character. 

In  all  forms  of  esophagitis  and  in  the  ulcerations  consequent  upon 
traumatism,  such  as  that  of  foreign  bodies,  the  usefulness  of  bis- 
muth subnitrate  has  been  amply  demonstrated  by  the  author.  It  is  given 
dry  on  the  tongue  and  swallowed  preferably  without  liquid  in  order  bet- 
ter to  adhere  to  ulcerated  surfaces.  That  it  does  adhere,  the  author  has 
noted  in  a  number  of  cases  in  which  the  bismuth  had  been  given  ther- 
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apeutically,  and  also  in  cases  in  which  it  had  been  used  in  order  to  obtain 
a  ray  picture  in  cases  of  esophageal  stenosis.  The  combination  with  a 
little  calomel  given  from  time  to  time  is  excellent.  Bismuth  has  quite  a 
good  deal  of  antiseptic  action,  but  whether  this  be  the  explanation  or 
not,  empirically  the  author  has  had  abundant  evidence  that  this  treat- 
ment for  inflammation  and  ulceration  of  the  esophagus  is  curative. 
Argyrol  in  2^  per  cent  solution  locally  applied  esophagoscopically  is  also 
useful  in  cases  of  ulceration,  and  especially  those  attended  with  funga- 
tions.  In  three  cases  where  external  operations  through  the  neck  had  in- 
volved the  esophagus,  dysphagia  was  found  by  the  author  lo  be  due  to  an 
unhealed  wound  in  the  esophagus,  and  in  all  three  cases,  applications  of 
arg}Tol  resulted  in  healing. 

Chronic  csophagHis,  The  appearances  of  chronic  esophagitis  will  be 
dealt  with  in  connection  with  diffuse  dilatation  and  spasmodic  stenosis. 

Treatment  of  chronic  esophagitis.  The  best  treatment  for  chronic 
esophagitis  is  the  correction  of  stenoses,  organic  or  spastic,  which  exist 
below,  producing  stasis  of  food.  If  the  stenosis  is  not  completely  curable, 
local  remedies  are  of  great  aid  in  limiting  the  degree  of  inflammation. 
Bismuth  subnitrate  is  the  best  remedy.  Calomel  may  be  given  also  occa- 
sionally, both  of  these  being  given  dry  on  the  tongue.  The  best  local  en- 
doscopic application  is  argyrol  in  15  per  cent  solution. 

COMPRESSION   STENOSIS  OF  THE  KSOPHAGl'S. 

Compression  stenosis  may  be  the  result  of  any  periesophageal  disease 
or  anomaly.  The  most  frequent  lesions  are  thyroid  enlargement,  cervical 
or  thoracic,  malignancy,  aneurysm,  auricular  and  aortic  enlargement,  or 
calcification,  lymphatic  infiltration,  lordosis.  Thoracic  compressions  are 
usually  from  mediastinal  lesions,  though  the  author  saw  one  case  of  com- 
pression by  a  cancerous  lung  that  had  not  yet  involved  the  mediastinum. 
In  another  case  a  walled-off  abscess  of  the  upper  lobe  of  the  right  lung 
and  plerra  caused  the  compression  without  mediastinal  involvement.  In 
two  cases  of  the  author  compression  of  the  esophagus  was  due  to  pres- 
sure of  a  hypertrophicd  heart.  Bassler  has  reported  a  case  due  to  hyper- 
trophy of  the  auricle.  Stenoses  in  the  lower  part  of  the  thorax  are  very 
rarely  compressive.  The  author  has  seen  one  such  case  associated  with  a 
pleural  fistula  which  had  been  discharging  for  years  subsequent  to  sur- 
gical evacuation  of  an  empyema  so  that  the  exact  nature  of  the  compres- 
sive tissue  could  not  be  made  out.  Collier  reports  a  case  of  compressive 
stenosis  from  cancer  of  the  liver  and  Gottstein  one  from  the  pressure  of  a 
calcareous  area  in  the  pleura. 

Differential  diagnosis  of   compressive   stenoses    of    the    esophagus. 
The  existence  of  a  stenosis  is  often  indicated  by  the  author's  sign  of  se- 
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cretion-filled  pyriform  sinuses.  Compression  stenosis  covered  with  nor- 
mal mucosa,  can  be  readily  differentiated  in  most  cases  from  disease  of 
the  wall  of  the  esophagus ;  but  the  nature  of  the  compressive  lesion  and 
its  extent  outward  from  the  esophagus  will  usually  require  the  aid  of  the 
roentgenologist  or  fluoroscopist.  Compression  stenosis  is  manifested 
usually  by  a  slit-like  crevice  which  occupies  the  place  of  the  lumen  and 
which  does  not  open  up  readily  before  the  advancing  tube.  The  slit  may 
be  curved,  and  its  long  axis  is  almost  always  at  right  angles  to  the  com- 
pressive mass  if  the  esophageal  wall  be  un involved.  The  normal  radial 
creases  separating  the  folds  are  diminished  to  two,  one  at  each  end  of  the 
crescentic  slit-like  lumen.  The  covering  mucosa  may  be  normal  or  show 
signs  of  chronic  inflammation  from  stasis.  If  the  esophageal  wall  is  un- 
involved  the  esophagus  is  movable  laterally  with  the  tube-mouth  and  the 
mucosa  can  be  readily  pushed  up  into  folds. 

Goitrous  compression  of  the  esophagus  by  a  cervical  goitre  is  readily 
confirmed  by  i)alpation  of  the  neck,  but  with  a  substernal  goitre  verifica- 
tion is  not  so  easy.  Corroboration  is  to  be  had  from  radiography.  The 
esophagus  is  not  so  often  seriously  compressed  as  is  the  trachea. 

Aneurysmal  compression  of  the  esophagus.  Theoretically,  one  might 
suppose  that  the  endoscopic  picture  in  an  aneur>'smal  compression 
stenosis  of  the  esophagus  must  be  expansile.  As  a  matter  of  fact,  how- 
ever, in  all  of  the  cases  that  the  author  has  observed,  the  pulsation  seems 
to  be  simply  a  transmitted  pulsation  of  the  aneurysmal  sac  acting  simply 
as  a  tumor  might  in  transmitting  the  pulsation  from  the  aorta  itself.  The 
author  has  observed,  in  many  instances,  in  abdominal  esophagismus,  a 
very  much  more  marked  pulsation  with  wider  excursion  in  the  absence 
of  anv  lesion,  which  coincides  with  the  observation  of  Bovce  that  cases 
of  abdominal  esophagismus  are  often  associated  with  a  very  much  en- 
larged aorta.  As  pointed  out  by  Sargnon  (Bib.  491)  ver^'  slight  degrees 
of  aneurysm  are  extremely  difficult  to  detect  either  by  physical  signs  or 
by  radiography  and  may  even  be  overlooked  at  esophagoscopy  unless  the 
most  extreme  caution  is  taken.  It  would  be  easv  to  be  misled  into  at- 
tempting  blind  bouginage  and  doubtless  this  does  hai)pen  with  those  wdio 
are  not  familiar  with  the  uses  of  the  esophagoscope.  In  using  the  esoph- 
agoscope  on  such  cases  it  is  necessary,  as  Sargnon  points  out,  not  to 
go  below  any  sort  of  compression  or  narrowing  until  aneurysm  has  been 
excluded  by  all  available  means  including  esophagoscopic  study. 

Aortic  compression  of  the  esophagus  was  alluded  to  above  in  writ- 
ing of  aneurysm.  In  one  of  the  author's  cases  a  compression  stenosis 
was  noted  at  the  level  of  the  arch  of  the  aorta.  Radiography  revealed 
such  a  dense  irregular  shadow  of  the  aortic  wall  as  to  render  justifiable 
the  opinion  that  the  aortic  wall  was  to  a  greater  or  less  extent  calcified. 
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The  patient  was  a  man  6G  years  of  age.  An  examination  of  the  literature 
revealed  a  number  of  cases,  a  most  notable  one  by  Anthony  Bassler.  A 
number  of  observers  have  confirmed  observations  of  Kovacs  and  Stoerk 
in  regard  to  the  kinking  of  the  esophagus  by  enlargement  of  the  left  au- 
ricle. The  author  has  since  observed  in  two  cases  very  marked  compres- 
sions and  deviations  from  this  cause.  In  both  cases  there  had  been  no 
symptoms  referable  to  the  esophagus  but  a  large  mass  of  meat  had  lodged 
and  was  removed  esophagoscopically. 

Carcinomatous  and  sarcomatous  compressions  of  the  esophagus  are 
characterized  by  their  hardness  when  palpated  by  the  tube  mouth  or 
probe. 

Adenopathic  compression  of  the  esophagus.  Minor  compressions 
are  often  noted,  and  the  diagnostic  and  prognostic  value  of  the  esophagos- 
copically demonstrable  lymph  nodes  at  the  sides  of  the  esophagus  has 
been  noted  in  connection  with  cancer  of  the  larynx.  A  high  degree  of 
stenosis  may  be  due  to  a  large  mass  of  infiltrated  glands  in  the  medias- 
tinum especially  below  the  crossing  of  the  left  bronchus.  Usually  trach- 
eal, bifurcational  or  bronchial  stenosis  may  be  found  in  the  same  case. 
In  any  compressive  stenosis  of  the  mediastinal  esophagus  in  an  adult, 
not  clearly  malignant  nor  tuberculous,  it  is  wise  to  give  potassium  iodid 
and  mercur>%  which  must  be  pushed  to  a  full  therapeutic  test  without 
stopping  at  the  first  sign  of  iodism.  If  this  be  done,  an  occasional  cure 
will  result,  of  which  the  author  has  seen  a  number  of  instances.  Lordosis 
is  a  not  infrequent  cause  of  compression  stenosis  of  the  cervical  esoph- 
agus. The  prominence  of  the  posterior  wall  and  the  boay  hardness 
render  identification  easy.  It  is  doubtful  if  scoliosis  produces  any  com- 
pression or  deviation  of  the  esophagus.  No  such  cases  have  been  re- 
corded, to  the  writer's  knowledge.  The  investigations  of  Hr.'^ker  and 
Kollicker  render  the  occurrence  doubtful. 

The  frequency  with  which  posticus  laryngeal  paralysis  is  associated 
with  compressive  esophageal  stenosis  should  be  borne  in  mind. 

Treatment  of  compressive  stenosis  of  the  esophagus.  Curative  treat- 
ment is  necessarily  concerned  wnth  cure  of  the  compressive  lesion  and 
hence  is  not  within  the  province  of  endoscopy.  Unless  the  diagnosis  of 
the  nature  of  the  compressive  lesion  is  certain  it  is  well  to  give  potassium 
iodid  and  mercury,  as  an  occasional  cure  of  a  gummatous  or  adenopathic 
luetic  lesion  in  a  supposedly  malignant  or  other  case  will  occur.  Palliative 
treatment  by  esophageal  intubation  (q.  v.)  is  indicated  in  all  conditions 
except  aneurysm.  This  is  quite  feasible  and  satisfactory'  in  many  cases 
in  which  the  ordinary'  stomach  tube  cannot  be  passed.  Gastrostomy 
should  be  done  early  when  necessary'. 
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DIFFUSE  DILATATION  OF  THE  ESOPHAGUS. 

This  is  practically  always  stagnation  ectasia.     The  adherents  of  the 
atonic  theory  of  diffuse  dilatation  are  now  few  and  there  is  little  evi- 
dence,  clinical,  anatomical,  or  physiological,  to  support  their  view\     In 
the  author's  experience,  dilatation  of  the  esophagus  has  been  invariably 
associated  with  either  organic  or  spasmodic  stricture,  existing  either  at 
the  time  of  the  observation  or  at  some  time  prior  thereto.    In  four  cases 
of  dilatation  discovered  by  the  author  during  gastroscopy  in  patients  with- 
out esophageal  symptoms,  there  was  a  history  indicating  clearly  a  spas- 
modic stenosis  earlier  in  life.    The  action  of  the  stricture  in  causing  dif- 
fuse dilatations,  whether  the  stricture  be  spasmodic  or  organic,  is  prob- 
ably largely  due  to  deglutitory  pressure  of  accumulated  food.     Though 
gravitation  does  not  much  aid  normal  deglutition,  it  probably  aids  in  in- 
creasing a  suprastenotic  dilatation.    It  is  not  at  all  necessary  that  the  food 
should  remain  a  long  time  in  the  esophagus.    The  esophagus  seems  to  be 
constituted  on  the  basis  of  immediately  emptying  itself  of  whatever  may 
enter  it  from  either  above  or  below.     In  other  words,  it  is  intolerant  of 
the  presence  of  anything  except  its  own  normal  secretions  and  these  must 
be  in  very  small  amounts  and  continually  draining  away.     Stagnation 
even  of  secretions  will  produce  not  only  dilatation,  but  esophagitis.     If 
a  stricture  is  not  very  small  and  yet  is  sufficient  to  hold  back  for  a  time 
what  has  been  swallow^ed,  the  esophagus  acts  as  a  reservoir  of  a  large 
funnel  with  a  very  small  opening.     When  food  is  sw^allowxd,  the  esoph- 
agus fills  and  the  contents  trickle  slowly  through  the  opening.       This 
distension  is  sufficient  to  result  in  permanent  dilatation,  and  strange  to 
say,  such  dilatation  always  remains  once  it  has  been  established  (Jesse 
Mayer,  Bib.  .SIM^),  even  though  the  stenosis  which  caused  it  has  entirely 
disappeared.     It  seems  likely  that  the  gases  due  to  fermentation  of  the 
stagnant  food  may  increase  the  dilatative  pressure  beyond  what  would 
result  from  mere  gravity,  because  we  practically  never  sec  in  cases  of 
organic   stenosis   the   enormous   degrees   of   dilatation    seen    in    spastic 
stenoses.     Theoretically   it   would   seem  that   there   existed   in   cases   of 
hiatal  and  abdominal  esophagismus  a  spasm  also  of  the  cricopharyngeus 
and  associated  circular  esophageal  fibres,  preventing  ready  escape  of  the 
gases  upward.     As  a  matter  of  fact  many  of  the  patients  observe  a  dis- 
tress partially  relieved  at  intervals  by  the  escape  of  gas.     That  the  re- 
lief is  not  complete  is  prol;ably  due  to  the  irritation  from  food  and  gases 
still  remaining  in  the  dilated  esophagus.     A  very  large  dilatation  of  the 
thoracic  esophagus  indicates  a  spastic  stenosis.       Cicatricial  stenoses  do 
not  result  in  such  large  dilatations,  possibly  because  of  leakage  shorten- 
ing the  duration  of  stasis.     Malignant  stenoses  do  not  exist  long  enough 
to  cause  very  large  dilatations,  though  small  ones  are  common  and  their 
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size  is  an  index  of  the  duration  of  the  growth ;  though  the  possibilit>'  of 
malignancy  developing  in  a  spastic  case  must  be  remembered. 

Treatment  of  diffuse  dilatation  of  the  esophagus.  The  treatment  of 
diffuse  dilatations  that  produce  symptoms  consists  in  dilating  the  hiatal 
and  abdominal  esophagus,  even  in  cases  where  spasm  cannot  be  demon- 
strated. This  dilatation  will  relieve  the  patient  of  the  symptoms  and  of 
the  stagnation  of  food,  though  the  increased  size  of  the  esophagus  after 
dilatation  will  never  disappear.  Treatment  is,  therefore,  the  same  as  if 
hiatal  or  abdominal  esophagismus  could  be  demonstrated.  If  chronic 
esophagitis  is  present,  as  it  usually  is,  the  administration  of  bismuth  sub- 
nitrate  with  calomel  occasionally,  and  possibly,  in  some  cases,  the  local 
esophagoscopic  application  of  argyro^  solution,  o  per  cent,  are  indicated. 


CHAPTER    XXXI, 

Diseases  of  the  Esophagus.  -Continued. 

SPASMODIC   STENOSIS   OF   THE   ESOPHAGUS. 

The  author's  early  urging  of  endoscopists  to  make  a  thorough  study 
of  spasm  has  borne  abundant  fruit.  Esophageal  spasm  in  the  early  days 
of  endoscopy  was  considered  one  of  the. rarest  conditions,  while  to-day  it 
assumes  etiologically  and  pathologically,  first  place  in  importance.  The 
factor  of  spasm  enters  into  nearly  every  condition  of  the  esophagus  with 
which  the  endoscopist  has  to  deal,  even  in  foreign  body  cases  where  a 
foreign  body  of  very  small  size  may  excite  sufficient  spasm  entirely  to 
occlude  the  esophagus,  so  that  even  liquids  cannot  be  swallowed.  In 
speaking  thus  of  the  importance  of  spasm  and  its  frequency,  the  author 
does  not  allude  to  what  the  beginner  in  esophagoscopy  is  likely  to  en- 
counter. Nearly  every  beginner  thinks  in  every  case  in  which  he  has 
difficulty  in  introducing  the  esophagoscope  past  the  cricoid,  that  the  pa- 
tient has  a  spasmodic  stenosis.  It  is  not  until  introduction  has  become 
easy  that  the  endoscopist  is  able  to  determine  whether  true  spasm  exists 
or  not,  at  the  upper  end  of  the  esophagus.  Of  course,  there  is  always 
more  or  less  of  spasm  of  the  cricopharA-ngeus  in  every  case,  unless  the 
patient  be  very  profoundly  anesthetized ;  but  this  does  not  constitute  true 
pathologic  esophageal  spasm.  Esophageal  spasm  might  be  classified  into 
spasms  of  the  upper  end  and  those  of  the  lower  end,  for  it  is  very  rarely 
that  spasm  exists  in  the  middle  third.  The  objection,  however,  to  this  is 
that  we  cannot  always  dissociate  high  and  low  spasms,  because  they  may 
coexist  or  may  alternate  in  the  same  case.  A  disease  of  the  lower  third 
may  cause  spasm,  of  the  upper  end  of  the  esophagus  and  vice  versa.  For 
this  reason  also,  the  symptoms  and  the  sensations  of  the  patient  are  not 
to  be  relied  upon.  The  patient  may  complain  of  inability  to  even  start 
food  down,  when  upon  esophagoscopy,  we  find  that  the  lesion  is  located 
at  the  cardia,  in  which  case  if  we  were  to  rely  upon  symptoms,  we  would 
expect  the  food  to  be  swallowed  and  then  regurgitated  after  a  longer  or 
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shorter  time.  It  is  no  wonder,  then,  that  little  progress  was  made  in  the 
study  of  the  diseases  of  the  esophagus  prior  to  recent  general  use  of  the 
esophagoscope.  Without  underestimating  the  very  valuable  results  to  be 
had  from  radiography,  it  must  be  said  that  only  by  esophagoscopy  can 
the  exact  nature  of  lesions  be  determined  without  grave  risk  of  error,  as 
elsewhere  mentioned.  On  the  other  hand  radiography  and  fluoroscopy 
render  such  excellent  ser\ice  that  they  are  indispensable.  Consequently 
the  esophagoscopist  and  the  roentgenologist  both  must  labor  to  obtain  the 
best  results  for  the  patient.  The  best  illustration  of  this  is  the  fact  that 
while  the  esophagoscope  can  give  all  the  certainty  of  actually  seeing  the 
spasmodic  closure  and  above  all  it  alone  can  inform  us  of  the  mucosal 
lesions ;  yet  it  cannot,  as  can  fluoroscopy  and  radiography,  inform  us  of 
the  physiologic  functional  pathology  during  the  act  of  deglutition. 

Etiology  of  spasm  of  the  esophagus.  It  is  easy  to  understand  why 
the  esophagus  should  be  especially  prone  to  spasmodic  disease.  Its  en- 
tire functional  activity  is  dependent  upon  reflex  action.  Each  part  of  the 
gullet,  as  the  bolus  of  food  reaches  and  dilates  it,  is  stimulated  to  con- 
tract, thus  a  peristaltic  wave  moves  with  the  bolus  of  food  as  it  is  swal- 
lowed, and  while  it  is  undoubted  that  the  pneumogastric  nerves  are  con- 
cerned in  the  swallowing  act,  yet  it  is  nevertheless  true  that  the  action  is 
excited  reflexly,  because  only  the  very  start  of  the  swallowing  motion  is 
voluntar}\  Once  the  start  is  made  by  the  constrictors,  the  balance  of  the 
movement  is  a  reflex  peristalsis.  Swallowing  is  impossible  if  both  vagi 
are  cut.  The  latter  experiment  would  contraindicate  the  possibility  of 
paralysis  or  paresis  being  in  some  instances  the  cause  of  what  is  known 
as  "cardiospasm,"  especially  as  the  division  of  these  nerves  causes  con- 
traction of  the  esophagus  in  the  neighborhood  of  the  cardiac  orifice,  as 
though  there  were  inhibitory  fibers  supplied  only  to  the  region  of  the 
cardia.  The  author,  however,  esophagoscopically  has  demonstrated  very 
clearly,  by  the  watching  of  a  few  cases  where  * 'cardiospasm/'  so  called, 
has  been  seen  early  but  for  various  reasons  has  remained  untreated,  that 
in  time  dilatation  has  gradually  followed.  The  etiology  of  the  condition 
has  thus  been  well  established  as  a  dilatation  due  to  pressure  above  the 
spasmodic  contraction  and  not  to  a  primary  atony  of  the  esophageal  wall. 

Granting  then  that  spasmodic  stenosis  is  usually  a  reflex,  it  becomes 
interesting  to  study  the  sources  of  the  reflex.  Hurried  gulping  of  food 
may  cause  spasm  and  thus  start  what  the  author  has  called  a  "vicious  cir- 
cle" as  will  be  hereafter  explained.  In  the  author's  experience  spasm  of 
the  esophagus  results  in  some  instances  from  lesions  that  themselves  pro- 
duce no  sensation.  Thus,  superficial  erosions  may  excite  such  severe 
spasms  that  nothing  can  be  swallowed  and  yet  the  patient  have  no  sen- 
sation except  on  attempting  to  swallow,  and  even  then  the  only  sensa- 
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tion  is  one  of  obstruction  not  of  pain.  This  is  probably  to  be  explained 
by  the  fact  that  the  esophageal  pain  sense  is  less  efficient  than  the  eso- 
phageal tactile  sense.  For,  as  the  author  has  demonstrated,  the  esophagus 
is  quite  insensitive  below  the  cricoid  level.  Anyone  can  demonstrate  this 
insensitiveness  by  swallowing  coffee  uncomfortably  hot.  No  sensation 
is  produced  after  the  hypopharynx  is  passed  until  the  stomach  is  reached 
and  inthe  stomach  the  sensation  is  so  slight  as  sometimes  not  to  be  noticed 
at  all.  Clinically,  we  know  that  esophageal  spasm  may  be  secondary 
to  local  diseases  of  the  esophagus,  or  to  disease  remote  from  the  gullet. 
Thus  we  have  esophageal  spasm  as  a  result  of  liver  disease,  probably 
supermduced  in  some  instances  by  engorgement  of  the  veins  at  the  cardiac 
end  of  the  esophagus.  In  certain  cases,  there  are  undoubtedly  lesions  of 
the  mucosa  in  the  esophagus  and  also  in  the  stomach,  which  could  easily 
excite  spasms,  and  it  is  equally  certain  that  stagnation  due  to  the  spasni; 
and  consequent  fermentation  of  food,  detention  of  secretions  and  macera- 
tion could  very  easily  excite  or  perpetuate  the  lesions.  Thus  we  have 
a  "vicious  circle"  in  hiatal  and  abdominal  esophagismus.  Disease  of  the 
stomach  may  cause  severe  cases  of  spasmodic  stenosis  of  the  esophagus. 
The  author  has  seen  many  cases  in  which  cancer  not  itself  occluding  the 
cardia  has  produced  a  hiatal  esophagismus  that  had  nearly  starved  the 
patient.  In  other  cases  observed  by  the  author,  gastric  ulcer  has  produced 
the  same  condition.  Bassler,  by  post-mortem  examination  in  cases  of 
abdominal  esophagismus,  has  demonstrated  the  presence  of  visceral  dis- 
ease above  and  below  the  diaphragm. 

Spasms  of  the  cricophar}'ne^ens  and  the  adjacent  circular  fibers  of 
the  esophagus  are  in  many  instances  secondary  to  chronic  gastric  disease. 
They  are  also  associated  with  rapid  gulping  of  large  lx)luses  of  food.  The 
latter  may  be  a  factor  in  producing  the  chronic  gastric  disorder ;  but  it 
would  seem  that  it  mav  also  be  independently  causative.  The  presence 
of  sj)asm  in  cases  of  organic  stricture  has  been  seen  by  all  endoscopists, 
though  s])asmodic  stenosis  is  rarely  seen  in  a  much  infiltrated  area.  A 
case  of  spasmodic  stenosis  from  aphthous  ulceration  was  referred  to  under 
"Ulceration  of  the  esophagus.'' 

A  peri)etuating  cause  in  established  cases  is  undoubtedly  the  "nerve 
cell  habit,"  and  in  many  cases  the  presence  of  an  underlying  basic  neurotic 
factor  is  undoubted.  In  one  instance,  a  patient  who  was  ([uite  hysterical 
would  get  an  attack  of  abdominal  esophagismus  whenever  anything  did 
not  please  her.  For  instance,  she  took  the  notion  that  the  endoscopic 
divulsions  that  we  were  applying  to  the  abdominal  esophagus  were  doing 
her  so  much  good  that  tliey  ought  to  he  done  every  week  instead  of  every 
two  weeks.    Regularly  the  day  before  the  one  week  was  up,  her  abdominal 
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esophagus  would  shut  up  and  the  dilatation  above  it  would  fill.  By  this 
it  is  not  meant  that  she  had  voluntary  control  of  it,  but  that  the  emotions 
sought  their  outlet  through  habitual  nerve  channels,  producing  a  recur- 
rence of  the  abdominal  esophagismus,  which  she  had  had  since  childhood. 
This  "nerve  cell  habit"  is  one  of  the  most  frequent  causes  of  recurrences. 
In  the  author's  opinion  the  so-called  **cardio-spasm'*  is  a  pathological 
prolongation  of  the  physiologic  hiatal  hesitation  in  normal  deglutition. 
Esophageal  spasmodic  stenosis  may  occur  at  any  age  but,  in  the  author's 
experience,  it  is  rare  after  middle  life,  when  muscular  activity  is  on  the 
decline.  Spasm  of  the  esophagus  in  the  new-born  has  been  observed  once 
bv  the  author.    The  case  was  as  follows : 

Infant  M.,  aged  two  days,  was  brought  to  the  author  by  Dr.  L.  C. 
Manchester  for  inability  to  swallow.  When  it  would  attempt  to  nurse 
the  lip  and  mouth  motion  were  correct  and  the  mouth  would  fill  with  milk 
and  then  the  child  would  choke,  cough  and  strangle  and  the  milk  would 
all  run  out  of  the  mouth. 

These  symptoms  justified  a  suspicion  of  congenital  absence  of  more 
or  less  of  the  esophagus.  The  endoscope  was  gently  passed.  It  met  with 
moderate  resistance  at  the  cricophar\'ngeus  and  again  at  the  diaphragm 
but  the  lumen  of  the  esophagus  at  these  points  was  perfectly  normal  and 
the  spasmodic  constriction  gradually  yielded  to  the  gentle  insinuation  of 
the  esophagoscope.  Of  course  the  esophagoscopy  was  done  without  anes- 
thesia. There  was  no  sign  of  the  slightest  trace  of  blood  on  the  instru- 
ment on  withdrawal,  and  best  of  all,  the  child  immediately  took  the 
breast  and  swallowed  perfectly.  Four  months  later  when  examined  by 
Dr.  Manchester  it  was  still  swallowing  perfectly. 

Remarks.  This  case  seems  to  have  been  a  spasmodic  stenosis  of 
the  fundiform  fibers  of  the  inferior  constrictor,  and  of  the  diaphragm  at 
the  hiatus  csophageus.  The  author  has  been  unable  to  find  any  similar 
case  in  literature,  and  feels  justified  in  regarding  it  as  a  case  of  esoph- 
agismus in  the  ne^c-born.  The  prompt  cure  by  esophagoscopy  we  see 
at  times  in  older  patients,  so  that  it  is  not  at  all  astonishing  that  the  pas- 
sage of  the  esophagoscope  should  cure  the  spasm  in  the  new-bom  infant 
where  there  has  been  no  time  for  nerve  cell  habit  to  become  fixed.  An- 
other interesting  feature  of  this  case  is  the  demonstration  of  the  harmless- 
ness  of  careful  esophagoscopy  with  a  small  tube  (o  mm.)  in  a  new-bom 
infant.  Guisez  and  others  have  stated  that  esophagoscopy  cannot  be 
done  in  the  new-born.  \\  hilc  the  author  has  always  doubted  the  correct- 
ness of  that  statement,  no  opportunity  of  controverting  it  by  actual  ex- 
perience arose  until  this  case,  though  esophagoscopy  in  a  number  of  in- 
fants from  two  to  twelve  months  of  age  had  led  me  to  believe  that  the 
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procedure  could  be  done  without  anesthesia,  and  without  harm.  A  num- 
ber of  esophagoscopies  in  the  new-born  have  since  proven  equally  harm- 
less. 

In  addition  to  the  above-considered  secondary  manifestations  of 
spasm  dependent  upon  demonstrable  lesions  near  or  remote,  there  is  a 
small  number  of  cases  in  which  there  is  a  spasmodic  condition  which  we 
must  consider  primary,  and  which,  for  want  of  a  better  term,  must  be 
called  idiopathic,  objectionable  as  that  term  is,  until  a  definite  etiologic 
basis  has  been  discovered.  Doubtless  at  some  not  very  distant  day,  this 
class  of  cases  will  be  eliminated  by  the  results  of  the  present  wide-spread 
interest  in  esophageal  disease.  These  cases  are  doubtless  in  most  in- 
stances, functional  neuroses  of  such  intricate  pathology  as  to  be  under- 
stood only  by  the  trained  neurologist. 

Globus  hystericus  is  the  name  given  to  the  sensation  described  by 
patients  as  a  "rising  of  a  lump  in  the  throat,"  or  some  such  expression.  In 
the  cases  with  this  sensation  esophagoscoped  by  the  author,  there  was  a 
contraction  of  the  cricopharyngeus  muscle.  The  reflex  impulse  may  be  a 
neurosis  of  similar  etiology  to  other  hysteric  phenomena ;  but  quite  often 
it  is  excited  reflexly  by  local  disease  in  some  part  of  the  esophagus,  and 
consequently  calls  for  esophagoscopy  in  most  instances.  It  seems  prob- 
able that  the  choking  sensations  of  grief,  and  after  weeping,  and  in  other 
emotional  phenomena,  are  due  to  the  same  spasmodic  condition  but,  of 
course,  being  purely  physiological,  they  do  not  call  for  esophagoscopy. 
The  following  case  illustrates  the  identity  of  "globus  hystericus''  and 
cricopharyngeal  spasm : 

A  man  of  21  years  complained  that  for  years  he  had  had  a  sensa- 
tion as  of  a  lump  rising  in  his  throat  at  various  times,  irrespective  of 
attempts  to  swallow.  Within  a  year  he  had  been  unable  to  swallow  any- 
thing after  twelve  o'clock,  noon  except  on  a  ver)^  few  days.  In  the  fore- 
noon swallowing  was  rarely  interfered  with.  The  author  observed  on 
one  occasion  the  patient's  attempt  at  svvaPowing.  The  water  was  prompt- 
ly rejected,  coming  forcibly  out  of  the  mouth  and  nose,  accompanied  by 
cough  which  persisted  for  a  few  minutes.  A  sensation  of  a  lump  rising 
in  the  throat  was  complained  of  for  ovei  an  hour.  A  relative  stated 
that  the  patient  ate  ravenously  in  the  early  morning  and  at  about  eleven 
o'clock.  The  oatient  was  well  nourished,  of  rather  stupid  expression, 
suggestive  of  the  atypical  child.  The  patient  mentioned  having  been 
examined  a  number  of  years  before  by  Dr.  Theodore  Diller,  the  neurol- 
ogist. The  author  obtained  from  Dr.  Diller  the  record  of  a  diagnosis 
of  hysteria  though  at  the  time  of  the  latter's  examination  there  was  no 
complaint  of  a  lump   in   the   throat   nor   of   any   swallowing   symptom. 
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^dUe^amination   by  the   author  revealed  a  typical  cricopharyngeal  spas- 
iiodic   stenosis.      Swallowing   was   perfect    for  a    few   weeks   but   the 

.^  Jiiimal  spasmodic  stenosis  recurred,  and  with  it  came  the  sensation  of 

^a  "lump  in  the  throat." 

The  author  has  seen  a  few  cases    somewhat   similar   to   the    fore- 
.  going  but  none  of  them  has  been  quite  so  complete. 
I  That  the  early  manifestations  of  numerous  forms  of  organic  esoph- 

**  ageal  disease  have  been  ignored  under  the  label  ''globus  hystericus*'  is 
now  unquestionable.     These  cases  may  or  may  not  be  associated  with 

■^  dysphagia. 

'  Cricopharyngeal  spasmodic  stenosis.     Most  cases  of  cricopharyngeal 

spasmodic  stenosis  are  unassociated  with  the  sensation  of  "a  lump  rising 
in  the  throat,"  known  as  "globus  hystericus,"  and  have  no  association 
with  hysteria,  though  they  are  often  ei  roneously  thus  diagnosticated.  The 
disease  is  essentially  a  spasm  of  the  circular  fibers  of  the  inferior  pharyn- 
geal constrictor  known  as  the  cricopharyngcus  muscle.  The  symptomatic 
characteristic  of  this  affection  is  difficulty  in  swallowing,  which  consists 
in  a  difficulty  in  starting  the  food  downward.  Once  the  food  is  started 
it  goes  downward  unimpeded  into  rhe  stomach.  There  is  no  regurgitation 
of  food  sometime  after  swallowing,  unless  there  co-exists  in  the  same 
case  a  hiatal  esophagismus.  These  symptoms,  however,  denote  only  a 
high  esophageal  stenosis.  As  to  whether  it  is  a  spasmodic  or  an  organic 
stenosis,  there  is  only  one  way  to  determine,  and  that  is  by  esophagoscopy 
It  may  even  be  both  organic  and  spasmodic,  the  latter  secondary  to  the 
former.  Local  malignant  disease  and  foreign  bodies  may  also  give  rise 
to  spasmodic  stenosis. 

Esophagoscopic  appearances  of  spasmodic  stenosis  at  the  cricopharyn- 
geus.  High  spasm  of  the  esophagus  unassociated  with  diverticulum,  may 
not  show  a  typical  form  as  disting'iished  from  the  spasm  that  always  oc- 
curs on  the  introduction  of  an  esophagoscope.  In  other  instances,  there 
will  be  a  slight  clamping  at  the  cncopharj'ngeal  level,  the  pictures  then 
being  of  a  small  point  of  lumen  from  which  radiate  slight  creases  or 
folds.  In  other  instances,  the  folds  are  not  so  apparent,  but  the  point 
is  in  the  center  of  an  almost  mammilliform  projection.  In  other  instances 
the  opening  in  the  projection  will  be  slit-like  in  form  with  the  anterior 
and  posterior  lips  meeting  in  the  center  line,  the  slit  being  more  or  less 
transverse.  In  some  instances  there  is  a  cur\ed  slit,  or  the  lips  may 
bulge  upward  toward  the  observer.  All  of  these  pictures  are  occasional- 
ly seen  in  the  normal  esophagus,  during  examination  without  anesthesia. 
Nevertheless  they  are  spasm  pictures,  and  when  they  occur  in  the  normal 
esophagus,  they  indicate  simply  the  spasm  that  occurs  reflexly  from  the 
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presence  of  the  tube.  When  we  encounter  a  patient  who  says  that  sud- 
denly while  eating  he  will  choke  up  and  food  will  not  go  down,  and  upon 
esophagoscopy  we  find  any  of  the  above  pictures,  and  especially  if  the 
spasmodic  picture  is  shown  in  connection  with  a  more  than  usually  un- 
yielding closure,  and  when,  furthermore,  the  spasm  gradually  yields  and 
the  esophagoscope  of  full  size  goes  through  readily  without  further  re- 
sistance, indicating  a  normal-sized  esophagus — under  such  circumstances 
we  are  justified  in  making  a  diagnosis  of  spasm  of  the  upper  end  of  the 
esophagus.  It  is  only  tiie  esophagoscopist  of  large  experience  who  can 
distinguish  between  a  normal  degree  of  spasm  excited  by  the  tube 
in  a  normal  case,  when  the  tube  is  passed  without  an  anesthetic,  and  the 
case  in  which  there  is  a  pathologic  degree  of  spasm.  Furthermore,  it  is 
absolutely  necessary  to  be  certain  that  the  esophagoscope  is  properly 
pointed,  that  is,  that  its  axis  corresponds  precisely  with  the  axis  of  the 
lumen  of  the  esophagus,  and  that  it  is  not  impinging  more  upon  one  wall 
than  upon  the  other.  The  closed  lumen  may  open  up  momentarily  when 
the  patient  gags  or  attempts  to  vomit,  or,  more  likely,  when  the  patient 
takes  a  deep  breath  after  a  continuous  strain  of  vomiturition.  Since 
there  is  always  more  or  less  spasmodic  obstruction  to  the  introduction  of 
the  tube  at  the  upper  end  of  the  esophagus,  the  beginner  will  find  great  dif- 
ficulty in  distinguishing  the  difference  between  a  normal  and  pathologic 
spasm,  and  even  the  most  experienced  w^ill,  in  a  few  cases,  be  in  doubt. 

Treatment  of  spasmodic  stenosis  of  the  esophagus  at  the  erica- 
pharyngeal  lexrl.  All  cases  associated  with  a  morbid  source  of  reflexes, 
near  or  remote,  should  be  cured  of  the  basic  lesion.  A  few  of  such  cases 
and  all  of  the  purely  functional  cases  can  i)e  cured  by  the  passage  of  a 
large  cso])hagoscope.  Recurrences  may  require  similar  treatment  at 
intervals  for  a  year  or  two,  but  many  cases  are  cured  by  a  single  treat- 
ment. 

Hiatal  esophagismiis  (so-called  ''cardiospasm")  *  Undoubtedly  the 
old  word  **cardios])asm,"  like  many  of  the  old  words  of  medicine,  cov- 
ered a  number  of  different  conditions  of  Indc])cn(lent  etiology  and  pathol- 
ogy. The  word  car-.lia  is  properly  used  as  the  name  of  the  esophageal 
orifice  of  the  stomach.  Spasm  limited  solely  to  this  orifice,  is  certainly 
excee(lin':(ly  rare,  while  spasm  of  the  abdominal  esophagus  and  of  the 
esophagus  at  the  hiatus,  either  separately  or  together,  are  relatively  com- 
mon, and  should  be  called  by  their  ])roper  names.  The  word  "cardio- 
spasm" should  either  be  dropped  as  a  misnomer  or  limited  to  those  rare 
cases  of  true  cardial  esophagismus.     ]>rown  Kellcv  has  demonstrated  the 

♦Liberal  quotation.s  are  made  in  tho  foUowins  pag^es  from  the  author's  "Rap- 
port" to  the  International  Medical  Con^:ress,  Section  XV,  London,  1913. 


DISEASES  OF  THE  ESOPHAGUS.  511 

experimental  fact  that  section  of  both  vagi,  without  stimulation,  is 
followed  by  dilatation  of  the  lower  part  of  the  esophagus  and  contraction 
of  the  cardia,  which  he  rightly  says  corresponds  to  the  supposed  condi- 
tion in  cardiospasm.  But  as  a  clinical  morbid  entity,  such  a  condition 
is  rarely,  if  ever,  found  in  the  disease  commonly  known  as  cardiospasm. 

The  author's  contention  in  his  earlier  book  (Bib.  2Gl>,  p.  271)  that 
the  so-called  '^cardiospasm*'  was  in  reality,  in  almost  all  instances,  more 
properly  a  hiatal  esophagismus  or  phrenospasm,  was  based  purely  upon 
endoscopic  clinical  observation.  Recently,  however,  in  a  very  interesting 
monograph,  Liebault  (Bib.  329)  has  furnished  the  anatomical  basis  for 
the  observation.  From  careful  dissection  he  has  found  the  muscular 
fibers  which  are  so  active  in  a  sphincteric  action  of  the  esophagus  at  the 
hiatal  level,  as  shown  in  the  drawing  Fig.  410.  On  investigation,  he 
found  that  Rouget  had  described  the  local  anatomy  in  essentially  the  same 
way.    He  quotes  Rouget's  description  as  follows : 

*'The  muscular  fibers  of  the  sphincter,  slightly  paler  than  the  rest  of 
the  muscle,  slender  and  not  numerous,  leave  each  cms  at  the  level  of  the 
hiatus  and  pass  to  the  esophagus,  with  whose  fibers  they  are  interlaced 
terminating  by  the  formation,  on  the  anterior  aspect,  of  loops  interlacing 
with  those  of  the  opposite  side.  The  small  muscular  bundles,  more  or 
less  developed  but  constant,  ordinarily  exist  only  on  the  sub-diaphrag- 
matic portion  of  the  esophagus.  In  one  instance,  I  found  a  thin  muscular 
lamina  1  cm.  in  size  which  extended  from  the  left  cms  to  the  cardia,  end- 
ing by  spreading  its  fibers  over  the  anterior  wall  of  the  stomach.  I  have 
almost  always  found  the  esophagus  and  cardia  united  at  the  external 
border  of  the  left  crus  by  a  lamina  of  fibrillar  appearance  but  endowed 
with  special  elasticity  such  as  characterizes  the  dartos,  and  which  is 
found  also  at  the  level  of  the  terminal  loops  of  the  cremaster  in  the  adult." 
Liebault  adds,  "Classically,  the  hiatus  is  described  as  of  elliptic  form 
and  such,  indeed,  it  appears  to  be  on  inspection  from  above,  but  on  ex- 
amination of  its  abdominal  aspect  it  appears  rather  that  the  esophagus 
has  insinuated  itself  between  the  diaphragmatic  fibers,  which  it  has 
spread  apart  in  order  that  it  mav  enter  the  abdominal  cavitv.  It  is  not 
an  elliptic  orifice,  but  rather  a  cleft  through  which  the  esophagus  passes. 
Liebault  agrees  with  others  who  have  been  unable  to  demonstrate  any 
increase  in  the  circular  fibers  at  the  true  cardia  as  compared  with  the 
circular  fibers  of  other  portions  of  the  esophagus. 

In  further  confirmation  of  the  author's  contention  (Bib.  209)  against 
the  misleading  word  "cardiospasm,"  anatomic  study,  in  addition  to  the 
demonstration  by  Liebault  above  quoted,  has  also  demonstrated  the  ab- 
sence of  anything  that  could  be  called  a  sphincter  at  the  cardia,  and  the 
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narrowing  at  tins  point  that  has  been  shown  in  so  many  text  books  on 
anatomy  is  a  misfortune.  Hill  quotes  McAllister  to  the  effect  that  there 
is  no  histologically  demonstrable  sphincter  and  lie  slates  that  the  circular 
musculature  at  this  point  is  weak.     Brown  Kelly  and  W'illiamina  Able, 


by  careful  special  dissections,  have  demonstrated  that  "it  is  quite  ap- 
parent to  the  naked  eye  that  both  muscular  coats  are  of  uniform  thickness, 
and  that  no  special  aggregation  of  fibers  exists  at  or  near  the  cardia,"  and 
that  "nothing  was  found  in  any  of  the  dissections  or  in  the  anatomical 
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works  consulted  to  justify  Dr.  Hill's  statement  that  the  circular  fiber 
musculature  was  specially  weak  in  this  region." 

Personally,  the  author  believes  that  it  is  only  very  rarely,  if  ever, 
that  any  spasm  exists  below  the  hiatal  level,  but  in  order  to  place  the 
study  on  a  systematic  basis,  he  believes  that,  as  endoscopists,  it  would  be 
better  for  us  to  abandon  the  word  ^'cardiospasm"  and  to  substitute  for  it 
the  three  clinical  types,  that  may  possibly  be  made  out:  namely, 

1.  Hiatal  esophagismus. 

2.  Abdominal  esophagismus. 

3.  Cardial  esophagismus. 

That  the  constriction  in  so-called  "cardiospasm"  is  first  encountered 
at  the  hiatus  no  one  who  knows  the  hiatal  esophagus  when  he  sees  it 
can  deny.  And  no  experienced  observer  can  deny  that  after  the  tube- 
mouth  has  passed  the  hiatal  constriction  it  goes  through  the  two  to  four 
centimeters  of  abdominal  esophagus  into  the  stomach  with  but  little 
resistance,  which  lessens  as  the  stomach  is  approached.  The  degree  of  the 
resistance  of  this  abdominal  esophagus  varies.  In  most  cases  the  author 
has  felt  inclined  to  regard  it  as  so  slight  that  he  would  dismiss  it  as  a 
factor  in  spasmodic  stenosis  if  it  were  not  for  two  things:  1.  The  pos- 
sibility of  its  relaxation  simultaneously  with  the  hiatal  yielding;  and,  (2) 
the  radiographic  studies.  With  the  question  in  mind  he  has  watched  the 
yielding  of  the  abdominal  esophagus  as  the  hiatus  is  passed  and  he  feels 
inclined  to  say  that  abdominal  esophagismus  does  not  exist  except  in 
conjunction  with  hiatal  esophagismus.  Further,  if  cardial  esophagismus 
exists,  (the  author  has  observed  only  three  cases  which  he  would  feel 
justified  in  classing  as  such)  it  does  not  exist  except  in  conjunction  with 
hiatal  esophagismus,  or  as  the  author  first  called  it,  phrenospasm.  A 
study  of  the  radiographs  such  as  Figs.  411  and  412,  reveals  the  possibil- 
ity of  two  interpretations.  The  narrow  streak  of  bismuth  shadow  be- 
low the  yen/  evident  hiatal  constriction  might  indicate  either  a  spas- 
modically contracted  lumen  of  ♦^he  whole  abdominal  esophagus,  or  a 
trickling  stream  of  leakage  that  was  escaping  through  the  almost  tightly 
shut  hiatus  above.  As  a  matter  of  fact  we  know  that  the  food  in  these 
cases  of  spasmodic  stenosis  does  leak  through  gradually,  rarely,  if  ever, 
suddenly.  Further  investigation  of  this  point  is  needed.  From  esophago- 
scopic  observations,  the  author  knows  that  the  hiatal  esophagus  is  tightly 
contracted  in  the  disease  known  as  ^^cardiospasm." 

Hiatal  esophagismus,  even  more  than  diverticulum,  reminds  one  of 
the  ingluvies  of  birds,  inasmuch  as  the  dilated  esophagus  fills  quickly, 
and  yet  there  is  a  constant  leakage,  which  allows  a  certain  proportion 
of  the  food  to  pass  on  through  at  a  relatively  slow  rate.     In  one  of  the 
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author's  patients,  the  cure  of  Ihc  abdominal  esophagismus  by  divulsion, 
resulted  in  food  going  through  so  promptly  into  the  stomach,  that  taking 
food  excited  nausea  for  quite  a  long  time  until  the  stomach  became  ac- 


FlC.  4ll.^RailioBra|ih  "f  a  woman  of  45.  sliouinfi  an  aliilnniin^il 
which  was  afterward  cured  by  endoscopic  mechanical  divulsiun.  Thi;  "llai  duor"  of 
the  dilatation  shows  why  previously  used  blind  melhods  had  failed  10  introduce 
any  instrument  through  the  hiatus. 

customed  to  the  unusual  sensation  of  having  food  go  through  directly 
when  swallowed.  Patients  afflicted  with  spasm  of  the  abdominal  esoph- 
agus usually  complain  of  distress  after  eating  and  regurgitation  of  food 
within  a  period  of  from  a  quarter  of  an  hour  to  several  hours  after  eat- 
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ii^.  At  times,  especially  if  the  sac  be  large,  there  will  be  no  regurgitation 
for  a  number  of  days,  when  a  large  quantity  of  stale  food  may  come  up. 
In  many  instances,  however,  but  a  very  small  quantity  of  food  is  re- 
gurgitated, though  the  accumulation  be  large.     It  will  pass  gradually,  a 


Fic.  412. — Radiograph  of  a  woman  of  28,  showing  an  abdominal  esophagismus 
with  only  very  slight  dilatation  above  it.  The  deviation  of  the  esophagus  by  the 
aorta  was  verified  esophagoscopically  (Author's  case.  Radiograph  made  by  Dr. 
J,  C.  Bowen). 


little  at  a  time,  as  the  spasm  relaxes,  into  the  stomach  and  usually  (though 
not  always)  before  a  serious  state  of  inanition  supervenes.  The  symp- 
toms are  not  meant  as  in  any  way  diagnostic.     There  are  no  absolutely 
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diagnostic  signs  of  esophageal  disease,  and  the  author  in  the  present 
work  has  referred  but  little  to  them.  The  fact  of  the  matter  is  that  any 
patient  coming  in  with  any  symptoms  whatever  that  could  be  possibly 

referable  to  the  esophagus,  requires  an  e  soph  ago  scopy.  Any  sort  of  diag- 
nosis based  upon  signs  and  symp'oma  is  so  apt  to  be  erroneous,  that  it  is 
not  worth  while  to  more  than  make  a  decision  that  the  symptoms  justify 


FiG,  41,1.— Ra^liograph  of  a  wmKin  twe[ily-t»o  years  01  age,  affecled  with 
hiatal  esopliagismus  simulating  diverticulum.  The  shadow  of  the  bismuth  porridge 
rests  upon  about  I'/i  liters  of  state  food  in  an  enormous  dilatation  as  demonstrated 
CBophagoscopically  after  emptying.     (Authnr's  case), 

e  soph  ago  scopy.  For  instance,  all  the  signs  of  cancer  of  the  esophagus 
may  be  present  and  yet  the  esophagoscope  will  show  nothing  more  than 
spasm  of  the  hiatal  esophagus.  The  exact  reverse  may  be  true  and  the 
patient  may  have  all  the  symptoms  of  abdominal  esophagismus  for  many, 
many  years,  and  yet  esophagoscopy  may  show  an  incipient  or  even  well- 
developed  cancer  which  has  arisen  upon  the  site  of  some  inflammatory 
area  within  the  esophagus. 
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The  diagnosis  of  hiatal  esaphagismus  is  easy  in  the  typical  case  with 
an  enormous  dilatation,  a  white,  pasly,  macerated  mucosa,  and  a  con- 
tracted esophagus  which,  however,  permits  a  lai^e  csophagoscope  to  pass 
into  the  stomach  after  a  delay  at  the  hiatus ;  but  in  the  early,  or  in  the 
less  typical  cases,  without  dilatation  it  is  often  exceedingly  difficult  to  dis- 
tinguish between  purely  si}asmodic  conditions  and  those  of  local  lesions 
in  the  neighborhood  of  the  esophagus  but  not  themselves  showing  in 
compressions  or  very  marked  deviations  of  the  abdominal  esophagus.  In 
such  cases,  while  many  esophagoscopists  feel  sure  of  their  diagnosis,  many 


Fig.  414, — Lateral  radiograph  of  same  patient  as  in  Fig.  413,  the  shadow  of 
the  bismuth  mixture  simulating  diverticulum.  The  mass  of  food  after  eating 
protruded  in  the  neck  and  could  be  evacuated  by  external  pressure  with  the  pa- 


do  not  agree  as  to  what  the  endoscopic  pictures  are,  and  many  endos- 
copists describe  a  picture  which  is  seen  by  other  endoscopists  in  the  per- 
fectly normal  esophagus  abdominalis.  It  is  in  such  cases  that  the  bis- 
muth radiograph,  useful  in  any  case,  is  of  especial  value.  The  best  of  all 
methods,  however,  is  by  the  trained  sense  of  touch  which  by  long  experi- 
ence (|uickly  detects  more  than  normal  resistance  at  the  hiatus.  This 
must  be  determined,  and  the  experience  must  be  acquired  by  esophagos- 
copy  without  general  anesthesia  because  in  deep  anesthesia  there  is  no 
resistance,  and  partial  anesthesia  introduces  a  variable  element.     Local 


Fic.  415.— Radiograph  of  a  woman  of  tliirty-eiglu  years.  The  shadow,  which 
so  much  resembles  a  diverticulum,  was  cstiphagoscopically  proven  to  he  a  dilata- 
tion above  a  stricture  of  probably  luetic  origin.  The  stricture  is  behind  and  above 
the  bottom  of  the  lower  border  of  the  shadow  of  the  dilatation.  Endoscopic  dilata- 
tion resulted  in  a  cure,  after  which  a  bismuth  mixture  went  through  into  the 
stomach  so  promptly  as  not  lo  show  in  a  radiograph.  Fluoroscopic  examination 
showed  swallowing  to  be  normal.  (Radiograph  by  Dr.  Russell  H.  Boggs.)  The 
lower  illustration  shows  the  endoscopic  appearance  of  the  suprastrictural  dilatation. 
The  orifice  of  the  stricture  Is  hidden  by  the  overhanging,  whitish,  cicatricial  fold. 
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anesthesia  has  but  little  and  a  very  uncertain  influence  on  relaxation  of 
spasm.  Radiography  may  lead  to  error  as  in  the  case  illustrated  in  Fig. 
413,  414,  and  415. 

The  possibility  of  the  radiograph  being  taken  just  before  normal 
physiologic  opening  of  the  abdominal  esophagus  in  the  deglutitory  cycle 
must  be  borne  in  mind  in  the  interpretation  of  radiographs.  It  is  to 
be  eliminated  in  each  case  by  the  comparison  of  a  number  of  plates,  and 
by  the  elapsed  time. 

Treatment  of  hiatal  esophayismus  {so-called  '* cardiospasm'').  Treat- 
ment of  abdominal  esophagismus  and  hiatal  esophagismus,  has  led  to 
the  devising  of  a  number  of  different  water-bags  and  air-bags,  which 
have  yielded  good  results.  In  some  cases,  however,  it  is  impossible  to 
introduce  them.  The  author's  personal  preference,  like  that  of  Briinings', 
is  for  a  mechanical  divulsor  inserted  through  the  esophagoscope  where 
the  sense  of  touch  and  the  precision  of  a  steel  instrument  give  one  an 
accurate  control.  Heavy,  spring-opposed  handles  are  a  mistake  as  they 
prevent  the  safeguarding  of  the  divulsion  by  the  delicate  sense  of  touch. 
The  author  uses  the  divulsor  that  Mosher  devised  for  the  rapid  dilatation 
of  cicatricial  strictures,  Fig.  48.  The  method  is  simple.  The  53  cm. 
esophagoscope  is  passed  into  the  stomach  until  it  reaches  the  greater 
curvature.  Then  the  divulsor,  closed,  is  passed  through  the  esophago- 
scope until  the  distal  end  of  the  divulsor  touches  the  greater  curvature  of 
the  stomach.  Then  the  esophagoscope  is  withdrawn  until  the  slightly  ex- 
panded expansile  portion  of  the  divulsor  is  endoscopically  seen  to  be  all 
exposed  beyond  the  tube-mouth.  The  partial  withdrawal  of  the  esoph- 
agoscope is  done  under  the  guidance  of  the  eye  so  that  the  largest  diam- 
eter of  the  divulsor  can  be  seen  to  be  in  the  hiatal  esophagus.  It  is  then 
expanded  to  the  full  physiological  size,  about  20  to  25  millimeters  in  the 
adult,  unless  resistance  to  expansion  is  felt.  Great  care  is  necessary  not 
to  use  undue  force  which  might  rupture  the  esophagus ;  but  the  trained 
touch  will  do  no  hann.  The  dilator,  fully  expanded  in  the  living  patient, 
is  shown  in  the  radiograph.  Fig.  410.  The  divulsor  is  allowed  to  remain 
in  its  expanded  position  for  from  five  to  ten  minutes.  It  is  then  con- 
tracted with  the  screw  mechanism,  great  care  being  used  to  avoid  pinch- 
ing the  mucosa  as  the  blades  close.  If  there  is  any  tendency  to  this,  the 
blades  should  be  re-expanded  slightly  and  the  divulsor  rotated  gently.  Di- 
vulsion is  somewhat  painful  and  the  use  of  ether  anesthesia  is  advisable, 
not  only  for  this  reason,  but  especially  to  prevent  vomiting  while  the  di- 
vulsor is  fully  expanded  which  might  cause  trauma.  From  one  to  six 
divulsions  at  intervals  of  a  week  are  necessary. 
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It  is  necessary  after  any  form  of  treatment  to  instruct  the  patient 
to  eat  very  slowly  and  to  masticate  very  thoroughly.  It  is  altogether 
probable  that  very  rapid  eating  and  insufficient  mastication  may,  in  some 
instances,  be  one  of  the  factors  contributing  to  the  cause  of  spasm  of  the 
esophagus,  because  we  know  that  in  certain  instances  small  foreign  bodies 
will  cause  a  spasm,  as  evidenced  by  complete  obstrnction  of  the  esoph- 
agus by  a  foreign  body  too  small  to  block  up  the  canal.     Liquid  foods 


ji6. — Diviilscr  fully  expanded   (24 
The  double  image 

taken  in  very  small  quantities  frci|uently  repeated  arc  best  during  the 
treatments  and  for  a  month  or  longer  thereafter  in  order  to  permit  reso- 
lution of  the  macerated,  inflamed  esophagus.  Undoubtedly  there  are  a 
few  cases  that  are  prone  to  recur,  and  the  most  stubborn  are  those  ex- 
isting since  childhood,  with  consequent  infantile  stomach  and  long-estab- 
li.slicd  "nerve  cell  habit."  The  neurologist  should  be  called  in  consultation 
in  cases  that  do  not  yield  promptly  to  divulsion. 
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The  foregoing  is  the  method  that  has  yielded  the  author  the  best 
results.  There  are  a  number  of  other  methods  successfully  used  by  Plum- 
met, Jesse  Meyer,  Lerche  and  others,  end  their  writings,  reference  to 
which  will  be  found  in  the  Bibliography,  should  be  consulted. 

Dilating  bags  filled  with  air  or  water  after  insertion  on  the  prin- 
ciple of  Horrock's  maieutic  are  eflFective  if  accurately  placed.  It  is  so 
difficult,  however,  to  place  them  accurately  by  blind  methods,  that  esoph- 
agoscopic  placing  seems  preferable  to  the  author,  who,  however,  may 
be  biased.  Gastrostomy  through  the  abdominal  wall  with  retrograde 
dilatation  of  the  cardia  has  been  done  quite  a  number  of  times,  but  in 
view  of  the  beautiful  results  that  are  obtainable  endoscopically,  such  pro- 
cedure seems  unjustifiable,  until  endoscopic  methods  have  utterly  failed 
to  cure.  It  is  difficult  to  see  how  any  more  thorough  stretching  can  be 
done  from  below  than  could  be  done  from  above.  Gastrostomy  for  feed- 
ing is,  usually,  contraindicated  because  a  stomach  tube  can  be  placed  with 
the  esophagoscope,  if  a  case  is  encountered  where  the  spasm  is  so  severe 
or  the  superjacent  diffuse  dilatation  is  so  great  that  the  stomach  tube 
cannot  be  passed  otherwise.  The  author  has  seen  a  number  of  cases 
where  the  stomach  tube  could  not  be  passed  because  the  patient  could 
not  aid  by  swallowing  efforts,  and  the  stomach  tube  would  strike  the  flat 
floor  (See  Fig.  411)  of  the  dilatation  and  had  no  tendency  to  enter  the 
hiatal  esophagus.  In  all  such  cases  the  author  has  found  it  exceedingly 
easy  to  introduce  the  gastroscope  and  through  it  to  pass  a  soft  rubber 
stomach  tube  for  feeding.  The  gastroscope  was  withdrawn,  leaving  the 
feeding  tube  in  situ.  In  case  an  endoscopist  is  not  available,  gastrostomy 
for  feeding  is,  of  course,  advisable  before  the  patient's  nutrition  has  suf- 
fered too  much.  Duodenal  feeding  through  the  duodenal  feeding  tube 
has  been  used  with  excellent  results  by  Clement  R.  Jones,  T.  Wray  Gray- 
son and  others. 


CHAPTER  XXXII. 

Diseases  of  the  Esophagus.  -Continued. 

CICATRICIAL  STKNOSIS  OF  THE  ESOPHAGUS. 

Etiology*  The  most  common  cause  of  cicatricial  stenosis  is  the 
swallowing  of  corrosive  poisons,  especially  caustic  alkalies.  It  is  a  pitiable 
thing  to  see  little  children  threatened  with  star\^ation  because  of  a  cica- 
tricial esophageal  stenosis  due  to  the  sw^allowing  of  some  form  of  caustic 
alkali  to  which  the  laxity  of  our  laws  permitted  them  to  be  exposed.  The 
law  requires  that  the  druggist  shall  label  corrosive  poisons  'Toison"  and 
the  careful  druggist  adds  antidotal  advice.  Next  door  to  the  druggist, 
the  grocer  sells  corrosive  poisons  having  on  the  label  no  hint  of  caution, 
but  having  directly  misleading  statements,  such  as  "Will  not  hurt  the 
hands,''  "Will  not  harm  the  most  delicate  fabric,''  etc.  It  is  the  general 
impression  that  concentrated  lye  is  a  relic  of  the  old  days  of  home-made 
soaps,  but  investigation  shows  that  it  is  in  common  use  in  the  household 
for  labor-saving  cleansing  of  all  kinds.  Its  harmful  eflfect  on  the  hands 
conveys  to  the  thoughtful  some  hint  of  the  caustic  nature  of  its  con- 
tents. But  the  frequency  with  which  patients  with  esophageal  stricture, 
following  the  swallowing  of  concentrated  lye,  come  in  an  almost  fatal 
state  of  inanition  to  the  esophagoscopist,  is  an  index  to  the  thoughtless- 
ness of  the  users  of  concentrated  lye,  and  an  urgent  call  for  legislation 
that  shall  compel  the  manufacturer  to  label  concentrated  lye  containers 
**Poison"  and  to  state  a  few  antidotes,  even  if  this  does  diminish  slightly 
the  sale  of  such  products.  Esophageal  stricture  from  the  swallowing 
of  commercial  lye  has  been  for  many  years  a  lesion  of  common  observa- 
tion by  those  interested  in  the  esophagus.  The  frequency  declined  with 
the  more  general  substitution  of  cheap  commercial  soaps  for  the  home- 
made products ;  but  concentrated  lye  is  still  in  extensive  use  for  general 

•Part   of  this  section   on   otioloery   is  revised,   with   additions,    from   the   author's 
'Chairman's  Address"  to  tlie  Section  on  l^arx  nprolof^ry    of    the     American     Medical 
Association,    IIUO.      (P.ib.    L'41j 
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scrubbing  and  cleansing  purposes.  Furthermore,  strictures  of  the  esoph- 
agus are  again  on  the  increase  owing  to  the  flooding  of  the  market  with 
a  large  number  of  proprietary  **cleansers"  for  household  use  and  "wash- 
ing powders"  for  laundry  use.  The  author  has  seen  three  cases  of  the 
most  severe  ulceration  and  sloughing  of  the  esophagus  from  the  swallow- 
ing of  strong  solutions  of  three  of  these  proprietary  preparations.  The 
author  has  had  the  preparations  analyzed  and  all  contained  similar  in- 
gredients: an  abrasive,  a  strong  powdered  soap,  and  a  caustic  alkali: 
namely,  soda  ash.  The  proportions  varied  from  eight  per  cent  in  the 
''cleansers"  up  to  forty  or  fifty  per  cent  in  the  laundry  powders ;  but  in 
none  was  the  corrosive  alkali  so  diluted  as  not  to  be  caustic  to  the  deli- 
cate esophageal  mucosa  of  a  child.  And,  worst  of  all,  the  mixture  was 
not  thorough ;  therefore  some  portions  were  more  concentrated  than 
others,  so  that  under  certain  conditions  it  would  be  possible  for  a  child 
to  get  a  concentrated  dose  of  caustic.  Another  thing  which  doubtless 
contributes  to  the  danger  is  the  insoluble  nature  of  the  abrasive  and  the 
slower  solubility  of  the  soap.  Thus,  a  Utile  water  dissolves  out  the  al- 
kali in  strong  solution.  The  accident  in  a  number  of  cases  occurred 
through  the  child's  swallowing  the  rinsings  of  the  almost  empty  can.  The 
economical  mother  was  endeavoring  to  extract  the  dregs  for  use;  and, 
totally  unsuspicious  of  a  preparation  which  could  not  "injure  the  most 
delicate  fabric,"  did  not  place  the  can  oat  of  reach  of  the  child.  In  an- 
other instance  the  cleansing  powder  had  been  sprinkled  on  the  dishes  in 
the  dish-pan.  From  one  cup  it  was  not  removed  by  rinsing,  the  powdered 
soap  in  its  composition  making  it  adherent,  and  from  this  cup  the  child 
drank.  In  the  third  instance  the  child  drew  water  from  a  faucet  into  a 
cup  that  had  been  used  to  measure  out  a  quantity  of  a  proprietary  wash- 
ing powder  for  laundry  use.  On  not  one  of  the  containers  of  these  three 
widely  advertised  proprietary  caustic  preparations  was  there  one  hint 
of  the  dangerous  nature  of  the  contents.  Ammonia,  "salts  of  tartar" 
(potassium  carbonate),  mercuric  bichloride,  strong  acids,  etc.,  are  less 
frequent  causes  of  cicatricial  stenoses.  It  was  at  one  time  supposed  that 
cicatricial  stenosis  of  the  esophagus  was  invariably  due  to  the  swallow- 
ing of  corrosives.  It  is  quite  well  established  now,  that  tuberculosis,  lues, 
scarlatina,  diphtheria  and  various  pyogenic  conditions  can  produce  ul- 
ceration followed  by  cicatricies  in  the  esophagus.  MacReynolds  reports 
the  discovery  at  autopsy  of  a  large  area  of  ulceration  in  the  esophagus  of 
a  patient  who  died  of  spontaneous  rupture  of  the  esophagus,  complicating 
mastoid  disease.  Chronic  esophagitis  from  spasm  with  stagnation  of 
food  and  secretions,  as  seen  in  abdominal  and  hiatal  esophagismus,  (er- 
roneously called  "cardiospasm")  may  result  in  superficial  erosions  which 
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when  the  pyogenic  infections  become  engrafted  upon  them,  may  result 
in  serious  cicatrices.    Thus  we  have  an  organic  stenosis  following  upon 
a  spasmodic  stenosis.     Every  esophagoscopist   of   large   experience    has 
seen  cases  of  cicatricial  stenosis  of  the  esophagus  in  which  he  is  utterly 
at  loss  to  discover  the  original  cause  of  an  undoubted  cicatricial  stenosis. 
The  so-called  "peptic''  ulcer  of  the  lower  portion  of  the  esophagus  may 
be  a  cause.    Observations  by  Guisez,  MacKinnie  and  also  some  observa- 
tions of  the  author  point  clearly  to  the  fact  that  spasmodic  lesions  can 
produce  organic  stricture  by  the  erosions  due  to  the  accompanying  esoph- 
agitis.    Decubitus  ulcer  of  typhoid  fever   has  caused  cicatricial  esophageal 
stenosis.     The  author  has  previously  pointed  out  the  occurrence  of  an 
ulcer  in  the  esophagus  from  sphacelus  of  the  esophageal  mucosa  in  the 
low  vitality  of  profound  typhoid  toxemia.     Since  that  time  five  cases  of 
post-typhoid  stenosis  from  cicatricial  contraction  have  been  sent  to  the 
author.    In  four  of  these  cases  the  cicatrix  was  at  the  cricoid  level,  evi- 
dently due  to  the  pressure  of  the  cricoid  against  the  vertebral  column, 
pinching    the    esophageal   wall,   the   vitality  ^  of    which    was    lowered 
by  the  typhoid  toxemia,  ending  in  sloughing  and  ulceration.    In  the  other 
case  the  cicatrix  was  at  the  level  of  the  crossing  of  the  left  bronchus. 
Whatever  be  the  nature  of  the  original  lesion  the  stenotic  cicatrix  is  usual- 
ly the   result  of  the  inflammatory^   infiltration   resulting  from  the   pro- 
longed ulcerative  processes  due  to  the    secondary    mixed    pyogenic    in- 
fections.    Any  sort  of  stenosis  of  the  esophagus,  if  long  continued,  may, 
by  the  stagnation  of  food  and  secretion,  set  up  esophagitis  and  ulceration 
resulting   in  cicatrices.      In   view   of   this,    slight   degrees   of   congenital 
stenosis  may  be  considered,  possibly,  a  contributing  cause.     As  pointed 
out  by  Brown  Kelly   (Bib.  :U)3)  slighter  degrees  of  organic  stenosis,   in 
some   instances  possibly  congenital,   may  have   existed     for    years     un- 
noticed by  the  i)aticnt.     Cicatricial  stricture  of  the  esophagus  may    fol- 
low prolonged  sojourn  of  a  forcic;n  body.     The  presence  of  a   foreign 
body  results  in  a  locali/.ed  ulceration  with  hyperplasia.     During  a  pro- 
longed period,  this  round-celled  infiltration  increases  and  later,  after  the 
foreign  body  is  removed,  the  contraction  of  the  cicatricial  lissue  results 
in  a  greater  or  less  stenosis  of  the  esophageal  lumen.     In  one  case  of 
this  kind,  seen  by  the  author,  in  a  child  four  years  of  age,  a  coin  had  been 
removed  by  a  general  surgeon  by  external  esophagotomy  after  the  coin 
had  been  ///  situ  for  nearly  one  year.     After  the  wound  had  healed,  the 
child  could  swallow  quite  well,  but  in  a  few  weeks  difficulty  in  swallow^- 
ing  began  to  appear,  becoming  gradually  worse  until  at  the  end  of  two 
months  a  very  severe  degree  of  stenosis  was  present,  permitting  only 
liquids  to  pass.    The  author  cured  the  stricture  by  forcible  dilatation  and 
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continued  bouginage  /»^r  tubam.  It  seemed  to  be  very  much  more  amen- 
able to  treatment  than  the  stricture  cases  following  the  swallowing  of 
lye,  and  the  stricture  was  only  single,  while  those  following  the  swallow- 
ing of  caustic  alkalies  are  usually  multiple,  the  openings  not  being  con- 
centric. 

Site  of  cicatricial  siricture  of  the  esophagus.  The  author's  experi- 
ence has  been  quite  at  variance  with  that  of  Guisez.  The  latter  reports 
that  out  of  38  cases  due  to  corrosives  the  site  of  predilection  for  the 
cicatricial  stricture  was  at  the  cardia,  and  when  there  were  more  than  one, 
the  next  most  frequent  site  was  the  upper  orifice,  the  tightest  being  at 
the  cardia.  In  the  author's  experience,  he  has  never  seen  a  case  of  stric- 
ture due  to  caustic  situated  at  the  cardia.  Out  of  a  total  of  27  of  this 
class  of  cases,  18  were  in  the  middle  third  of  the  esophagus,  6  at  the 
level  of  the  hiatus,  4  near  the  cricopharyngeus.  Where  the  strictures 
were  multiple  they  were  usually  quite  close  together,  though  in  three 
cases  there  was  a  stricture  just  below  the  cricoid  and  another  in  the 
middle  third.  Of  the  cases  in  the  midlle  third,  the  most  frequent  site 
was  at  about  the  crossing  of  the  left  bronchus.  Stricture  of  the  pylorus 
as  well  as  of  the  esophagus  following  the  swallowing  of  a  corrosive  has 
been  reported  by  Bruel.  (Bib.  50.) 

Prognosis.  Untreated,  the  mortality  of  cicatricial  strictures  of  small 
lumen  is  very  high.  Slighter  degrees  of  stenosis  are  prone  to  increase 
from  stasis,  esophagitis  and  secondary  ulceration.  By  early  gastrostomy 
with  proper  feeding  through  the  tube,  life  may  be  prolonged  indefinitely. 
As  a  matter  of  fact,  however,  old  people  who  have  worn  a  gastrostomy 
tube  since  childhood  are  never  seen.  Statistics  from  which  the  causes 
of  death  might  have  been  determined  are  lacking.  Doubtless  mortality 
would  have  been  less  if  gastrostomy  had  been  done  earlier.  Under  blind 
methods  of  treatment  the  patient  was  almost  certain,  sooner  or  later,  to 
succumb  to  perforation  by  the  bougie,  the  danger  increasing  as  the  super- 
jacent dilatation  increased,  rendering  more  and  more  difficult  the  finding 
of  the  strictural  orifice.  The  prognosis  of  cicatricial  stenosis  of  the  esoph- 
agus untreated  is  unfavorable  so  far  as  recovery  is  concerned.  There 
probably  is  never  a  complete  spontaneous  recovery.  Occasionally  slight 
strictures  may  become  temporarilv  stenosed  with  food,  or  the  stenosis 
may  be  increased  by  swelling,  producing,  for  a  short  period,  a  very  severe 
.stenosis.  This  may  subside  and  a  condition  of  relative  cure  so  far  as 
dysphagia  is  concerned  may  result,  and  the  patient  may  be  quite  comfort- 
able ;  but  this  is  only  the  disappearance  of  a  relatively  temporary  condi- 
tion. In  regard  to  danger  to  life,  the  prognosis  in  cicatricial  stenosis  of 
the  esophagus  is  good  if  an  early  gastrostomy  is  done  and  the  feeding 
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is  carefully  followed  out  according  to  a  well  planned  dietary.  The  fore- 
going represents  the  prognosis  of  cicatricial  stenosis  before  the  develop- 
ment of  endoscopic  treatment.  Under  modern  methods  the  prognosis  is 
favorable  as  to  ultimate  results,  though  some  of  the  cases  require  a  long 
period  of  treatment,  the  duration  depending  upon  the  number  of  strictures, 
the  presence  or  absence  of  pouches  between  the  strictures  and  the  previ- 
ous duration  of  the  condition,  as  well  as  upon  the  tightness  of  the  stricture. 
In  recent  cases  where  there  is  but  a  single  stricture  or  two  strictures,  the 
lower  one  of  concentric  lumen,  the  cure  is  rapid  and  the  results  excellent. 
On  the  other  hand,  in  multiple  strictures,  not  concentric,  and  of  long- 
standing, with  extensive  fibrotic  changes  in  the  esophageal  wall,  due  to 


FfG.  417.— Photograph  01  a  child,  tiventy  months  old,  a  victim  of  cicatricial 
e50]>haBcal  stricture.  Il  is  in  the  act  of  inducing  vomiting  by  the  insertion  of  ils 
fingtrs  to  the  fauces,  a  self-discovered  means  of  relief,  quite  remarkable,  consider- 
ing the  age.     Referred  by  Dr,  F,  LeMoyne  Hupp. 

prolonged  chronic  esophagitis,  and  esi>ecially  if  the  lumen  of  the  stricture 
is  exceedingly  small — in  all  such  cases,  the  treatment  is  very  much  more 
diflicult,  and  though  the  ultimate  prognosis  is  not  unfavorable,  the  treat- 
ment will  be  prolonged  by  recurrences.  As  to  mortality  under  endoscopic 
methods,  the  author  has  never  yet  lost  a  case.  The  only  death  occurring 
in  his  clinic  was  from  blind  bouginage  before  his  present  endoscopic 
technic  was  developed. 

Symptoms.  Lengthy  consideration  of  the  symptoms  is  not  now 
necessary,  as  it  was  in  the  days  of  the  often  erroneous  deductive  diag- 
nosis. If  a  patient  has  any  trouble  in  swallowing  or  regurgitates  or 
"vomits"  his  food  or  chokes  or  coughs  when  attempting  to  swallow, 
esophagoscopy  is  indicated  and  deductive  or  blind  instrumental  attempts 
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at  diagnosis  are  time-wasting,  misleading  and  utterly  useless.  It  requires 
but  a  few  minutes  without  an  anesthetic,  general  or  local,  to  look  at  the 
esophagus  with  the  esophagoscope  and  make  a  positive  diagnosis  of  cica- 
tricial stricture.  Radiography  is  useful  in  excluding  aneurysm  and  in  de- 
termining the  presence  of  a  stenosis  and  the  extent  of  the  dilatation  above 
it.  That  the  stricture  is  cicatricial  can  be  determined  only  by  esophagos- 
copy.  The  most  usual  complaints  of  the  patients  are  difficulty  in  swal- 
lowing, cough,  and  regurgitation.  Distress  after  eating,  to  be  relieved 
only  by  regurgitation  is  seen  in  low  strictures  (Fig.  417). 

Esophagoscopic  appearances  afid  diagnosis  of  cicatricial  stricture.  The 
endoscopic  picture  in  a  typical  case  is  easily  recognized,  but  it  may  be 
masked  by  various  conditions  other  than  the  cicatrix.  If  there  is  com- 
plete stagnation,  or  if  the  patient  has  recently  eaten,  fragments  of  food 
may  be  noticed  adherent  to  the  walls  of  the  esophagus,  or  lodged  in  the 
pockets  existing  below  the  first  stricture,  or  in  the  case  of  a  recent  and 
illy-masticated  meal  there  may  be  quite  an  accumulation  above  the  stric- 
ture. Often  it  will  be  found  that  the  patient  has  come  for  a  complete 
stenosis,  which,  upon  examination  is  found  to  be  due  to  the  lodgment 
of  a  particle  of  food  acting  as  a  cork  in  the  lumen  of  the  stricture.  This 
does  not  occur  as  often  as  might  be  supposed  for  the  reason  that  the 
patients  usually  learn  that,  by  inserting  their  finger  back  of  the  tongue  and 
causing  a  regurgitation,  food  particles  can  be,  in  most  instances,  dislodged 
and  regurgitated.  If  the  food  has  remained  for  any  length  of  time  in  the 
esophagus,  decomposition  has  occurred  and  in  case  of  nitrogenous  food, 
the  odor  may  be  very  foul.  In  case  of  starchy  foods  and  sugar,  there 
will  be  usually  a  sour  odor.  This  is  not  the  normally  sour  odor  of 
stomach  contents,  but  a  peculiar  odor  due  to  the  fermentation  of  starches 
and  sugars.  All  food  and  secretions  must  be  removed  and  the  mucosa 
sponged  clean.  If  there  has  been  no  stagnation  the  color  of  the  cicatricial 
portions  of  the  esophageal  wall  is  usually  paler  than  normal,  and  may  be 
decidedly  white  and  blanched.  \^essels  are  often  visible  in  this  white  tis- 
sue. In  certain  cases  there  may  be  patches  of  reddish,  acutely  inflamed 
mucosa,  and  if  there  is  very  much  dilatation  above  the  stricture,  there  may 
be  a  macerated  condition  of  the  esophageal  mucosa.  Where  the  mucosa 
has  been  uninjured  by  the  caustic,  the  epithelium  may  be  furred  up  and 
pasty  in  appearance  from  maceration.  The  epithelium  covering  the  cica- 
tricial tissue  does  not  usually  fur  up  to  the  same  extent  and  may  be  quite 
smooth  and  shining  in  marked  contrast  to  the  furred  epithelium  in  the 
portions  undamaged  by  the  corrosion.  Whitish  spots  of  erosion  and  even 
ulceration  may  be  visible  at  certain  points  (Fig.  12,  Plate  III).  It  is 
quite  likely  that  these  erosions  play  an  important  part  in  the  increase  of 


52S  DISEASES  OK  THE  ESOPHAGUS. 

the  Stenosis  and  the  diminution  of  the  strictural  lumen  through  contrac- 
tion and  fibrosis  of  the  round-celled  inflammatory  infiltrate,  constituting 
what  the  author  has  called  a  "vicious  circle."  The  scars  from  the  swallow- 
ing of  caustics  in  some  instances  are  linear  and  seen  in  perspective,  they 
appear  wedge-shaped  from  foreshortening  (Fig.  12,  Plate  III  and  Fig. 
4,  Plate  III,  Bib.  269).  They  are  in  some  instances  depressed  below  the 
surface  of  the  mucous  membrane,  though  in  other  instances  they  may 
project  toward  the  lumen  in  a  more  or  less  cord-like  way.  In  other  cases 
they  are  flush  with  the  neighboring  mucosal  surface.  In  passing  down  a 
cicatricial  esophagus  very  often  there  is  a  very  noticeable  absence  of  the 
normal  radial  creases.  The  cicatricial  tissue  in  a  cicatricial  stenosis  may 
take  the  form  of  a  band  running  across  in  any  direction  and  causing 
more  or  less  flattening  of  the  circular  outline  of  the  lumen  at  that  point 
Exactly  annular  strictures  occur  and  occasionally  they  are  most  beauti- 
fully symmetrical  and  funnel-shaped.  As  a  rule,  however,  they  are  more 
or  less  eccentric,  and  their  outline  is  more  or  less  oval,  or  angular.  Where 
the  amount  of  cicatricial  tissue  is  small,  the  outline  is  not  fixed  but 
changes  with  the  respiratory  movements  and  even  with  the  transmitted 
cardiac  impulses,  antiperistalsis  and  movements  imparted  by  the  esophago- 
scope.  If  the  first  stricture  encountered  is  not  very  small,  the  view 
through  the  stricture  usually  is  that  of  a  cavity  below.  In  this  cavity  it 
is  very  rare  to  see  the  lumen  of  strictures  which  usually  exist  below,  be- 
cause the  lower  ones  are  not  concentric  with  the  upper  ones,  nor  are  their 
lumina  easy  to  fi.nd.  If  the  upper  stricture  is  not  very  tight  and  the 
lower  one  is  smaller,  there  is  a  strong  tendency  to  pouch  formation  from 
the  pressure  of  food  accumulating  between  the  two  strictures. 

Differential  diagnosis.  In  a  typical  case,  a  cicatricial  stenosis  is 
readily  recognizable  by  the  descriptions  already  herein  given,  but  there 
are  cases  in  which  a  diagnosis  is  extremely  difficult  because  of  associated 
lesions.  When  inflammatory  conditions  and  ulceration  are  present,  they 
must  be  first  treated  by  a  rest  in  bed,  very  careful  restriction  of  the 
diet  as  to  quantity,  and  all  food  should  ue  liquid.  Bismuth  and  calomel 
taken  dry  on  the  tongue  in  small  quantities  at  frequent  intervals,  with 
liquid  diet,  will  cure,  in  most  cases,  the  esophagitis  with  erosions  and 
ulcerations  that  accompany  stenotic  conditions.  In  addition  to  this,  local 
application  of  argyrol  to  ulcerations  and  to  granulation  surfaces  will  aid 
in  clearing  up  these  lesions.  The  cicatricial  nature  of  the  stenosis  then 
becomes  quite  apparent.  Cancerous  stenosis  is  accompanied  by  infiltra- 
tion and  a  distortion  of  the  shape  of  the  lumen  of  the  esophagus,  which, 
even  in  the  absence  of  open  ulceration,  is  quite  diff"erent  from  the  thin 

*•   w»«  almost  membranous  cicatricial  stenosis.    Impermeable  cicatri- 

na  hard,  but  cancer  rarely  is  impermeable  until  late. 
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and  in  cancer,  there  are  usually  projecting  fungations  and  edematous 
polypoid  masses,  when  the  disease  has  reached  a  condition  of  severe 
stenosis.  Prior  to  this  time,  infiltration  of  the  esophageal  wall  is  quite 
apparent  to  palpation  with  the  tube  and  probe.  Moreover,  in  cancer 
there  is  more  or  less  of  fixation  of  the  entire  esophagus,  which  does  not 
yield  readily  laterally  to  manipulations  of  the  tube.  It  is  necessary,  how- 
ever, to  remember  that  cancer  may  develop  at  the  site  of  a  cicatrix,  as 
evidenced  by  the  following  case: 

Robert  M.,  aged  58  years,  applied  for  admission  to  the  Western 
Pennsylvania  Hospital  for  difficulty  in  swallowing,  which  had  persisted 
with  variations  in  degree  since  the  healing  of  a  bullet  wound  20  years 
before.  Within  the  last  few  months,  there  had  been  a  steady  increase  un- 
til only  liquids  could  go  down.  There  was  a  depressed  wound  in  the 
neck  on  the  right  side,  and  a  scar  three  inches  in  length  on  the  left  side 
corresponding,  according  to  the  patient's  statement,  to  the  site  of  an  oper- 
ation to  remove  the  bullet  which  had  not  emerged.  The  patient  stated 
that  immediately  following  the  injury,  he  had  noticed  no  bleeding,  but  he 
had  vomited  material  like  coffee  grounds  not  long  after.  On  passing  the 
esophagoscope,  I  found  a  pharyngeal  pouch  or  .diverticulum.  The  sub- 
diverticular  opening  was  in  the  usual  location,  anterior  to  the  pouch.  This 
opening  was  large,  admitting  a  10  mm.  esophagoscope  for  about  5  cm. 
At  this  level,  the  esophagus  deviated  very  markedly  to  the  left,  the  walls 
were  tightly  adherent  and  there  was  a  stricture  of  oval  outline  with  a  flat 
ulceration  of  about  1  cm.  in  diameter,  just  touching  the  right  strictural 
margin.  I  excised  the  edge  of  this  ulcer,  including  a  portion  of  the 
stricture.  Examination  of  this  tissue  by  Joseph  H.  Barach,  showed  it  to 
be  a  squamous-celled  epithelioma. 

Remarks.  It  is  quite  clear  from  the  foregoing  history  that  a  cicatri- 
cial stricture  existed  for  18  or  19  years,  and  that  the  cicatricial  tissue  be- 
came the  site  of  the  implantation  of  the  cancerous  process.  Whatever 
may  be  our  ideas  concerning  irritation  as  a  factor  in  the  development  of 
carcinoma,  there  can  be  no  doubt  that  cicatricial  tissue  and  chronic  in- 
flammator}-  conditions  offer  a  favorable  soil  for  the  development  of  can- 
cer. The  development  of  a  diverticulum  from  cicatricial  stenosis  is 
worthy  of  note  as  a  very  rare  observation. 

In  compression  scenosis  of  the  esophagus,  the  lumen  does  not  taper 
down  to  a  point  as  in  strictures,  and  the  outline  of  the  lumen  is  linear 
and  more  or  less  crescentic,  from  the  bulging  inward  of  one  wall  convexly 
from  one  side  (Fig.  7,  Plate  III,  Bib.  269),  though  occasionally  it  is 
seen  as  a  flattening  of  the  walls  with  a  more  or  less  straight  long  dia- 
meter, irnless  the  compression  is  from  a  very  firm  growth,  a  small 
esophagoscope  can  usually  be  insinuated  through  the  compression,  and 
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the  mucosa  below  will  be  found  to  be  normal.  The  mucosa  above  iu 
cases  of  severe  compression,  may  show  the  signs  of  chronic  esophagitis 
which  accompany  stasis  and  maceration.  Ordinarily,  however,  compres- 
sions are  characterized  by  normal  mucosa,  which  is  in  marked  contrast 
to  the  thin  white  appearance  of  the  strictural  margin.  Spasmodic  stenoses 
are  characterized  by  a  wrinkling  of  the  esophageal  lumen  which  throws 
the  membrane  into  folds,  and  the  crevices  between  these  folds  taper  down 
to  a  vanishing  point,  as  shown  in  Fig.  7,  Plate  III.  Moreover,  gentle 
pressure  continued  for  a  time  will  cause  the  spasmodic  stenosis  to  yield 
and  the  esophagoscope  will  pass  on  through.  The  mucosa  below  is  usual- 
ly normal,  while  that  above  may  be  more  or  less  altered  by  chronic 
esophagitis ;  but  the  diagnostic  point  is  the  opening  up  of  the  constricted 
area  to  the  full  lumen  as  soon  as  the  spasm  yields  to  pressure.  General 
anesthesia  may  be  used  to  overcome  spasm,  but  this  is  rarely,  if  ever, 
necessary  for  the  skilled  esophagoscopist,  though  until  skill  is  acquired, 
great  caution  is  necessary  in  applying  any  pressure  on  the  supposition 
that  a  condition  is  spasmodic  stenosis. 

Treatment  of  cicatricial  stenosis  of  the  esophagus.  In  dealing  with 
the  esophagus,  it  must  always  be  remembered  that  it  is  one  of  the  most 
intolerant  organs  with  which  we  have  to  deal  surgically.  Shock  is  out 
of  all  proportion  to  the  extent  of  the  operation  or  of  the  lesion,  as  shown 
in  ordinary  acute  esophagitis  from  traumatism.  Therefore,  we  must  not 
undertake  treatment  without  due  preparation  of  the  patient  as  regards 
everything  that  concerns  his  strength  and  endurance.  If  the  patient  has 
not  already  been  gastrostomized,  it  is  wise  to  keep  a  very  close  watch 
on  the  state  of  his  nutrition  during  any  form  of  treatment.  It  is  always 
possible  for  local  reaction  to  entirely  shut  up  the  esophagus,  and  the 
patient  will  very  quickly  suffer.  Procedures  are  so  much  simplified  by 
having  the  patient  regularly  fed  through  a  gastrostomic  tube  and  the 
putting  of  the  esophagus  at  rest  is  so  beneficial  that  there  should  be  no 
hesitation  in  advising  it  in  the  worst  cases.  In  most  instances,  however, 
a  lumen  for  liquids  remains,  and  with  care  in  diet,  gastrostomy  will 
rarely  be  necessary.  The  general  preparation  of  the  patient,  as  men- 
tioned on  a  preceding  page,  should  be  carried  out  as  a  preliminar\'  to  any 
operation  or  examination  on  the  esophagus.  In  addition  thereto,  abso- 
lute rest  of  the  esophagus  to  reduce  the  esoi)hagitis,  is  an  essential  oper- 
ative preliminary.  Absolutely  nothing  but  water,  milk,  ice  cream  and 
consomme  should  he  allowed,  and  bismuth  subnitrate  with  a  little  calomel 
from  time  to  time  should  be  swallowed  dry,  in  small  doses  at  frequent  in- 
tervals. Patients  in  a  state  of  water  hunger  make  exceedingly  bad 
surgical  subjects,  and  absolutely  no  attempt  at  endoscopy  should  be  un- 
dertaken until  the  patient  has  fully  recovered  from  food  and  water 
.starvation  as  before  mentioned. 
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The  question  arises :  To  what  extent  shall  dilatation  of  a  stricture 
be  carried  out?  This  must  be  determined  by  the  functional  result.  In 
some  cases  it  is  necessary  to  produce  a  very  large  opening  because  of  the 
sacculation  almost  amounting  to  a  diverticulum  above  the  stricture.  In 
one  of  the  author's  cases,  this  was  so  great  that  it  pressed  on  the  lumen 
of  the  esophagus  below  the  stricture  and  interfered  with  swallowing  to 
such  an  extent  that  it  was  necessary-  to  bite  out  the  spur  with  forceps  so 
as  to  obliterate  the  bottom  of  the  sack.  In  this  case,  the  stricture  was  in 
the  neck.  It  is  questionable  whether  such  a  procedure  would  be  justifi- 
able in  the  thorax.  In  another  case  a  valve-like  fold  overhanging  the 
lumen  of  the  stricture  required  removal.  In  cases  in  which  there  is  very 
little  sacculation,  a  relatively  small  opening  will  give  an  excellent  func- 
tional result,  and  if  an  opening  of  six  or  seven  millimeters  can  be  main- 
tained, the  patient  will  have  no  trouble  functionally,  if  food  is  perfectly 
masticated.  Imperfectly  masticated  food  of  any  kind,  of  course,  be- 
comes a  foreign  body.  The  author  has  had  cases  that  would  swallow  all 
kinds  of  food  when  properly  masticated  but  their  esophagus  would  be- 
come occluded  from  the  swallowing  of  the  pulp  of  a  grape  containing  the 
seeds.  A  number  of  times  when  this  has  occurred,  maceration  and  soft- 
ening of  the  pulp  of  the  grape  has  allowed  the  seeds  to  go  through  and 
the  stenosis  to  be  relieved,  but  of  course  foods  of  this  kind  should  not 
be  partaken  of.  In  two  other  instances  an  orange  seed  lodged  between 
the  upper  and  the  lower  stricture  in  a  patient  that  for  many  months  be- 
fore had  been  having  no  trouble  whatever  with  eating  all  kinds  of  food. 
After  the  author  removed  the  orange  seed,  no  further  trouble  was  ex- 
perienced, though  two  years  have  now  elapsed  in  one  case,  and  a  year  in 
the  other,  during  which  time  the  patients  have  been  partaking  of  all 
kinds  of  food  thoroughly  masticated.  These  cases  show  how  small  a 
lumen  may  suffice.  It  may  be  said,  then,  that  the  degree  of  dilatation 
should  be  determined  altogether  functionally.  Having  obtained  good 
useful  swallowing,  it  is  questionable  in  some  cases  whether  it  is  wise  to 
persist  in  an  attempt  entirely  to  obliterate  the  stricture  and  restore  full 
lumen,  which  involves  more  risk  to  the  patient  than  is  involved  in  the 
obtaining  of  a  useful  lumen.  A  good  functional  result  is  better  de- 
termined by  a  bismuth  radiography  or  fluoroscopy  than  by  the  sensations 
of  the  patient.  The  stomach  should  be  empty  of  food  (it  is  never  entirely 
empty  of  secretion  )  and  the  bowels  should  be  freely  emptied  by  an  enema 
before  any  operative  procedure  upon  the  esophagus.  There  is  a  disposi- 
tion on  the  part  of  the  profession  to  disregard  this  common  preoperative 
precaution  in  p?tients  who  have  been  unable  to  swallow  any  food  for 
several  days.  Xo  anesthesia,  general  or  local,  is  needed  and  as  any  form 
of  treatment  has  to  be  fretjuently  repeated,  all  forms  of  anesthesia  are 
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contraindicated.  The  problem  is  to  determine  the  best  method  of  get- 
ting a  Start  in  the  dilatation  of  strictures  of  exceedingly  small  lumen,  say 
one  or  two  millimeters  in  diameter.  There  have  been  many  dilators  and 
divulsors  devised,  most  of  which  can  only  be  used  in  stricture  of  such 
large  lumen  (say  six  or  seven  mm.)  that  they  do  not  urgently  need 
dilatation.  Such  instruments  are  of  use  in  hiatal  and  abdominal  esopha- 
gismus,  but  cicatricial  esophageal  strictures  of  large  lumen,  or  those  in 
which  a  good  start  has  been  obtained,  are  of  easy  management,  and  the 
choice  of  methods  is  of  little  moment.  Small  almost  impermeable  stric- 
tures on  the  contrary  are  extremely  difficult  to  dilate  in  the  first  stages 
of  the  work.  Personally  the  author  has  found  nothing  equal  to  boug:in- 
age  per  tubam. 

Bouginage  per  tubam.  The  author  uses  the  double  olive  bougies 
(Fig.  (51,  p.  108,  Bib.  2G9)  only  in  the  most  minute  strictures  and  then 
only  to  get  a  start.  In  almost  all  cases  the  start  can  be  made  and  the 
treatment  continued  with  the  filiform  bougie  permanently  mounted  on 
the  steel  stem  (Fig.  53).  Three  or  four  successively  larger  sizes  can 
be  used  at  one  seance.  The  last  and  largest  bougie  that  can  be  safely 
inserted  is  left  in  for  about  twenty  minutes,  the  esophagoscope  being 
withdrawn,  if  desired,  after  the  bougie  is  placed.  At  the  next  treatment 
about  two  days  later  the  start  can  usually  be  made  with  a  bougie  one  or 
two  sizes  larger  than  the  starting  size  at  the  previous  treatment.  Treat- 
ments are  continued  at  intervals  of  a  few  days  until  the  largest  size  that 
can  be  inserted  through  the  esophagoscope  can  be  inserted  and  with- 
drawn without  resistance.  The  patient  is  then  ready  for  the  daily  swal- 
lowing of  a  common  bougie  of  the  old  type.  Under  no  circumstances 
should  he  push  it.  It  should  be  preceded  by  the  swallowing  of  about  10 
cc.  of  olive  oil  for  lubrication.  After  three  or  fourth  months  the  interval 
may  be  lengthened  to  a  week  or  two,  but  must  not  be  abandoned  for  a 
year.  Even  then  a  monthly  passage  is  advisable  for  the  early  detection 
of  any  tendency  to  recurrence.  In  children  the  size  must  be  increased 
from  year  to  year  proportionate  to  the  normal  esophageal  growth  and 
development.  The  foregoing  is  the  author's  method  in  all  cases  where 
the  stricture  is  single  and  also  in  all  cases  of  multiple  stricture  in  which 
the  lumina  of  the  lower  strictures  are  concentric  with  the  upper  one. 
The  most  difficult  cases  to  treat  are  those  in  which  there  are  many 
strictures,  and  especially  where  the  lumen  of  the  stricture  is  not  con- 
centric nor  in  line  with  each  other.  In  addition,  there  may  be  more  or  less 
sacculation  between  the  strictures  rendering  it  extremely  difficult  to  find 
the  aperture  of  the  strictures  below  the  first  as  shown  in  Fig.  418.  The 
author's  method  of  dealing  with  these  strictures  is  to  dilate  first  the 
upper  one   forcibly  and  widely,  then  take  the   second  one   which  now 
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comes  into  view  because  a  small  tube  can  be  put  through  the  first  one, 
which  has  been  dilated.  For  this  purpose  none  of  the  divulsors  to  be  had 
are  of  any  use.  They  do  not  stretch  at  the  ver}-  end,  so  that  they  must 
be  inserted  far  beyond  the  stricture  to  obtain  any  divulsion.  Such  inser- 
tion is  impossible  in  the  most  difficult  class  of  cases  with  which  we  have 
to  deal ;  namely,  multiple  eccentric  strictures,  because  the  second  stric- 
ture will  prevent  the  insertion  of  the  instrument  far  enough  to  obtain 
anv  divulsion  on  the  first  stricture.     For  this  reason,  the  author  has  de- 


FiG.  418. — Schematic  illustration  of  a  series  of  eccentric  strictures  with  in- 
terstrictural  sacculations,  in  the  esophagus  of  a  boy  of  four  years.  Divulsed 
seriatim  from  al)OYe  downward  with  the  divulsor  (Fig.  52),  the  esophageal  wall, 
D,  being  moved  sidcwise  to  the  dotted  line  by  means  of  a  small  esophagoscope  in- 
serted through  the  upper  stricture,  A,  after  divulsion  of  the  latter. 


vised  the  divulsor  shown  in  Fig.  o2.  With  this  instrument,  we  can  di- 
vulse  the  first  stricture,  even  though  it  be  less  than  1  cm.  away  from  the 
second  stricture.  This  is  a  safe  procedure,  because  between  the  two 
strictures  there  is  always  more  or  less  of  a  pouch.  In  using  the  word 
"safe,"'  the  author,  of  course,  means  relatively  safe,  because  any  eso- 
phageal instrument  must  be  used  with  care  and  tactile  appreciation  of 
the  exact  amount  of  force  applied. 

Since  the  stagnation  of  food  is  the  greatest  factor  in  the  production 
of  esophagitis  in  these  cases,  it  is  necessary  that  the  diet  shall  be  care- 
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fully  regulated.  Food  should  be  taken  in  minute  quantities  at  a  time, 
allowing  a  long  time  for  a  meal  to  be  ingested.  Liquid  foods  only  are 
to  be  permitted  in  certain  cases.  In  other  cases,  and  later  on  in  all 
cases,  solids  may  be  used,  provided  they  be  thoroughly  masticated.  Semi* 
solids,  and  especially  very  soft  boiled  eggs,  custards  and  the  like  usually 
go  down  about  as  well  as  liquids,  even  in  small  strictures.    The  patient 


Fig.  419. — Radiograph  showing  complete  cure  of  a  cicatricial  stenosis.  The 
bismuth  mixed  with  bread  and  milk  went  through  into  the  stomach  so  promptly 
and  completely  as  not  to  show  In  this  radiograph  made  immediately  after  taking 
the  mixture.  The  gastrostomy  tube  shown  in  the  radiograph  was  immediately 
abandoned.     (Radiograph  made  by  Dr.  George  W.  Grier.    Author's  case.) 

must  be  instructed  tbat  should  any  accuinulation  of  food  be  felt  it  must 
be  regurgitated  and  followed  by  a  glassful  of  a  weak  solution  of  sodium 
bicarbonate.  If  this  sodium  bicarbonate  does  not  go  through  promptly, 
it  should  be  regurgitated  also,  thus  accomplishing  a  lavage  of  the 
esophageal  mucosa.  Ice  cream  is  a  very  valuable  food  in  all  forms  of 
stenosis  and  in  all  stages  of  after-treatment,  not  only  because  of  the  cold, 
but  because  it  is  always  ingested  slowly.  Of  course  there  is  nothing  to 
prevent  a  patient  taking  any  liquid  food  slowly  by  the  teaspoonful,  but  as 
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a  matter  of  fact,  once  the  patient  gets  away  from  the  hospital  it  is  ex- 
ceedingly difficult  to  enforce  the  rule  of  teaspoonftil  taking  of  fluids. 

Xumerous  cases  illustrative  of  the  success  of  this  treatment  could 
be  cited,  but  a  few  will  suffice : 

A  boy  of  three  \ears,  consulted  Dr.  E.  L.  Jones  of  Cumberland,  for 
inability  to  swallow  even  water  or  saliva  for  eight  days.  The  child 
had  swallowed  lye  eight  months  previously,  and  the  inability  to  swallow 
had  come  on  gradually.     Dr.  Jones  immediately  referred  the  case  to  the 


Fii;.  4J0.— From  photographs  of  a  boy  of  four  years.  Weieht  when  first  seen 
26  pounds.  After  28th  endoscopic  bouginage,  42  pounds.  Patient  referred  by  Dr. 
H.  T.  Price. 


author.  The  child  was  in  extremis  and  its  life  was  saved  only  by  a 
prompt  and  skilful  gastrostomy  by  Dr.  James  \V.  MacFarlane.  One 
week  later  the  author  passed  an  esophagoscope  and  found  at  the 
cricopharyngeus  a  tight  stricture  {1  mm.)  which  was  divulsed  with  the 
divulsor,  Fig.  'fi.  A  second  eccentric  stricture  about  1  cm.  lower  down 
was  similarly  divulsed  and  bouginage  per  tubam  completed  the  cure. 
Six  seances  were  required  to  restore  normal  swallowing  {Fig.  419). 
The  gastrostomy  tuhe  was  abandoned.  Xo  anesthesia  was  used  for  the 
treatment.  The  child  now,  one  year  later,  is  able  promptly  to  swallow 
any  normally  masticated  food. 
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Remarks.  The  statement  of  the  parents  that  the  child  had  swallowed 
no  water  for  eight  days  is  probably  inaccurate.  Some  little  fluid  must 
have  leaked  through  the  stricture  or  the  child  could  not  have  survived. 

A  girl  of  two  years  was  referred  to  the  author  by  Dr.  Abraham  of 
New  York  City  for  inability  to  swallow  which  came  on  a  few  weeks 
after  swallowing  a  solution  of  a  washing  powder.  A  general  surgeon 
failed  to  pass  a  bougie  under  chloroform  anesthesia.  Esophagoscopy  by  the 
author  revealed  a  tight  stricture  (1  mm.  diameter)  at  about  the  crossing 
of  the  left  bronchus.     A  double  olive  bougie  could  be  felt  to  engage  in 


Fic  4JI, — Same  palitnt  as  in  Fig.  420.     Two  yc; 


two  Strictures  below,  making  three  strictures  in  all.  liouginage  per  tubam 
in  about  fourteen  treatments  cured  the  child  completely.  She  swallows 
fond  the  same  as  any  child.  Xow,  five  years  later  (seven  years  of  age) 
she  can  swallow  a  silk-woven  bougie,  12  mm.  diameter,  without  the 
slightest  check  to  indicate  where  the  stenosis  had  been. 

A  boy,  four  years  of  age,  was  referred  by  Dr.  H.  T.  Price  for  in- 
ability to  swallow.  Immediate  gastrostomy  by  Dr.  R.  E.  Brenneman 
saved  the  child's  life.  Esophagoscopy  by  the  author  revealed  a  stricture 
J  mm.  in  diameter.  The  smallest  double  olive  bougie  would  pass  through 
but  was  stopped  by  occlusion  below.  Bending  the  stem  between  the  two 
olives,  enabled  the  author  by  rotation  to  find  the  lumen  of  the  stricture 
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below,  when  a  third  obstruction  was  found  (Schema  Fig.  418).  All 
three  eccentric  strictures  were  treated  by  the  author's  method  before 
described,  resulting  in  an  ultimate  cure.     (Figs.  420  and  421). 

Having  described  the  method  by  which  the  author  has  been  able  to 
restore  normal  swallowing  to  almost  every  patient  with  a  permeable 
esophagus,  some  other  esophagoscopic  methods  may  be  described.  Blind 
methods  are  not  within  the  scope  of  this  book. 

Internal  esophagotomy  is,  in  the  opinion  of  Killian  and  of  the  au- 
thor, an  extremely  dangerous  procedure.  If  justifiable  at  all  it  is  only 
so  in  the  hands  of  the  most  experienced  and  skillful  esophagoscopists.  It 
is  necessary  ocularly  to  recognize  and  cut  cicatricial  tissue  only,  never 
the  normal  esophageal  wall.  This  recognition  is  not  always  easy  and  may 
be  impossible.  Personally,  the  author  does  not  use  internal  esophagotomy 
because  he  deems  theoretically  that  dilatation  subsequent  to  incision  would 
be  very  apt  to  result  in  a  tear  taking  its  start  from  the  incision.  In  the 
absence  of  an  incision  forcible  dilatation  carried  out  with  reasonable 
care  and  especially  with  an  acute  tactile  sense,  need  never  tear  cicatricial 
tissue.  The  author  used,  endoscopically,  in  a  number  of  cases  (Bib.  257) 
the  string-cutting  esophagotome.  Fig.  ol,  without  mortality  or  serious 
symptoms,  but  the  above  outlined  methods  are  so  satisfactory-  as  to  leave 
little  to  be  desired.  The  author's  esophagotome  (Fig.  51)  can  be  turned 
so  that  the  cutting  by  the  to- and- fro  motion  of  the  string  will  be  only 
on  the  manifest  cicatricial  part  of  the  stricture.  Guisez  (Bib.  178)  re- 
ports excellent  results  from  internal  esophagotomy. 

Electrolysis  has  yielded  excellent  results  in  the  hands  of  Guisez  (Bib. 
178). 

String  sicallowing.  So  far  the  author  has  never  yet  encountered  a 
case  in  which  he  could  not  esophagoscopically  find  the  lumen  in  any 
stenotic  case  that  had  a  lumen.  If  the  lumen  could  not  be  found,  doubt- 
less the  string  swallowing  method  of  Sippey  could  be  adapted  to  esoph- 
agoscopic use,  the  esophagoscope  being  threaded  over  the  proximal  end 
of  the  string,  the  distal  end  having  been  swallowed  some  days  before. 

Retrograde  esophagoscopy.  The  first  step  is  to  get  rid  of  the  gas- 
tric secretions.  There  is  always  fluid  in  the  stomach,  and  this  keeps 
pouring  out  of  the  tube  in  a  steady  stream.  Fold  after  fold  is  emptied 
of  fluid.  Once  the  stomach  is  empt>',  the  search  begins  for  the  cardial 
opening.  When  it  is  desired  to  do  a  retrograde  esophagoscopy  and  the 
gastrostomy  is  done  for  this  special  purpose,  it  is  wise  to  have  it  very 
high.  Once  the  cardia  is  located  and  the  esophagus  entered,  the  remain- 
der of  the  work  is  very  easy.  Bouginage  can  be  carried  out  from  below 
the  same  as  from  above.    It  has  been  claimed  that  bouginage  from  below 
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is  easier  because  there  is  never  any  dilatation  below  the  stricture  to  con- 
tend with,  and  strictures  are  much  more  apt  to  be  concentric  as  ap- 
proached from  below  because  there  has  been  no  distortion  by  pressure 
dilatation  due  to  stagnation  of  the  food  operating  through  a  long  period 
of  time.  This  does  not  coincide  with  the  experience  of  the  author,  who 
has  found  peroral  treatment  of  cicatricial  stenosis  easier  and  much  more 
satisfactory  in  every  way. 

Impermeable  strictures  may  be  classified  under  three  heads. 

1.  Strictures  of  the  cervical  esophagus. 

2.  Strictures  of  the  middle  third. 

3.  Strictures  of  the  lower  third. 

The  cervical  strictures  are  readily  amenable  to  external  esophagot- 
omy  with  a  plastic  operation  for  the  opening  up  and  reformation  of  the 
esophagus.  The  esophagus  can  be  built  up  if  necessary  out  of  skin  flap 
turned  inward  provided  such  flap  can  be  procured  from  a  location  free 
from  hair.  Such  a  flap  must,  of  course,  be  turned  in  without  severing 
its  attachment  totally  from  the  skin  and  rather  a  broad  pedicle  will  be  re- 
quired to  make  sure  of  the  nutrition  of  the  flap  until  it  becomes  anchored 
in  its  new  position  and  vitalized  by  a  new  blood  supply. 

Impermeable  strictures  of  the  middle  third  of  the  esophagus  are  not 
amenable  to  treatment  by  any  means  at  present  known,  and  the  patient 
will  have  to  be  satisfied  with  a  gastrostomy,  unil  transthoracic  esophagot- 
omy  has  been  fully  developed.  J.  W.  Murphy  and  Samuel  Iglauer  have 
done  an  internal  esophagotomy,  the  peroral  esophagoscopist  using  the 
transillumination  of  the  light  of  the  retrograde  esophagoscopist  as  a  guide 
for  incision.  The  patient  in  this  instance  did  not  survive,  but  success 
seems  possible.  Esophagoplication  as  done  by  Willy  Meyer  and  others 
will  ameliorate  the  patient's  condition. 

In  case  of  impermeable  stricture  of  the  lower  third  the  patient  can 
be  cured  by  an  operation  by  the  Hrenneman  method.  The  general  sur- 
geon makes  a  new  opening  into  the  stomach,  above  the  gastrostomic  open- 
m^,  and  as  high  up  as  possible.  The  surgeon  then  inserts  his  finger  into 
the  esophagus  up  to  the  point  of  stricture  while  the  esophagoscopist, 
working  from  above,  inserts  his  esophagoscope  down  to  the  stricture. 
I'ndcr  these  circumstances  the  surgeon  can  feel  the  end  of  the  esophago- 
scope with  the  finger  and  is  reasonably  safe  in  cutting  through  into  the 
lumen  of  the  esoph.agoscojie.  A  soft  rubber  stomach  tube  is  then  passed 
down  by  the  esoi)hagoscopist,  and  seized  by  the  surgeon  from  below  or 
vice  versa.  This  stomach  tube  is  left  in  situ  for  a  few  days  and  is  re- 
placed by  attaching  with  stitches  a  freshly  sterilized  one  to  the  old  one. 
which  serves  to  pull  the  fresh  one  down  into  place.     Tubes  must  be  used 
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for  three  or  four  weeks  or  longer  until  the  inner  surface  of  the  divided 
stricture  is  epithelialized.  Then  bouginage  per  tubam  must  be  used  to 
maintain  the  opening.  In  the  author's  case  of  this  kind  a  very  promising 
result  failed  of  ultimate  cure  because  of  neglect  of  the  patient  to  return 
regularly  for  bouginage.  The  really  difficult  part,  the  esophagotomy  done 
by  Dr.  R.  E.  Brenneman,  was  an  unqualified  success. 

Intubation  of  the  esophagus  has  been  very  successful  in  the  hands 
of  Guisez,  whose  excellent  soft  rubber  tube  for  the  purpose  is  illustrated 
in  connection  with  esophageal  intubation,  (q.  v.)  Briinings  uses  a 
urethral  bougie  passed  with  a  stilette  having  a  thread,  on  which  travels 
a  nut,  which  thus  makes  an  adjustable  shoulder  preventing  the  stilette 
reaching  the  extreme  end  of  the  bougie.  A  hole  is  burned  with  a  hot 
wire  in  the  proximal  end  of  the  bougie  for  the  insertion  of  a  silk  thread 
for  the  withdrawal  The  bougies  are  allowed  to  remain  in  situ  about  an 
hour. 


CHAPTER    XXXIIL 

Diseases  of  the  Esophagus.— Continued. 

Divic»?TicuivUM  OF  the:  Esophagus. 

Diverticula  have  been  classified,  according  to  their  supposed  etiology, 
into  traction  and  pulsion  diverticula.  The  traction  variety  is  situated 
usually  within  the  thorax  and  is  due  to  the  adherence  of  cicatricial  tis- 
sue ;  the  pulsion  diverticulum  is  situated  in  the  neck  but  may  extend  to 
the  upper  thoracic  aperture. 

Traction  diverticulum  of  the  esophagus  is  a  rare  condition  and  still 
more  rare  is  its  endoscopic  discovery,  because  it  usually  causes  no  symp- 
toms. 

The  etiology  of  traction  diverticula  is  very  concisely  stated  by  Arthur 
Keith,  as  follows:  '*!.  A  localized  adhesion  of  the  esophagus  to  the  sur- 
rounding part,  usually  due  to  inflammation  of  one  of  the  bronchial  glands. 
2.  Traction  of  this  adhesion  which  occurs  during  coughing,  deep  inspira- 
tion and  deglutition.  In  these  acts  the  trachea  and  the  esophagus  move 
independently  and  elongate  the  adhesion  formed  between  them  with  the 
result  that  traction  diverticula  of  the  esophagus  are  formed." 

Traction  diverticula  are  very  much  less  likely  to  be  discovered  than 
pulsion  diverticula  because  they  are,  as  a  rule,  much  less  in  depth  and 
constitute  really  a  localized  one-sided  enlargement  of  the  tube,  scarcely 
amounting  to  a  true  pouch.  Unless  the  esophagoscope  is  kept  moving 
laterally  from  one  side  to  the  other,  they  may  easily  escape  discovery  in 
the  folds  of  mucosa,  unless  a  very  large  esophagoscope  be  used,  so  as  to 
dilate  the  esophagus  nearly  to  a  full  normal  lumen.  Once  the  diverticulum 
is  found,  unlike  in  pulsion  diverticulum,  the  sub-diverticular  lumen  is 
easily  found  and  followed,  because  it  gapes  on  inspiration  and  it  is  not 
slit-like,  because  there  is  not  the  same  subjacent  orbicular  muscular  con- 
traction, nor  is  there  resistance  to  movement  of  the  esophagoscope  in  any 
direction.    In  some  instances  lateral  movements  of  the  tube  will  discover 
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that  the  esophagus  is  adherent  to  a  peri-esophageal  mass.  The  mucosal 
appearances  may  be  the  same  as  in  pulsion  diverticulum.  The  author  has 
seen  but  one  case  which  was  as  follows : 

A  man  of  48  years  was  referred  by  Dr.  MacCandless  for  choking 
on  swallowing,  which  symptom  was  of  two  months'  duration.  There  was 
profuse  and  foul  expectoration.  The  left  vocal  cord  was  paralyzed,  and 
the  left  arytenoid  was  atrophied.  Bronchoscopy  showed  a  mass  of  granu- 
lation tissue  in  the  left  bronchus  and  a  traction  diverticulum  in  the 
esophagus  with  a  mass  of  granulation  tissue  on  the  border  of  an  ulcer 
through  which  air  leaked  into  the  esophagus  when  the  patient  coughed. 
The  diverticulum  consisted  of  a  pouch-like  dilatation  of  the  anterior  wall 
of  the  esophagus  above  the  crossing  of  the  left  bronchus.  There  was  no 
stenosis  below  the  diverticulum.  No  spasm  was  apparent  at  esophago- 
scopy,  and  the  esophagoscope  of  full  adult  size  could  be  introduced  all 
the  way  to  the  stomach.  A  specimen  of  the  granuloma  was  removed 
through  the  esophagoscope.  Milk  was  found  bronchoscopically  in  the 
bronchi  after  swallowing.  The  patient  died  of  exhaustion  three  months 
later  at  his  home.  Autopsy  was  not  permitted.  Evidently  the  symptoms 
were  produced  by  leakage  of  food  into  the  bronchi.  Examination  of  the 
removed  tissue  by  Dr.  Ralph  Duffy  showed  it  to  be  tuberculous.  There 
is  no  available  treatment  for  traction  diverticula.  Fortunately  they  rarely 
require  treatment,  because  they  rarely  produce  symptoms. 

Pulsion  Diverticulum  of  the  Esophagus. 

Pulsion  diverticula  of  the  esophagus  are  usually  small  and  may  not 
be  larger  than  1  or  2  cubic  cm.  capacity.  On  the  other  hand,  they  may 
be  quite  large  and  may  bulge  out  the  neck  like  a  large  and  low  goitre, 
especially  when  filled  with  food.  See  Fig.  425.  They  may  be  centrally 
located  behind  the  cervical  esophagus,  but  usually  their  bulk  is  to  one 
side,  more  often  the  left  side. 

Etiology,  Pulsion  diverticulum  is  essentially  a  hernial  sac  caused 
by  pressure  of  the  food  bolus  at  a  point  where  the  wall  is  weakly  sup- 
ported, as  will  be  understood  from  the  schema.  Fig.  422.  The  firm  con- 
traction of  the  cricopharyngeus  may  be  realized  by  the  firmness  with 
which  the  cricoid  cartilage  is  pulled  backward  against  the  vertebral 
column,  as  is  familiar  to  every  esophagoscopist,  and  as  shown  graphically 
in  Fig.  423.  Zenker  recognized  the  effect  of  pressure  in  the  causation 
of  pulsion  diverticulum,  but  it  remained  for  Killian  to  demonstrate  the 
anatomically  weak  point  in  the  support  of  the  wall  and  the  spasmodic 
resistance  ahead  of  the  bolus.  Congenital  diverticula  have  been  reported. 
It  might  be  supposed  that  an  especially  weak  wall  might  exist  from  birth 
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were  it  not  for  the  fact  that  the  greatest  of  all  predisposing  factors  seems 
to  be  age.  Pressure  diverticula  are  never  seen  in  young  people,  very 
rarely  before  middle  life.  Possibly  crude  boluses  from  imperfect  masti- 
cation by  defective  teeth  may  contribute,  but  considering  the  rarity  of 
diverticula  and  the  general  prevalence  of  imperfect  mastication  this 
alone  could  not  be  causative.  Sir  Felix  Semon  reports  a  very  interesting 
case  of  diverticulum  of  the  esophagus  occurring  in  conjunction  with  a 
congenitally  deformed  larynx.     Undoubtedly  cicatricial  stenosis,  in  fact. 


FriJ.  422.— SdiCMia  Llliislralivc-  of  llie  ttiolojiy  of  pressure  diverticula.  O. 
obliiiue  fibers  of  llie  cricopliaryngcus  attached  to  tUe  thyroid  cartilaKt,  T,  The 
(undiforni  libers,  F,  encircle  the  mouth  of  the  esophasjiis.  Between  llie  two  sets 
of  fibers  is  a  gap  in  the  support  of  the  esoiihageal  wall,  through  which  the  wall 
hcrniate.s  owing  to  the  pressure  of  food  propelled  liy  the  oblique  libers,  O,  ad- 
vance   of    the    bolus    being    resisted    by    spasmodic    contraction    of    the    orbicular 


any  sort  of  stenosis  below  the  level  of  the  inferior  constrictors,  may,  in 
rare  instances,  contribute  to  the  formation  of  a  diverticulum.  Some  of 
the  author's  cases  of  diverticulum  have  been  somewhat  cicatricial  at  the 
sub-diverticuiar  orifice.  This,  of  course,  in  a  long-standing  case,  might 
easily  have  resulted  from  erosion  and  ulceration  following  the  esopha- 
gitis  due  to  stagnation.  L'ndonbtedly  after  a  diverticulum  has  developed 
to  a  certain  degree  there  exists  "a  vicious  circle,"  that  is  the  food  in 
the  pendulous  portion  presses  on  the  subdiverticular  portion  of  the 
esophagus  and  thus  increases  the  difficulty  of  swallowing,  and  conse- 
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quently  increases  stenosis,  with  consequent  increased  pressure  upon  the 
pouch.  From  excessive  activity  the  oblique  fibers  may  hypertrophy.  It 
is  thus  clear  that  all  that  is  needed  is  to  get  a  start;  later,  even  though 
the  causes  which  originally  started  the  trouble  should  <lisappear,  the 
diverticulum  will  perpetuate  itself  and  continue  to  increase  in  size.  (Fig. 
424  and  425). 

Prognosis.  Untreated  pressure  diverticula  because  of  the  above 
mentioned  "vicious  circle"  probably  always  increase  steadily  in  size  and 
consequently  in  distressing  symptoms.    This  is  shown  in  the  two  radio- 


FlG.  423.— Bismuth  radiograph  illustrating  normal  swallowing.  The  bismuth 
mixti^re  is  seen  in  the  pyriform  sinuses,  D,  £.  At  A  and  C  is  seen  the  bismuth 
mixture  in  process  of  swallowing  while  the  cricoid  cartilage  is  in  close  contact 
with  the  posterior  phaongoesophageal  wall. 

graphs  of  one  of  the  author's  patients  who  declined  operation.     (Figs. 
424  and  42->).    The  history  of  this  case  follows: 

Male,  aged  4il  years,  referred  to  the  author  by  Dr.  T.  D.  Davis. 
Patient  stated  that  trouble  in  swallowing  and  spitting  up  of  food  began 
suddenly  after  lie  "felt  something  give  way"  during  a  violent  attack  of 
coughing.  Cough  had  persisted  since.  Loss  of  weight  six  pounds. 
Esophagoscopy  showed  a  small  pouch  extending  outward  slightly  to  the 
left.  The  cricopharyngeal  fold  was  quite  acutely  inflammatory  and  the 
pouch  showed  chronic  esophagitis.  The  subdiverticular  opening  was  a 
narrow  slit.  It  admitted  a  7  mm.  esophagoscope  readily,  but  the  adult 
size  (10  mm.)  fitted  ver>'  tightly.     Chronic  Iar>-ngitis  was  manifest  but 
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larynfjcal  motility  was  normal.  The  patient  declined  operation.  Four 
years  later  he  was  found  under  the  care  of  Dr.  Marks.  Operation  and 
esopliagosi.npy  were  both  declined  by  the  patient,  but  Dr.  Marks  very 
kindly  had  the  radiograph,  Fig.  425,  made  by  Dr.  George  C,  Johnston. 
The  prognosis  of  radical  operation  will  depend  partly  upon  the  condition 
of  the  patient.  If  feeble  from  malnutrition  and  advanced  age  the  prog- 
nosis is  more  grave  than  in  a  vigorous  person  of  middle  age.  Stettin 
collected  statistics  of  sixty  radically  operated  cases  with  ten  deaths  (IG.G 


UU— P-.:I-'k.r.  dnmiciiliim   filkd   *ith   bismull.   mi.>il 
Radiographe-l  l>y  Dr.  Russell  H.  BojiBs,     Aiillior's 


e-) 


.  .\s  ihc  duration  of  the  oi>eration  is  lessened  by  one-half  by 
^>;;::c  aid.  the  mortality  in  the  future  will  be  diminished,  especi- 
i  3^fi  an<i  feeble. 

r.-.-BU.  The  cl'.ief  symptoms  are  cough,  regurgitation  of  food, 
>;■--:  ar-.ii  subjective  sensation  on  swallowing,  a  peculiar  sour 
:t  ':rca:r..  and  diiiiculty  of  swallowing.  Boyce's  sign  can  usual- 
r.i-i  ::Tur.e>iiately  after  swallowing.  It  consists  in  a  guigling 
•L-jLc^i  by  pressure  of  the  hand  on  the  side  of  the  neck.  A  fresh 
4  =i:ve~ent  without  fooii  or  water  is  needed  for  each  test. 
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The  sound  is  probably  made  by  forcing  out  of  air  and  bubbles  of  secre- 
tion from  the  sac.  All  symptoms  are  valueless  diagnostically  but  they 
are  urgent  indications  for  esophagoscopy. 

Diagnosu.  A  radiograph  is  very  valuable  and  should  always  be 
made,  but  to  rely  upon  it  to  the  exclusion  of  esophagoscopy  is  to  take 
a  chance  of  serious  or  fatal  error  as  mentioned  in  connection  with  spas- 
modic and  organic  stenoses  and  malignancy.  (See  also  Fig.  415.) 
\"arious  blind  methods  have  been  brought  forward,  with  a  great  deal  of 


Fic.  4^5 . — Same  patienl  as 
clined  operation.     The  great  in^.^^^^  ... 
graph  made  by  Dr.  George  C.  Johnston. 


later,  the  patient  having  de- 
in  untreated  cases.     (Radio- 


enthusiasm,  for  the  diagnosis  of  esophageal  diverticulum.  They  are  very 
ingenious  and  would  be  perfectly  justifiable  in  the  days  when  esophago- 
scopy was  crude  or  unavailable.  It  is  hard  to  eradicate  traditions  in 
medicine,  and  text  books  are  still  being  published  stating  that  the  firsi 
step  i;i  the  diagnosis  of  diverticulum  is  to  pass  a  sound;  and  then  fol- 
low descriptions  of  various  other  blind  methods  in  groping  for  a  fre- 
<|uently  erroneous  diagnosis.  These  are  all  wrong.  They  annoy  the 
patient  and  nre  inconclusive.  The  published  statement  of  one  surgeon 
that  he  made  an  erroneous  diagnosis  of  carcinoma  of  the  esophagus  and 
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did  a  gastrostomy  in  a  case  of  diverticulum  in  which  he  ''decided  to  dis- 
pense with  the  esophagoscope  because  he  did  not  wish:  to  subject  the 
patient  to  the  risk  and  great  annoyance"  leads  one  to  suppQse  that  the 
surgeon  did  not  have  available  the  services  of  a  skilled  esophagoscopist, 
or  possibly  he  had  only  seen  the  crude  work  of  the  early  days.  ^  There  is 
neither  risk  nor  great  annoyance  connected  with  modem  esophagoscopy. 
The  first  step  in  the  diagnosis  should  .be  a  radiograph  and  the  next  step 
should  be  esophagoscopy.  The  diagnosis  will  then  be  made  positively 
or  negatively  with  a  certainty  that  will  render  further  diagnostic  pro- 
cedures superfluous.     As  a  large  quantity  of  bismuth  is  required  for 


Fig.  426. — ^Thc  author's  esophagoscope  with 'slanted  end,  facilitating  introduc- 
tion in  any  case  and  especially  useful  in  entering  the  subdiverticular  opening  in 
cases  of  diverticulum.  The  drainage  canal  facilitates  aspiration  of  secretions 
without  interruption  of  the  work.  •  Though  similar  to  the  bronchoscope,  this  esoph- 
agoscope differs  in  having  no  lateral  openings,  and  in  the  branch  tube  entering 
an  auxiliary  drainage  canal  ending  at  the  tube  mouth,  like  the  regular  esophago- 
scope which  it  has  superseded.     The  lip  is  also    useful  in  foreign  body  work. 


radiography  of  a  large  diverticulum  or  in  the  case  of  dilatation  bismuth 
subcarbonate  should  always  be  used  rather  than  the  subnitrate.  Zir- 
conium oxide,  though  somewhat  expensive,  is  strictly  non  poisonous. 
As  pointed  out  by  Kahler,  if  there  is  reason  to  suspect  a  tracheoesopha- 
geal fistula  the  swallowing  of  bismuth  emulsion  had  better  be  avoided. 
In  one  such  case  a  radiographic  picture  was  obtained  of  the  entire 
tracheobronchial  tree  filled  with  bismuth  which  had  found  its  way  in 
through  such  a  fistula.  Malignant,  spasmodic,  cicatricial  and  compres- 
sive stenoses  are  to  be  excluded  by  the  esophagoscopic  appearances 
Aneurysm  is  to  be  excluded  by  radiography  and  fluoroscopy. 

Esophagoscopy  in  cases  of  suspected  diverticulum.     Until  a  num- 
ber of  cases  have  been  explored  the  esophagoscopist  will  find  some  diffi- 
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culty  in  locating  the  subdiverticular  esophageal  opening.  The  insertion 
of  the  tnbe  into  the  pouch  is  usually  very  easy.  Its  nmning  into  a  blind 
end  or  sort  of  pocket  beyond  which  it  will  not  go,  and  in  the  bottom  of 
which  there  is  no  opening,  is  almost  diagnostic  of  pressure  diverticulum, 
H  in  addition  to  this  on  withdrawing  the  esophagoscoi)e  a  little  distance, 
we  are  able  to  find  on  the  anterior  wall,  a  narrowed,  usually  slit-like 
opening  into  the  lower  esophagus,  and  we  are  able  to  enter  this  openii^ 
with  either  a  very  small  tube  or  a  probe,  which  passes  down  readily, 
the  diagnosis  is  absolute.  The  author  uses  the  slanted-end  esophago- 
scope  (Fig.  42iJ)  to  enter  this  slit  and  explore  the  sub<Uverticular  esoph- 
agus.    True  malignancy  may  e.xist  below,  and  this  the  author  has  seen 
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V'c.  4^;. — Esonhagoscopic  views  in  cases  of  diverticulum.  Patient  recumbent. 
.\,  endo,>M:opic  view  ■>{  linear  suture  after  amputation  of  the  diverticulum,  B, 
after  suture  by  li^alion  and  IransfiNation  in  anotlicr  case.  Crayon  drawings  by 
the  atilhor,  after  operation  by  Dr.  OUo  C.  Gaub,  C,  view  looking  into  pouch 
after  partial  wilh(1raw»l  of  the  esophagoscope  in  a  man  aged  67  years.  Slit-like 
orifice  of  subdiverticular  esophagus  seen  in  upper  right  quadrant.  D,  view  of 
divertirular  orifice  in  case  of  a  woman  of  58  years  of  age,  Snl>diverticular  orifice 
overhung  by  a  fiild  in  upper  left  quadrant.  The  ledge  l>etween  the  oritiee  and  thi 
diverticular  openinii,  supported  by  the  orbicular  fibers  of  the  cricopharyngeus,  is 
cicatricial. 


in  one  case,  though,  in  his  opinion,  the  development  of  malignancy  was 
secondary  to  the  diverticulum  and  to  the  subseijuent  pathologic  changes ; 
because  ordinarily  malignancy  does  not  last  sufficiently  long  for  a  divertic- 
ulum to  develop  from  malignant  stenosis.  It  is  quite  characteristic  of 
high  diverticula  due  to  pressure  that  the  pouch  seems  to  be  the  continu- 
ation of  the  pharynx,  and  it  is  only  with  the  most  minute  care  and  skill- 
ful work  that  the  subdiverticular  opening  can  be  found.  Great  care  must 
be  used  not  to  |)erforate  the  bottom  of  the  pouch  and  not  to  use  any  pres- 
sure upon  it.  When  the  e  soph  ago  scop  ist  finds  that  the  tube  has  entered 
a  blind  cavity  and  cannot  be  introduced  further,  he  should  withdraw  the 
tube  while  keeping  a  close  watch  on  the  anterior  wall.  Careful  search 
on  this  wall  will  discover  an  opening,  sometimes  slit-like   (C.  D,  Fig. 
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427)    sometimes  very  small,  rarely  stellate,  and  very  frequently  over- 
hung by  a  somewhat  projecting  fold.   Some  esophagoscopists  have  failed 
to  find  the  opening  and  have  advised  the  swallowing  of  a  thread  with 
which  to  guide  the  esophagoscope.     Such  an  expedient  is  quite  unneces- 
sary though  there  is  no  objection  to  its  use  other  than  the  delay  and  the 
annoyance  for  twenty-four  hours  or  longer  when,  instead,  but  a   few 
minutes  of  esophagoscopy  should  suffice.     The  subdiverticular  opening 
is  apt  to  gape  during  swallowing.     Therefore,  it  is  often  advantageous 
to  get  the  patient  to  make  the  swallowing  movement  if  he  can.    This  is 
one  of  the    advantages    in    making    the    examination    without    general 
anesthesia.     The  best  way  of  conducting  these  examinations  is  to  use 
the  esophageal  speculum  Fig.  21,  and    after    having    discovered    w^hat 
seems  to  be  the  cleft,  to  insert  a  child's  size  of  the  esophagoscope  with  a 
slanted  end.  Fig.  426,  through  the  speculum.    When  it  is  certain  that  we 
really  have  discovered  the  subdiverticular  opening,  the  slanted-end  esoph- 
agoscope  can   usually   be  entered    without   difficulty   and    without    the 
speculum,  provided  there  is  no  stricture.    If  there  is  a  stricture,  it  should 
be  divulsed  with  one  of  the  divulsors  previously  mentioned,  or  an  adult 
esophagoscope  (Fig.  426)   can  be  forced  into  it,  using  the  slanted  end 
as  an  entering  wedge.     The  square-ended  esophagoscope,  which  is   so 
safe  and  popular  for  general  use,  is  here  at  a  disadvantage  because  of 
the  difficulty  of  insertion  into  the  cleft-like  orifice  along  the  anterior 
wall  of  the  orifice  of  the  diverticulum.     One  would  suppose  from  the 
name  diverticulum,  that  in  passing    down    the    esophagus    one    would 
notice  a  little  si^e  opening  leading  off  into  the  pouch.    This,  however,  is 
far  from  the  case.     Usually  In  pharyngeal  diverticulum,  the  whole  hypo- 
pharynx  ends  In  a  blind  sac.     The  upper  orifice  of  the  diverticulum  is 
seemingly   just    simply    the   entire    pharynx.      The    subdiverticular   eso- 
phageal opening,  on  the  contrar^^  is  a  minute  cleft  up  above  the  bottom 
of  the  diverticulum,  and  usually  on  the  anterior  wall  of  the  diverticulum, 
often  close  against  the  cricoid  cartilage.     The  ledge  between  the  orifice 
of  the  diverticulum  and  the  subdiverticular  orifice  of  the  esophagus  is 
supj)ortcd  by  the  orbicular  fibers  of  the  cricopharyngeus   (often  hyper- 
trophied),   whose   contraction   ahead  of   the   downward   propelled  bolus 
has  been   the  [)rime   factor  in   the  production   of  the  hernia  known   as 
diverticulum.     It  Is  not  so  much  this  ledge  that  interferes  with  exposing 
the  subdiverticular  orifice  as  it  is  the  pressure  of  the  cricoid  cartilage 
which  pushes  the  esophagoscope  backward  and  outward  into  the  large 
and  unobstructed  diverticular  orifice.     It  requires  firm  anterior  pressure 
with  the  tube  mouth  to  expose  any  orifice  of  the  subdiverticular  lumen 
and  then  it  will  be  found  to  be  the  merest  sill  and  not  a  gaping  orifice. 
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In  the  very  early  stages  of  diverticulum,  there  is  sometimes  not  a  true 
pouch.  In  such  instances,  the  subdiverticular  opening  is  easy  to  find. 
The  color  of  the  mucosa  lining  a  diverticulum  may  be  reddish  or  it  may 
be  macerated  with  a  grayish  color  almost  resembling  an  exudate.  That 
it  is  not  a  true  exudate  is  manifest  by  the  impossibihty  of  removing  it, 
and  it  seems  to  be  simply  macerated  epithelial  cells  furred  up  but  not 
detached.  In  other  cases  the  diverticulum  is  rather  paler  than  usual 
and  there  being  no  pasty  exudate  on  the  surface,  minute  vessels  are 
plainlv  visible  in  every  direction.  There  may  be  superficial  erosions 
and  patches  of  inflammation.  Cicatrices  were  noted  by  the  author  in  one 
case.     The  depth  of  a  pulsion  diverticulum  may  be   from  one  to  ten 


isophageal  divcrlkulum  i 
very  skillful  surgeon. 


centimeters,  though  usually  they  are  not  over  4  centimeters  in  depth,  as 
determined  esophagoscopically,  which  means  in  a  more  or  less  collapsed 
state.  When  ful!  of  food,  they  are,  of  course,  dilated  to  a  verj-  much 
greater  extent.  In  one  of  the  author's  cases  the  diverticulum  filled  with 
air  everj-  time  the  patient  swallowed  without  food  or  drink.  Its  normal 
state  seemed  to  be  air  dilatation.  The  same  condition  was  suspected  in 
other  cases  but  not  proven. 

Recurrence  of  tsofhageal  dit erliculum  after  operation.  Pulsion 
diverticulum  has  lieen  known  to  recur  after  thorough  removal  by  the 
most  skilful  surgeons :  and  surgeons  who  have  no  record  of  recurrences 
possibly  have  not  had  opportunities  of  following  their  cases.  In  a  case 
esophago scoped  for  the  exclusion  of  malignancy  by  the  author  in  con- 
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siiltatioii  with  Dr.  George  W.  Crile  and  Dr.  George  E.  Brewer  there 
was  a  large  diverticulum  which  had  formed  during  the  twelve  years  fol- 
lowing a  resection  of  the  first  diverticulum  by  Dr.  Morris  Richardson, 
whose  operation  was,  of  course,  thorough  and  complete,  and  had  given 
perfect  relief  for  years.  The  recurrence  brought  back  all  of  the  old 
symptoms.  The  patient  recovered  absolutely  normal  swallowing  after  a 
very  skilful  operation  by  Dr.  Crile,  and  now,  at  the  end  of  four  years. 
is  swallowing  normally  without  signs  of  recurrence. 

Recurrences  are  doubtless  due  to  the  same  causes  as  produced  the 
original  diverticulum.  The  author  has  thought  that,  as  the  original  cause 
is  the  weak  point  in  the  support  of  the  esophageal  wall,  a  leakage  after 
operation,  with  consequent  localized  inflammation,  far  from  being  un- 
desirable, might  be  a  great  advantage  in  bulwarking  the  weakly  supported 
area  of  the  wall,  which  is  necessarily  right  at  the  point  of  amputation 
of  the  sac.  As  yet,  the  number  of  cases  that  have  been  followed  have 
been  too  small  to  vield  anv  data.  One  case  observed  bv  the  author  tends 
to  confirm  this  theoretical  conclusion.  Figure  428  shows  a  beginning 
recurrence  within  a  year  after  thorough  removal  by  a  ver}'  skilful 
surgeon.     There  was  no  leakage  after  the  operation. 

Treatment  of  pxdsion  diverticulum.  No  endoscopic  treatment  is  of 
any  avail  in  esophageal  diverticulum,  so  far  as  the  removal  of  redundancy 
is  concerned.  If  the  diverticulum  is  very  small,  the  lower  opening  may 
be  freely  dilated.  This  accomplished  a  cure  in  one  case  of  the  author, 
but  the  diverticulum  was  x^ry  small.  There  was  no  organic  stricture, 
only  spastic  stenosis.  In  another  case  the  subdiverticular  orifice  was 
small  and  cicatricial.  Divulsion  resulted  in  relief  of  the  symptoms,  but 
tiie  (livf  rticulum  remained.  J^>oth  cases  had  refused  external  operation. 
W'iien  there  is  any  degree  of  redundancy  present,  in  the  author's  opinion, 
it  is  very  much  l)etter  to  have  an  external  operation  done  by  the  gen- 
eral surgeon,  'i'he  author  has  devised  an  oi)eration  where,  by  the  use 
of  the  esophageal  speculum,  Fig.  vM,  the  bottom  of  the  sac  mav  be 
grasped  by  forcej)s  and  drawn  in.  encircled  by  a  ligature  and  the  end  cut 
otT  and  sealed  over  with  a  touch  of  tincture  of  iodine,  about  half  strength. 
As  yet  no  suitable  case  for  this  operation  has  come  under  the  author's 
oljservation.  Glottic  spasm  resulted  every  time  traction  was  made,  in  the 
two  cases  tested.  \\\  the  event  of  radical  oj)eration  being  contra- 
indicated  because  of  advanced  age  or  of  organic  disease  present  in 
quite  a  i)roportion  of  cases,  the  best  -palliative  treatment  is  to  keep  down 
the  chronic  inflammatory  state  by  preventing  the  entrance  of  food,  or 
by  evacuating  and  cleansing  the  sac.  The  best  method  of  doing  this  is 
that  of  Starck  as  follows: 
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"The  aim  should  be  to  prevent  food  from  getting  into  the  diverti- 
culum, and,  if  it  does,  to  clear  it  out  This  can  sometimes  be  accom- 
plished by  reclining  in  a  certain  position,  hy  stooping  over  or  by  pressure 
on  the  throat  from  without  or  other  maneuver.  This  shoidd  be  studied 
until  some  measure  is  found  which  will  relieve.  If  nothing  of  the  kind 
can  be  discovered,  then  the  diverticulum  lulie  must  be  used.  It  may  be 
necessary  during  the  meal,  as  the  filling  of  the  diverticulum  may  com- 
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Fic.  42y.— Sclicmatic  rcprcsentatifni  of  csoplia^oscopic  aid  in  the  c\i-isioii  "' 
a  divcrtkulvim,  Al  A  \hv  i^snphaHoscoi>e  is  rcpresitnlcd  in  the  hiitiom  ot  the 
pouch  after  the  siirnenn  lia.*  cut  ili/wn  to  whirt  he  t^iii  feel  the  csopliagoseope. 
Then  the  csoi>h?.BO:'copist  causes  the  pouch  to  jirutrnde  as  slmwn  liy  the  dotted 
line  al  B.  After  the  surgeon  has  dissected  the  sack  entirely  loose  fmni  its  sur- 
roundin<js,  traclirm  is  made  npon  the  saek  as  shown  at  H  and  the  esophaRo scope  is 
inserted  down  the  himcn  "f  ihc  esophagus  as  shown  at  C.  The  csophajio scope 
now  occupies  the  himcn  which  the  patient  will  need  for  swallowing.  It  only  re- 
mnins   for  the   surj;eciii  to  remove  the  rednnilaiiey.   without   risk  of   removing  any 
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liil  wall. 


press  the  esophagus  so  that  its  lumen  is  obstructed;  in  any  event  the 
toilet  of  the  diverticulum  should  follow  the  meal.  Nearly  every  patient 
has  his  own  method  of  eating  to  prevent  annoyance  from  the  food  get- 
ting into  the  diverticulum;  one  can  swallow  better  when  he  looks  at  the 
ceiling,  another  when  he  bends  his  head  to  the  right  or  left,  another  as 
he  stoops  his  body  forward,  or  presses  on  the  trachea  from  the  front 
or  the  side  or  from  bcliind  the  slcniocleidomastoid  muscle.     Xeukirch 
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had  a  patient  who  could  swallow  best  when  he  reclined,  lyii^f  on  his 
right  side.  The  various  postures  should  be  tried  until  the  one  giving 
the  most  relief  is  discovered." 

The  excision  of  a  diverticulum  in  the  neck,  one  would  suppose  from 
the  description  in  the  text  books  to  be  an  exceedingly  easy  procedure,  and 
so  it  may  be  in  the  case  of  a  large  diverticulum  in  an  emaciated  long- 
necked  person.  On  the  contrary  with  a  short  thick-necked  individual  and 
a  small  diverticulum,  it  may  be  exceedingly  difficult;  so  much  so  that  it 
has  happened  to  a  number  of  very  competent  surgeons  that  after  the 
operation  the  diverticulum  remained  as  before.  If  a  diverticulum  at  oper- 
ation were  full  of  a  solid  as  it  is  when  the  radiograph  is  taken,  finding  it 
would  be  easy,  but  the  sac  is  extremely  elastic  and  when  empty,  as  it 
must  be  for  operation,  it  shrinks  up  to  small  dimensions.  It  lies  back  of, 
or  close  alongside  the  esophagus,  and  may  be  indistinguishable  from  a 
fpld  of  the  esophageal  wall,  and  it  may  be  on  the  opposite  side  of  the  neck 
at  the  time  it  is  sought.  Free  dissection  of  the  esophagus  clear  from  all 
surrounding  structures  and  bringing  it  out  for  examination  as  one  would 
an  intestine  is,  of  course,  impossible.  All  of  these  considerations  render 
the  operation  as  ordinarily  done  a  lengthy  and  a  tedious  one  that  is 
quite  an  ordeal  for  old  debilitated  patients.  The  duration  of  the  opera- 
tion is  lessened  by  a  half  or  two-thirds  and  the  difficulties  for  the  sur- 
geon are  greatly  diminished  if  he  have  the  cooperation  of  an  esophagos- 
copist  as  originally  proposed  by  Dr.  Otto  C.  Gaub.  A  description  of 
the  esophagoscopist's  part  of  Dr.  Gaub's  operation  is  all  that  is  within 
the  province  of  this  book.  This  will  be  fully  understood  by  reference 
to  the  schema,  Fig.  429.  In  these  operations  it  is,  of  course,  absolutely 
necessary  that  the  surgeon  have  his  sterile  tables,  nurses  and  assistants 
entirely  independent  of  the  esophagoscopist  who  has  his  sterile  organiza- 
tion at  the  head  of  the  table  with  the  anesthetist.  Two  cases  in  which 
the  author  thus  assisted  Dr.  Gaub  may  be  cited. 

Mrs.  D.,  aged  58  years,  referred  by  Dr.  R.  W.  Fisher,  for  increasing 
difficulty  in  swallowing  solids.  Foul  breath  and  a  cough  were  annoying 
at  times.  Had  "ulcerated  sore  throat"  four  years  before.  Swallowing 
symptoms  were  of  one  year's  duration.  No  regurgitation.  Examination 
with  the  esophageal  speculum  (Fig.  21),  without  anesthesia,  general  or 
local,  showed  a  small  diverticulum  to  the  left  side.  Withdrawal  re- 
vealed the  orifice  of  the  subdiverticular  esophagus  anteriorly  to  the  right 
covered  with  a  fold.  The  ridge  between  this  orifice  and  the  diverticular 
orifice  was  cicatricial  (D,  Fig.  427).  The  subdiverticular  orifice  was 
easily  entered  with  the  beak  of  the  slanted-end  esophagoscope  (Fig.  426) 
but  would  not  permit  the  entire  end  to  enter  readily.  Enough  pressure 
was  used  to  stretch  the  cicatricially  contracted  orifice  and  permit  the 
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esophagoscope  to  enter  freely.  At  esophagoscojiy,  seventeen  days  later, 
without  anesthesia,  the  esophagoscope  entered  readily  without  any  sign 
of  recurrence  of  stenosis.  Radiography  by  Dr.  George  C.  Johnston 
showed  the  diverticulum  (Fig.  i'M)).  External  operation  was  quickly 
and  skillfully  done  by  the  Otto  C.  Gaub  method  in  which  the  esophagos- 
copist  with  esophagoscope  inserted  through  the  mouth  into  the  bottom 
of  the  pouch  presents  the  sac  in  the  wound  to  the  surgeon  after  the  lat- 
ter has  dissected  externally  down  to  tlie  esophagus   (Fig.  4<J!>).     After 


Fig.  4,io.^ Radiograph  by  Dr.  Georgf  C,  Jolinst 
case  of  a  woman,  ^ned  58  years.  Diverticvihim  afterw: 
Gaub  method. 


ng   diverticulum   in 
ived  by  the  Otto  C. 


Dr.  Gaub  had  bid  hare  the  esophagus  by  external  dissection  he  asked 
the  author  to  insert  the  esophagoscope  and  present  the  pouch  in  the 
wound.  When  Dr.  Gaub  had  seized  the  bottom  of  the  sac  with  forceps 
and  made  traction  the  esophagoscope  was  withdrawn  to  the  hypopharynx 
and  the  orifice  of  the  diverticulum  disappeared  while  the  subdiverticular 
orifice  opened  up  ahead  of  the  tube-mouth  in  full  lumen.  Inserting  the 
esophagoscope  in  this  lumen  as  far  as  the  crossing  of  the  left  bronchus 
the  surgeon  anipiitat<rd  the  redundancy  while  the  e.eophagoscope  indi- 
cated the  normal  lumen.    The  neck  of  the  sac  was  ligated  and  transfixed. 
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Wlien  the  esophagoscope  was  withdrawn  a  neat  puckered  spot  of  suture 
was  seen  by  the  author  who  made  the  sketch.  B.  Fig.  427.  The  stump 
externally  was  hghtly  touched  with  pure  carbolic  acid,  and  supporting 
sutures  were  used.  Feeding  was  by  catheter  inserted  at  esophagoscopy. 
Primary  union  and  prompt  recovery  followed,  and  one  year  later  the 
patient   was   still    swallowing  perfectly. 

Remarks.     In  this  case  Dr.  Gaub  made  traction  on  the  liottom  of 
the  sac  with  forceps  and  the  author  withdrew  his  esophagoscope  to  the 
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hy]).ipharynN  and  noted  that  ihc  trailion  by  Dr.  Caul)  caused  the  siib- 
divcrticidar  i'Si)piiaf,'us  to  gape  widely,  bringing  it  into  a  .-itraight  line 
with  the  eso]ihagus  below.  'I'liis  maniiiulation  demon-;trated  clearly  that 
the  diliiculties  in  swallowing  and  in  iinding  the  snbiliverlicular  orifice  at 
diagnostic  esrijibaj^'oscuny  are  largely  concorncil  with  the  pouch  and  its 
jTositinn,  an<l  mn  alone  with  ibc  spasm  of  the  orbicular  fibers  of  the 
cricojiliaryngeus. 

Mr.  F..  aged  >::  years,  was  rcfcrre<l  by  Dr.  David  Kicsman  and  Dr. 
Waller  J.   Freeman  of   I'hiladelpbia.     'I'liey  bad  made  the  diagnosis  of 
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diverticulum.  Severe  cough,  purulent  expectoration  and  difficulty  in 
swallowing  had  made  the  patient's  life  miserable  for  the  past  year.  Re- 
gurgitation and  foul  breath  had  been  noticed  for  six  months.  Examina- 
tion with  the  esophageal  speculum,  using  a  little  S  percent  cocaine  solu- 
tion to  the  lanngopliarjnx.  showed  a  large  pouch  confirming  the  radio- 
gr.iph  by  Dr.  Henry  K.  Pancoa.st,  Fig.  4-11.  The  subdiverticular  orifice 
(C,  Fig.  -i'll )  was  easily  entered  with  the  slanted-end  esophagoscope, 
Fig.  i'?i;.  There  were  no  signs  of  cicatrices  or  inflammatory'  processes. 
The  orifice  of  the  pouch  just  as  the  esophagoscope  emerged  from  it  was 
circular  in  outline  and  rolled  over  at  the  margins, (C,  Fig.  427),  The 
Gaub  operation  with  esophagoscopic  aid  was  done  by  Dr.  Gaub,  the 
steps  being  the  same  as  in  the  preceding  case,  and  the  same  obser\'ation 


as  to  opening  up  of  the  subdiverticular  esophageal  lumen  was  made 
as  in  the  preceding  case.  The  pouch  after  removal  is  shown  in  Fig.  432. 
The  recovery  was  rather  tedious.  Leakage  of  about  one-third  of  swal- 
lowed liquids  gradually  improved  as  the  fistula  closed.  Healing  was 
complete  and  swallowing  perfect  in  about  four  weeks,  the  patient  return- 
ing to  Philadelphia  six  weeks  after  operation. 

Remarks.  This  patient  was  regarded  by  Dr.  J.  M.  McKelvy  before 
operation  as  an  unfavorable  surgical  subject  because  of  feebleness,  ad- 
vanced age,  impaired  vessels,  and  chronic  purulent  bronchitis.  The 
post  operative  condition  verified  the  opinion;  and  it  was  only  by  the  at- 
tentive after  care  of  Dr.  Gaub  and  Dr.  McKelvv  that  the  patient  made 
such  an  c.NcellenI  recovery.  Intratracheal  insufflation  anesthesia  with 
the  Elsberg  apparatus  was  used  in  both  the  foregoing  cases.  The  in- 
sufflation method  not  only  removes  the  anesthetist   from  the  operator's 
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way,  and  avoids  infective  risks,  but  also  insures  safety  of  respiration 
and  a  quiet  peaceful  anesthesia,  in  spite  of  tracheal  pressure  from  the 
esophagoscope  or  glottic  spasm  from  the  surgeon's  dissection. 

After-care.  As  the  primary  cause  of  the  diverticulum  was  high 
pressure  of  swallowed  food  and  drink  held  back  by  the  spasm  of  the 
orbicular  fibers  of  the  cricopharyngeus  at  the  bottom  of  the  hypopharynx, 
naturally  it  follows  that  swallowing  will  put  great  strain  on  the  stitches. 
For  this  reason  it  is  wise  to  place  a  feeding  catheter  of  small  size  in  the 
esophagus  at  the  time  of  operation,  preferably  through  the  esophageal 
speculum.  If  put  in  afterward  it  may  catch  at  the  point  of  suture. 
Should  leakage  start  and  the  leakage  through  the  neck  wound  be  so 
great  that  enough  food  and  water  do  not  reach  the  stomach,  fluid  food 
can  be  carried  safely  past  the  wound  by  feeding  through  the  catheter. 
If  this  be  done  an  abundance  of  sterile  water  must  be  drunk  in  addition 
in  order  to  flush  out  the  wound.  Usually  by  this  time  granulations  af- 
ford some  protection  against  serious  infection  and  the  channels  to  the 
mediastinum  are  sealed.  The  wound,  in  case  of  leakage,  is  already  in- 
fected with  the  esophageal  and  buccal  organisms,  but  to  these  the 
patient  is  more  or  less  immune.  The  water  must  be  sterile  to  insure 
exclusion  of  virulent  infections  from  without.  If  offensive  odor  develops, 
frequent  irrigation  by  swallowing  sterile  water  will  quickly  cause  it  to 
disappear.  Mr.  Walter  Howarth  made  the  excellent  suggestion,  apropos 
of  the  case  of  Mr.  F.,  that  hydrogen  peroxid  be  added  to  the  water. 
In  order  to  determine  the  amount  of  fluid  that  goes  into  the  stomach, 
the  method  of  Dr.  Otto  C.  Gaub  is  useful.  When  the  patient  swallows 
water  the  leakage  is  caught  in  a  curved  pan  held  at  the  external  wound, 
and  the  quantity  is  measured.  Subtraction  of  this  from  the  total  quan- 
tity swallowed  necessarily  gives  the  amount  that  went  to  the  stomach. 
As  oral  sepsis  is  one  of  the  greatest  dangers,  cleanliness  of  the  mouth 
must  be  insured  by  brushing  the  teeth  ever)'  few  hours,  and  by  the  rins- 
ing of  the  mouth  with  alcohol  1  part  to  5  of  water.  After  operation 
it  is  wise  for  the  surgeon  to  have  a  bismuth  radiograph  taken  and  to 
have  an  csophagoscopy,  both  as  a  matter  of  record  and  to  make  sure  that 
ever}'thing  is  anatomically  as  well  as  functionally  normal  in  the  esophagus. 


CHAPTER    XXXIV. 

Diseases  of  the  Esophagus.— Continued. 

PARALYSIS  Ol^  THE  ESOPHAGUS. 

Paralysis  of  the  csoplwi/us  may  be  motor  or  sensory. — Motor 
paralysis  of  the  esoj)hagus  is  perhaps  more  frequently  seen  as  a 
glosso-labio-pharyngeal  paralysis  of  either  toxic  origin  as  in  diph- 
theria, or  of  central  origin.  In  any  case,  swallowing  is  apt  to  be  seriously 
interfered  with,  and,  strange  to  say,  esophageal  drainage  is  interfered 
with  also.  This  is  manifest  by  the  filling  of  the  pyriform  sinuses  with 
secretion  (author's  sign  of  esophageal  stenosis)  until  the  secretion  over- 
flows into  the  lar\'nx,  just  as  in  an  esophagus  occluded  by  cancer  or 
organic  stricture.  This  is  apparent  on  indirect  as  well  as  direct  examina- 
tion. It  is  a  remarkable  thing  that  though  the  normal  esophagus  can  swal- 
low "up  hiir*  with  ease,  food,  either  liquid  or  solid,  will  not  go  down  the 
paralyzed  esophagus  by  gravity  alone.  The  act  of  deglutition  is  a  purely 
muscular  process  and  the  food  is  forced  down  by  coordinate  muscular 
activity.  Normally  the  esophagus  em])ties  itself  promptly  of  everything 
which  is  put  into  it.  It  abhors  the  presence  of  anything  except  secre- 
tions, and  even  secretions  are  promptly  gotten  rid  of  in  a  state  of  health. 
Phylogenetically,  the  erect  posture  was  developed  late,  therefore,  there 
has  been  no  opportunity  for  the  development  of  deglutition  with  the 
assistance  of  gravit>\  Muscular  action  is  depended  upon  entirely. 
Therefore,  it  is  well  to  mention  here  again  what  was  stated  in  the  first 
volume  (Bib.  269)  :  namely,  that  the  first  sym])tom  of  paralysis  or  paresis 
of  the  esophagus  is  inability  to  swallow.  That  paralysis  of  sensation 
in  the  esophagus  may  result  in  inability  to  swallow  because  of  the  lack 
of  the  necessary  serial  reflex  impulse  is  proven  by  the  following  case 
referred  to  the  author  for  esophagoscopy  by  Drs.  E.  B.  Howarth  and 
Robert  Milligan.  A  man  of  forty-eight  years  had  difficulty  in  swallow- 
ing for  eight  weeks,  culminating  in  absolute  inability  to  swallow.     On 


558  DISEASES  OF  THE  ESOPHAGUS. 

indirect  laryngoscopy  lar^-ngeal  motility  was  found  to  be  perfect.  The 
pyriform  sinuses  were  full  of  secretion.  A  bronchoscope  was  passed  to 
the  bifurcation  of  the  trachea  without  anesthesia,  general  or  local,  and 
there  was  not  the  slightest  sign  of  a  cough  reflex.  Esophagoscopy 
showed  presence  of  cricopharyngeal  and  hiatal  contractions,  though  very 
weak  and  unlike  normal  spasmodic  resistance  to  the  advance  of  the 
esophagoscope.  A  10  mm.  x  53  cm.  esophagoscope  passed  readily  into 
the  stomach.  There  w-as  no  gagging,  retching  or  attempted  vomiting. 
The  author  made  a  diagnosis  of  sensory  paralysis,  w^ith  consequent  ab- 
sence of  the  normal  serial  deglutitory  reflex,  and  turned  the  case  over 
to  Dr.  C.  C.  Wholey  for  neurologic  analysis  and  treatment.  The  follow- 
ing is  Dr.  Wholey 's  report : 

"Patient's  mental  condition  is  good,  but  he  shows  some  anxiety  re- 
garding his  condition.  There  is  noticeable  dilatation  of  the  venules  over 
cheeks.  E.  J-'s  (biceps).  W.  J.'s,  and  muscle  tap  (biceps)  all  plus  and 
equal  on  both  <^ides.  K.  J.'s  (taken  in  bed)  absent — also  absent  when 
sitting.  Plantars  lively.  No  IJabinski.  Xo  Oppenheim.  Tongue  pro- 
trudes slightly  to  the  left.  Eyes.  Pupils — Rt. — i  x  4,  irregular  (w^ider 
below.)  Lft.  3)4  X  ^Yj,  irregular  (wider  above).  Both  pupils  react 
promptly  to  light  with  fair  excursion ;  both  react  to  accommodation. 
Patient  shows  slight  Rhombcrgism :  is  able  to  pucker  lips  and  protrude 
tongue.  Abdominal  reflex  absent.  Cremasteric  present  but  slow  in  re- 
sponse. Sensation :  Patient's  sensation  to  touch,  heat  and  cold  normal 
over  entire  body,  but  sensation  for  pain  is  diminished  from  the  hips 
to  soles  of  feet.  Increasing  analgesia  as  soles  of  feet  are  approached, 
being  very  marked  in  soles  of  feet.  For  the  last  one  and  a  half  to  tw^o 
years  patient  has  complained  of  sensation  of  pins  and  needles  in  thighs, 
of  impairment  of  the  sense  of  taste,  of  anorexia  from  time  to  lime  dur- 
ing the  past  few  month.s,  and  obstinate  constipation  ( loss  of  sensation 
in  rectum).  Desire  has  been  present,  but  patient  has  been  impotent 
sexually  during  the  past  11^  years.  Patient  says  he  has  been  unaware 
of  any  desire  to  urinate  or  to  defecate  during  the  i)ast  month ;  simply  goes 
mechanically.  Patient  coughs  a  great  deal,  brings  up  thick  mucous,  but 
his  exi)elling  power  seemed  to  be  largely  from  the  diaphragm  and  ab- 
dominal muscles.  Examination  of  urine  is  negative,  except  for  the  pres- 
ence of  a  reducing  agent  present  in  small  amount  and  found  to  be  glu- 
cose. Xo  T.  ]>.  found  in  sputum.  lUood  picture  is  negative,  except  for 
very  slight  leucocytosis.  W'asserniann  negative.  The  spinal  fluid  shows 
'")^j  lymphocytes  per  cmm.  Globulin  positive.  Wassermann  negative. 
Radiographer  after  examination  of  lumbar  region  reports  osteo-arthritis 
of  vertebrae.  Radiograms  of  lumbar  and  cervical  regions  show  numerous 
small  spicules  projecting  from  bodies,  and  lateral  processes  of  vertebrae. 
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During  the  week  subsequent  to  above  examination,  patient  had  several 
periods  during  which  he  developed  Cheyne- Stokes  respiration,  and 
seemed  in  imminent  danger  of  dying.  Mercurial  inunctions  have  been 
given  after  above  examination,  and  during  the  week  subsequent  to  the 
attacks,  patient  has  become  much  better,  coughing  much  less,  respiration 
easier  and  there  is  less  difficulty  in  taking  the  stomach  tube.  Sensation 
over  thighs  and  legs  more  acute.  Area  about  rectum  and  over  buttocks 
supplied  by  the  sacral  nerves  remains  without  any  sensation  for  pressure 
or  pain.  Radiogram  shows  enteroliths  in  rectum.  Diagnosis.  The  case 
presents  the  characteristics  of  a  disseminated  myelitis,  located  mainly  in 
the  lumbar  and  cer\'ical  regions  It  is  apparently  due  to  pressure  and 
irritation  of  the  spinal  nerves  and  their  root  zones  (especially  sensory) 
by  bony  inflammator\'  products,  and  to  the  same  pressure  upon  the 
medulla,  affecting  the  vagus  noticeably  after  the  union  of  its  sensory 
and  motor  bundles.  It  is  possible  that  the  same  underlying  cause  has 
brought  about  both  the  myelitis  and  the  osteo-arthritis,  and  in  view  of 
the  fact  of  the  patient's  improving  so  noticeably  since  being  upon  mercury, 
I  should  regard  syphilis  as  the  causative  agent.  The  affection  is  largely 
sensory  in  character  and  the  parallelism  between  the  symptoms  affecting 
the  centers  in  the  medulla  (deglutition,  coughing,  respiration,  etc.)  and 
those  in  the  lumbar  region  (sacral  segments),  is  very  striking,  it  being 
observable  that  only  voluntary  activity  is  possible,  such  as  starting  the 
act  of  deglutition  or  of  micturition,  but  all  those  reflexes  depending  upon 
sensor}'  stimulation  are  either  abolished  or  greatly  crippled.*' •  The  fol- 
lowing is  an  illustrative  case  of  esophageal  motor  paralysis: 

Nellie  S.,  aged  21  years,  referred  by  Dr.  J.  E.  Gross  for  gradually 
increasing  difficulty  in  swallowing.  Difficulty  in  speech  had  lasted  three 
weeks.  There  was  no  nausea,  no  regurgitation  of  food,  but  on  attempt- 
ing to  swallow,  choking  and  coughing  promptly  followed  and  the  food 
came  back  immediately.  The  patient  had  not  been  able  to  swallow  liquid 
for  the  last  four  davs,  and  was  in  an  extremelv  serious  state  of  water 
hunger.  On  examination,  the  movement  of  the  palate  was  defective, 
but  there  was  a  slight  movement  of  irregular  character.  Pus  was 
streaming  down  from  the  sinuses  posteriorly.  The  pyriform  sinuses 
were  full  to  overflowing  with  secretion.  The  movements  of  the  tongue 
were  sluggish.  Enunciation  was  very  imperfect  and  difficult  to  under- 
stand. The  patient  was  languid,  extremely  feeble  and  emaciated.  Esoph- 
agoscopy  caused  no  inconvenience  after  draining  out  all  of  the  fluid 
in  the  pharynx.  The  esophageal  mucosa  was  exceedingly  pale,  and  no 
sign  of  cricopharvngeal  contraction  was  apparent.  The  intra-thoracic 
portion  was  enlarged  by  the  negative  pressure  of  inspiration  ratlier  more 
than  usual.     Hiatal  contraction  was  about  normal  for  a  feeble  person  re- 
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laxed  by  water  hunger,  and  examined  without  anesthesia.     Dr.  W.  K. 
Walker,  after  a  careful  neurologic  examination,  reported  as  follows: 

**The  patient  presents  dysarthria  and  dysphagia,  with  paresis  of  the 
muscles  of  the  lips,  tongue,  palate  and  pharynx.  Closure  of  the  eyelids 
is  weakened.  Though  there  is  general  weakness,  it  is  not  more  than  can 
be  accounted  for  by  weeks  of  deprivation  of  nourishment  and  fluids, 
through  inability  to  swallow.  There  are  no  sensory  disturbances;  hand- 
grasp  is  of  fair  strength;  gait  is  normal.  Deep  reflexes  of  upper  ex- 
tremities are  normal.  Knee  jerks,  right  and  left,  are  absent.  Respiration 
is  entirely  costal  and  there  is  marked  breathlessness  and  tachycardia 
after  esophageal  tube  feeding.  There  is  no  marked  weakness  of  the  jaw 
muscles;  neither  is  there  involvement  of  the  bladder  or  rectal  muscles. 
The  mind  is  clear.  Diagnosis:  Myasthenia  gravis  or  asthenic  bulbar 
palsy.'*'  The  patient  was  given  water  and  liquid  food  with  a  stomach 
tube  and  gained  slightly  in  weight,  but  died  after  about  two  months  from 
paralysis  of  respiration.  Dr.  Edward  E.  Meyer,  the  neurologist,  under 
whose  care  she  was  at  this  time,  was  unable  to  obtain  an  autopsy. 

Endoscopic  appearances  of  paralysis  are  characteristic  if  the  paraly- 
sis is  complete.  There  is  noted  an  absence  of  the  spasmodic  contraction, 
which  usually  characterizes  an  esophagoscopy  without  anesthesia.  This 
is  most  noticeable  at  the  cricoid.  At  the  hiatus,  no  lessening  is  usually 
noticed  in  the  degree  of  contraction,  probably  because  these  contractions 
are  dependent  largely  on  the  diaphragmatic  musculature,  which  may  not 
be  involved.  The  esophagus  is  apt  to  be  quite  flaccid  and  it  is  also 
unusually  insensitive  to  the  introduction  of  the  tube,  even  though  the 
paralysis  be  purely  motor.  If  the  patient  has  been  able  to  take  any  food, 
particles  adherent  to  the  esophageal  wall  may  be  noted.  Their  absence, 
however,  is  not  to  be  taken  negatively. 

Etiology.  The  causes  of  esophageal  paralysis  may  be  classed  under 
four  heads.  1.  The  toxic  type,  such  as  diphtheritic  paralysis.  2. 
Purely  functional  paralysis,  as  in  hysteria.  '5.  Peripheral  paralysis  as 
from  neuritis.  L  Central  paralysis  is  usually  from  a  bulbar  lesion,  as 
in  glosso-labio-j)haryngeal  paralysis.  The  latter  condition  may  be  luetic 
as  mav  also  the  neuritis. 

Diagnosis.  The  most  common  diagnostic  error  is  to  mistake  eso- 
phageal paralysis  for  hysteria.  When  a  patient  is  starving  for  food  and 
water  and  coni])lains  of  inability  to  swallow  and  the  esophagus  is  seen 
on  esophagoscopy  without  anesthesia  to  be  free  from  spasm  at  the 
cricopharyngeus.  and  is  ])atulent  to  a  large  esophagoscope,  the  diagnosis 
of  hysteria  must  not  be  made  until  paralysis  is  excluded.  Flaccidity 
mav  readilv  be  mistakenlv  attributed  to  weakness  from  inanition.     But  if 
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the  possibility  of  paralysis  is  kept  in  mind  the  total  absence  of  the  normal 
spasmodic  constriction  at  the  cricopharyngeus  when  the  esophagoscope 
is  passed  without  anesthesia  will  be  conclusive.  Paralysis  of  the  esoph- 
agus is  practically  always  accompanied  by  other  paralyses  about  the 
upper  air  and  food  passages  that  are  distinctive  and  easily  recognized. 
Difficulty  of  swallowing  with  a  history  of  recent  diphtheria  should  al- 
ways bring  esophageal  paralysis  to  mind,  and  immediate  esophagoscopy 
should  be  done.  In  paralysis  of  esophageal  sensation,  the  reflexes  of 
coughing,  vomiturition  and  vomiting  are  absent  or  deficient  at  bronchos- 
copy and  esophagoscopy,  and  the  muscular  contraction  of  the  crico- 
pharyngeus is  feeble  or  absent. 

Treatment.  There  is  no  form  of  endoscopic  treatment  that  is  of 
any  use.  Esophagoscopy  is  of  value  in  determining  whether  or  not  there 
is  any  lesion  in  the  esophageal  lumen  that  would  contraindicate  the  pass- 
ing of  the  feeding  tube.  If  there  is  any  lesion,  such  as  sloughing  or  ero- 
sion, gastrostomy  should  be  done.  In  the  absence  of  such  lesions,  which 
are  rare,  the  patient  can  be  nourished  effectually  with  milk  put  in  through 
the  ordinary  stomach  tube.  The  treatment  will  then  depend  entirely 
upon  the  internist  and  the  neurologist. 

LUES  OF   THE   ESOPHAGUS. 

Luetic  disease  of  the  esophagus  is,  relatively,  a  rare  disease,  though 
it  is  not  as  rare  as  the  standard  literature  on  the  subject  would  seem 
to  indicate,  for  two  reasons.  1.  Prior  to  the  days  of  esophagoscopy, 
but  little  was  known  of  esophageal  disease,  except  what  happened  to  be 
found  at  post  mortem.  2.  The  esophagus  is  rarely  explored  at  autopsy- 
Prior  to  the  days  of  esophagoscopy.  a  few  diagnoses  of  luetic  disease  of 
the  esophagus  were  made  solely  upon  the  fact  that  difficulty  in  swallow- 
ing disappeared  upon  the  administration  of  specific  treatment.  Neces- 
sarily, this  leaves  a  large  possibility  of  error.  Such  cases  might  be 
spasm  or  compression.  The  esophagoscope,  however,  has  demonstrated 
that  luetic  disease  of  the  esophagus  may  show  itself  either  as  a  mucous 
plaque,  a  gumma,  an  ulcer,  or  a  cicatrix.  In  the  absence  of  associated 
lesions,  it  is  not  possible  to  make  the  diagnosis  on  the  esophagoscopic 
appearances  alone.  They  must  be  taken  along  with  the  histor}%  the  con- 
comitant lesions,  the  therapeutic  test,  the  Wassermann  test,  the  luetin  test, 
the  examination  of  tissue  and  a  search  for  spirochetes.  In  the  cicatricial 
form,  the  absence  of  any  other  cause  for  a  cicatrix  coming  on  late  in 
adult  life,  should  arouse  a  strong  suspicion  of  lues.  Where  there  is 
a  history  of  difficulty  in  swallowing  in  childhood,  there  is  always  a  pos- 
sibility that  the  swallowing  of  some  caustic,  or  the  traumatism  of  a  for- 
eign body  may  have  been  overlooked,  and  as  suggested  by  Mr.  Tilley, 
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the  possibility  of  the  late  manifestation  of  congenital  stenoses  must  be 
borne  in  mind. 

Esophageal  luetic  stenosis,  like  the  same  condition  following  any 
other  form  of  ulceration,  is  very  apt  to  give  the  history  of  difficulty  of 
swallowing,  which  improves  as  the  ulcer  heals  and  then  comes  on  with 
renewed  severity  as  the  scar  contracts. 

Esophagoscopic  appearances.  In  considering  the  esophagoscopic  ap- 
pearances of  lues,  it  is  necessary  to  remember  that  the  appearances  in  ul- 
cerative stages  are  due  largely  to  the  mixed  infections  and  the  resultant 
inflammatory  condition.  The  same  is  true  of  tuberculosis  and  of  cancer 
when  these  have  reached  the  ulcerative  stage.  The  differential  diagnosis 
of  the  various  ulcerative  lesions  in  the  esophagus  is  considered  under  '*l  I- 
ceration  of  the  Esophagus."  The  mucous  plaque  of  the  esophagus  looks 
quite  similar  to  that  seen  in  the  fauces.  It  may  be  slightly  elevated  in  one 
part,  and  simply  a  bluish  white  cloudiness  in  another  part.  The  lesion 
is  typically  inflammatory  in  character.  The  cicatrix  of  luetic  esophagitis 
does  not  differ  from  other  cicatrices.  The  esophagoscopic  picture  of  a 
scar  which  involves  only  a  small  portion  of  the  ring  of  the  esophagus,  is 
very  apt  to  present  a  linear  appearance  on  esophagoscopy  for  purely 
mechanical  reasons,  inherent  in  the  inspection  of  the  interior  of  a  col- 
lapsed tube,  which  is  explored  by  an  endoscopic  tube  (see  Fig.  14,  Plate 
III).  The  gumma  of  the  esophagus  does  not  differ  materially  in  appear- 
ance from  gumma  seen  anywhere  else  in  the  mucosa,  except  in  so  far  as 
it  is  an  endoscopic  instead  of  a  right-angled  view.  The  foregoing  is  a 
brief  description  of  the  various  lesions  as  seen  by  the  author.  Xo  one 
has  seen  a  sufrtcicnt  number  of  cases  to  be  able  to  classify  the  endoscopic 
])ictures,  and  even  though  it  were  possible  to  do  so,  the  diagnosis  would 
necessarily,  here  as  elsewhere,  rest  upon  the  laboratory  findings,  the 
therapeutic  test  and  the  concomitant  lesions. 

Treatment.  The  treatment  of  luetic  esophagitis,  as  with  the  same 
infection  elsewhere,  is  altogether  systemic  and  not  local.  One  point, 
however,  is  of  great  importance,  and  that  is  to  i)revent  the  cicatrices 
from  contracting  after  the  healing  of  ulceration,  should  the  esophagos- 
copist  be  so  fortunate  as  to  encounter  the  case  in  the  ulcerated  stage. 
I 'n fortunately,  however,  he  is  much  more  aj)t  to  see  it  in  the  cicatricial 
sta<^e  when  the  mechanical  treatmeiU  required  for  cicatricial  stenosis  must 
be  instituted.  In  the  stage  immediately  following  the  healing  of  the  ulcer, 
the  scar  can  be  ])revente(l  from  contracting  if  a  silk  woven  bougie  is 
})assed  every  day,  and  left  in  situ  for  a  half  hour  or  longer.  The  bougin- 
age  should  be  done  by  the  esoi)hagoscopist  himself  under  the  direct  guid- 
ance of  the  eye.  Once  established,  cicatrices  of  luetic  origin  are  ex- 
ceedingly stubborn  to  treat,  and  may  retjuire  the  string-cutting  esophago- 
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tome  or  other  form  of  internal  esophagotomy,  followed  by  daily  dilata- 
tion. Complete  cure,  as  in  the  case  illustrated  in  Fig.  4 IT),  will  reward 
patient,  careful  work. 

TUHKRCl'LUSIS  OF   THE    KSOPHAOL'S. 

Tuberculosis  of  the  esophagus  while  relatively  much  more  rare  than 
the  same  process  in  other  viscera,  nevertheless  is  probably  not  so  rare 
as  the  literature  on  the  subject  would  seem  to  intlicate,  because  in  all 
probability  it  usually  occurs  in  jjatients  with  advanced  jnilmonary  lesions 
in  which  the  difficulty  in  swallowing  is  but  a  minor  addition  to  the 
rapidly  fatal  stage  of  the  disease.  The  difficulty  in  swallowing  is  often 
considered  to  be  a  part  of  the  laryngeal  trouble.  In  some  instances  the 
lar)'nx  is  not  even  examined  by  the  internist,  and  in  other  instances  it  is 
probable  that  laryngeal  tuberculosis  coexists  with  the  esophageal,  and  is 
considered  to  account  fully  for  all  dysphagic  symptoms.  Furthermore, 
the  disease  has  received  such  scant  consideration  in  medical  literature 
that  it  is  not  likely  to  be  thought  of,  even  in  a  manifestly  tuberculous 
patient.  The  disease  may  occur  as  a  primary  infection,  or,  more  fre- 
quently, as  an  extension  from  a  tuberculous  process  in  the  larynx,  medias- 
tinal lymphatics,  pleura,  the  larger  bronchi,  or  even  the  lung  itself.  When 
seen  as  an  extension  from  the  larynx,  especially  as  "party-wall''  lesions, 
the  esophageal  lesions  present  much  the  same  picture  as  the  laryngeal 
disease.  When,  however,  they  are  primary-  in  the  eso])hagus,  the  endos- 
copic appearances  are  rather  those  of  superficial  ulceration  or  a  simple 
erosion  and  there  may  be  yellowish  or  whitish  granules  in  the  neighbor- 
hood of  the  erosions  or  ulceration,  or  the  granules  may  exist  alone. 
Open  ulceration  means,  necessarily,  secondary  mixed  infections,  which 
modify  the  picture.  Cicatrices  have  been  observed  only  twice  by  the 
author,  once  in  connection  with  ulceration,  and  once  in  connection  with 
an  invasion  of  the  esophagus  by  peri-bronchial  tuberculous  glandular 
processes.  When  the  disease  invades  the  esophagus  from  the  surround- 
ing tissues  in  the  mechastinum,  there  is  more  or  less  compression  of  the 
esophagus,  ami  rigidity  and  fixation  with  very  much  im])airment  of  the 
normal  esophageal  movements  and  the  transmitted  respiratory  and  pul- 
satory movements.  The  tuberculous  process  may  have  been  found  to 
be  completely  healed  and  the  result  of  the  cicatricial  contraction  may  be 
in  rare  cases,  a  traction  diverticulum.  The  author  has  seen  one  such 
case  esophagoscopically.  The  mucosa  did  not  differ  much  from  the  nor- 
mal, except  that  it  was  whiter  in  color  with  vessels  visible,  and  did  not 
have  the  velvety  appearance  of  r.ormal  mucosa.  The  fixation  was  very 
marked  and  could  easily  be  demonstrated  by  traction  upon  the  opposite 
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wall  with  the  distal  end  of  the  esophagoscope,  demonstrating  clearly  that 
the  involved  wall  was  partly  adherent  to  the  peri -esophageal  structures. 
In  one  of  the  author's  cases  a  fistula  existed  from  the  esophagus  through 
into  the  left  bronchus.  The  esophageal  end  of  the  fistula  was  covered 
with  reddish  granulations,  which  bled  freely  when  touched,  while  the 
bronchial  end  of  the  fistula,  on  bronchoscopy,  was  seen  to  be  surrounded 
with  a  pale  mucosa,  with  small  whitish  granular  elevations  in  groups  at 
various  points.  The  granulations  were  pale  and  did  not  bleed.  They 
were  limited  to  the  margin  of  the  fistula,  and  did  not  seem  so  exuberant 
as  in  the  esophagus.  The  ulcerations  of  esophageal  tuberculosis  usually 
are  more  superficial  and  less  inflammatory  in  appearance  than  either  can- 
cer or  lues.  Some  points  of  difference  from  these  and  simple  ulcer  are 
given  under  the  head  of  inflammation  and  ulceration,  but  the  diagnosis 
of  tuberculous  lesions  here,  as  elsewhere,  will  rest  largely  on  the  labora- 
tory findings.  Esophagoscopy  renders  its  greatest  service  in  being  able 
to  obtain  with  precision,  ample  specimens  from  the  lesions.  Actinomy- 
cosis has  occurred  in  the  esophagus,  though  the  author  has  never  seen  a 
case.  The  possibility  should  be  borne  in  mind  in  the  examination  of  speci- 
mens of  supposed  tuberculosis.  In  considering  the  esophagoscopic  ap- 
pearances of  tuberculosis,  it  is  necessary  to  remember  that  after  ulcera- 
tion has  set  in  that  the  mixed  infections  are  apt  to  run  riot  and  that  the 
appearance  may  be  largely  due  to  the  secondary  processes  resulting  from 
this  inflammation.  One  characteristic  of  the  few  tuberculous  lesions  that 
the  author  has  seen  in  the  esophagus,  is  the  marked  absence  of  vas- 
cularity. The  mucosa  seems  pale  and  the  patches  whitish,  with  minute 
dots  of  raised  whitish  color.  In  one  of  the  author's  cases  there  was  so 
much  stenosis  of  the  esophagus  that  the  entire  mucosa  for  some  distance 
above  the  tuberculous  lesions  was  so  pasty  from  maceration  that  it  was 
difficult  to  outline  the  lesion,  and  it  was  not  until  after  three  or  four 
weeks  of  absolute  rest  of  the  esophagus,  following  a  gastrostomy,  that 
the  esophagoscopic  appearances  of  the  tuberculous  lesion  itself  could 
be  determined.  This  patient,  a  man  of  'M  years,  referred  by  the  Pres- 
byterian Hospital  Dispensary,  improved  very  much  after  gastrostomy 
and  a  feeding  of  large  (luanlities  of  milk  and  eggs  through  the  gastros- 
tomy tube,  together  with  absolute  rest  in  bed.  There  was  a  fibroid 
phthisis  in  the  Inng,  but  no  involvement  of  the  larynx.  The  view,  Fig. 
1.").  Plate  III,  is  made  from  a  drawing  by  the  author  and  represents  con- 
ditions after  the  swallowing  had  very  much  improved  and  there  was 
practical  freedom  from  dysj)hagia.  The  mucosa  surrounding  the  tuber- 
culous lesions  is  seen  to  be  normal,  while  the  lesion  itself  is  of  a  dull 
grayish  color  and  there  is  a  total  absence  of  visible  vessels.  A  specimen 
of  tissue  examined  by  Dr.  Willetts  showed  the  lesion  to  be  tuberculous. 
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Treatment.  Local  treatment  is  useless.  A  general  anti-tuberculous 
regime  is  needed,  and  above  all,  if  there  is  any  serious  difficulty  in  swal- 
lowing, gastrostomy  should  be  done  at  once  for  feeding  in  order  not  to 
let  the  patient's  nutrition  suffer,  for  above  all  things,  nutrition  must  be 
kept  at  the  highest  possible  point  of  efficiency.  Feeding  with  a  stomach 
tube  can  be  done,  but  it  is  exceedingly  dangerous  in  the  presence  of  ul- 
ceration, and  is  in  some  cases  painful  to  the  patient,  Above  all,  a  gas- 
trostomy puts  the  esophagus  at  rest,  which  is  beneficial  to  any  form  of 
esophageal  disease.  Orthoform  in  doses  of  half  a  gramme  swallowed 
dry  on  the  tongue  may  be  used  if  there  is  pain,  though  none  of  the  au- 
thor's cases  of  tuberculosis  of  the  esophagus,  where  the  larynx  and  epi- 
glottis were  uninvolved,  have  had  pain. 

VARIX  AND  ANGIOMA  OF  THE  ESOPHAGUS. 

Varix  and  angioma  of  the  esophagus  rarely  produce  symptoms,  and 
are  not  ordinarily  of  very  much  importance  unless  they  are  wounded  or 
they  spontaneously  bleed.  Occasionally  a  case  is  encountered  where  there 
is  considerable  bleeding,  the  patient  complaining  of  regurgitating  blood, 
which  is  bright  red  and  not  of  the  dark  or  **coflFee  ground'  character  of 
blood  that  has  been  in  the  stomach.  X'aricosities  in  the  esophagus  may 
coexist  with  '^cardiospasm."  Which  was  the  primary  lesion  has  not  yet 
been  determined.  In  one  of  the  author's  cases  hemorrhoids  and  varicosi- 
ties on  both  legs  were  enormous.  Varicosities  are  usually  in  the  lower 
third  of  the  esophagus,  probably  because  the  veinous  system  is  more  de- 
veloped there  than  higher  up.  These  veins  empty  chiefly  into  the  portal 
vein  and  a  number  of  cases  have  been  reported  where  the  condition 
seemed  to  depend  upon  obstruction  of  the  portal  circulation,  as  in  hepatic 
cancer  or  cirrhosis.  Careless  esophagoscopy  producing  undue  pressure 
against  one' lateral  wall  will  cause  an  exudation  of  blood  into  the  sub- 
mucosal tissue  forming  a  hematoma  (Fig.  153)  which  has  been  mis- 
taken by  a  number  of  esophagoscopists  for  a  varicosity  or  an  angioma. 
The  author  has  had  no  experience  in  treating  varix  or  angioma  because  the 
few  cases  seen  by  him  did  not  require  treatment.  Guisez  reports  the 
cure  of  a  case  of  angioma  at  the  cardia  by  means  of  radium,  and  this 
method  seems  to  be  particularly  appropriate. 

ANGIONEUROTIC  EDEMA. 

The  author  has  not  been  so  fortunate  as  to  see  a  case  of  angioneurot- 
ic edema,  but  a  very  interesting  observation  of  this  disease  is  reported 
by  Arrowsmith  (Bib.  8),  who  is  an  expert  endoscopist  of  large  experi- 
ence. A  woman,  aged  50  years,  complained  of  difficult  and  painful 
swallowing  of  a  few  weeks'  duration,  with  history  of  previous  similar 
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trouble  of  indefinite  duration.  Esophagoscopy  by  Dr.  Arrowsmith  showed 
**a  mass  just  below  the  cricoid  cartilage,  filling  two-thirds  of  the  lumen 
of  the  esophagus,  with  its  attachment  centered  on  the  left  side.  Allow- 
ing for  the  distension  of  the  esophagus  by  the  tube,  this  mass  undoubt- 
edly almost  occluded  it,  when  mechanical  stretching  was  absent.'*  The 
mass  was  also  seen  bv  Drs.  F.  C.  Paflfard  and  L.  Grant  Baldwin.  Lues 
being  excluded  the  logical  diagnosis  of  neoplasm,  probably  malignant 
was  made  tentatively,  and  the  case  referred  to  the  author  who  found  the 
esophagus  normal  and  hence  concluded  the  stenosis  must  have  been 
spasmodic.  On  further  investigation  of  the  case,  including  the  testimony 
of  the  patient's  previous  medical  attendants  clear  history  of  angioneurot- 
ic manifestations  were  discovered  by  Dr.  Arrowsmith  to  have  preceded 
the  esophageal  symptoms  and  later  to  have  accompanied  the  attacks  of 
dysphagia  and  odynphagia.    These  manifestations  were  as  follows : 

"Commencing  with  frecjuent  and  ])ainful  urination  and  vesical  tenes- 
mus, there  would  be  an  extreme  irritation  of  the  urethra  and  meatus, 
with  external  appearances  suggesting  urethral  caruncle ;  always  followed 
by  symptoms  of  marked  gastrointestinal  disturbance  and  of  pronounced 
pylorospasm.  Edema  of  the  larynx  placed  her  in  a  very  critical  condi- 
tion for  forty-eight  hours.  Two  months  later  she  had  a  similar,  thougb 
milder,  attack." 

Subsequent  attacks  of  angioneurotic  manifestations  were  character- 
ized by  pruritic  cutaneous  wheals,  urethral,  vesical  and  gastric  symptoms 
accompanying  the  attacks  of  dysphagia  and  odynphagia.  Xo  esophagos- 
coi)ics  were  obtainable  after  the  two  mentioned,  one  showing  the  angio- 
neurotic eruption  in  the  esophagus  and  the  subsecjuent  one  showing  the 
esophagus  to  be  normal. 

Treatment,  if  any,  for  the  condition  would  be  general  not  esophagos- 
copic.  Passing  of  a  feeding  tube  with  esophagoscojiic  aid  might  be  needed 
if  the  attack  were  very  i)r()longed. 

ACTINOMYCOSIS  OK   TIIK    KSOPHAGUS. 

.  Icfinomycosis  the  author  has  never  seen.  Its  i)ossibility  should  be 
borne  in  mind,  but  the  diagnosis  doubtless  will  rest  upon  the  histologic 
examination  of  a  specimen  removed  esophagoscopically.  Rej)orts  of 
cases  so  far  have  been  autoptical. 

DKVIATION    OK   THK    KSOIMI  AC.IS. 

Deviation  of  the  esophagus  is  seen  not  infrequently  in  cases  of 
mediastinal  tumors.  The  author  has  encountered  one  very  interesting 
case  of  eso])hageal  deviation  associated  with  a  spine  deformed  by  a 
previously  liealed  vertebral  tuberculosis  (Fig.  4^^ia).  The  patient,  a 
woman  aged   HJ  years,  was  referred  to  the  author  by  Dr.  J.  W.  Fairing 
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for  the  removal  of  a  chicWen  bone  from  the  esophagus.  The  author  readily 
found  and  esophagoscopically  removeti  the  cliicken  bone  without  any  prob- 
lem of  interest :  but  the  marked  deviation  was  so  rare  that  the  patient  was 
sent  for  a  radiograph  from  which  to  make  an  illustration  (Fig.  4;12a). 
Fluoroscopy  with  bismuth,  by  Dr.  I'oyce,  showed  the  deviation:  but  the 
bismuth  boius  went  down  so  rapidh'  that  a  stomach  tube  was  used  by 
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>r  demi 

stration.     (Radion;rapli  made  liy  Dr.  Rii 

sell  H.  Bogps,    .\iithor'* 

case.) 

Dr.  Boggs  for  radiograpliy.  Doubtless  the  esophagus  had  been  dragged 
aside  by  the  deviating  spine;  the  dragging  being  facilitated  by  the  longi- 
tudinal esopiiageal  redundancy  caused  by  the  shortening  of  the  straight 
distance  from  the  hypopharynx  to  the  hiatus.  The  patient  had  never  had 
any  esophageal  symptoms  and  the  deviation  would  not  have  been  discov- 
ered had  it  not  been  for  the  foreign  body  accident.  It  is  interesting  to 
note  that  beyond  the  following  of  the  deviated  lumen  there  was  no  diffi- 
culty in  esophagoscopy  notwithstanding  a  marked  anterior,  as  well  as 
lateral,  spinal  deviation. 


CHAPTER    XXXV. 

Gastroscopy.* 

The  interest  awakened  by  the  author's  work  (Bib.  269,  237,  239) 
has  borne  good  fruit.  In  diflPerent  parts  of  the  world,  earnest  workers 
have  been  perfecting  technic  and  instruments.  The  author's  early  con- 
tention that  safety  demands  that  introducing  shall  be  with  a  tube  devoid 
of  a  lens  system,  in  order  that  lesions  may  be  detected  and  avoided,  and 
that  the  axis  of  the  instrument  may  be  readily  kept  in  line  with  the  eso- 
phageal axis,  has  now  been  universally  accepted.  After  the  distal  end  of 
the  tube  has  reached  the  stomach,  a  plug  with  a  window  has  been  used 
in  the  proximal  end  of  the  tube  so  that  positive  pressure  from  an  oxygen 
tank  (Janeway)  or  a  hand  bulb  (Mosher)  may  be  used  to  push  away 
mucosal  folds,  and  when  a  lens  system  is  inserted  in  the  tube  in  the  form 
of  a  long  tube  with  a  window  in  the  side  of  the  distal  end,  an  excellent  view 
of  the  distended  stomach  is  obtained.  The  author  personally  can  testify 
to  the  beautiful  view  of  the  gastric  mucosa  obtained  in  the  Janeway  gas- 
troscopc,  and  while  the  use  of  inflation  and  of  a  lens  system  for  gastros- 
copy  is  at  least  thirty  years  old,  yet  the  optical  formula  and  the  par- 
ticular combination  of  illumination,  lenses,  inflation  apparatus  and  tubes 
in  the  Janeway  gastroscope  make  it  a  highly  efticient  instrument.  Excel- 
lent results  have  also  been  obtained  by  Moure  (Bib.  392),  Hill  (Bib.  200), 
Eisner  (Bib.  128)  and  others,  and  all  of  these  instruments  are  now 
doubtless  developed  to  a  point  where  the  personal  skill  of  the  operator 
counts  for  more  than  the  particular  instrument.  The  usefulness, 
safety  and  practicability  of  the  gastroscope  is  an  accomplished  fact. 
The  need  now  is  for  careful,  skillful  men  interested  in  the  stomach 
who  will  use  it.  The  laryngologist's  field  is  already  too  large  without 
adding  the  stomach.    The  value  of  gastroscopy  in  establishing  a  diagnosis 

•In  thi.s  chapter  liberal  quotations  are  made  from  the  author's  Rapport  at 
the  International  Medical  Congress,  London.  1913.  and  from  his  paper  read  by 
invitation  before  the  New  York  Academy  of   Medicine,   Jan.    23,    1907. 
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in  severe  and  obscure  stomach  disease  has  been  abundantly  proved.  The 
tendency,  however,  to  resort  to  it  only  in  very  serious  conditions  often 
prevents  one  of  its  greatest  achievements,  which  would  be  in  the  early 
diagnosis  of  cancer  and  of  pre-cancerous  conditions.  When  endosco- 
pists who  have  developed  the  gastroscopic  technic,  are  sufficiently  numer- 
ous and  sufficiently  skilful  so  that  the  physician  or  the  surgeon  may  feel 
justified  in  sending  them  cases  before  the  patient's  condition  becomes 
desperate,  gastroscopy  will  be  of  great  use  to  the  physician  and  surgeon, 
but  gastroscopy  probably  will  never  be  done  by  the  physician  or  the 
surgeon  himself.  He  will  take  the  endoscopist's  report  along  with  that 
of  the  radiographer  and  analyst  and  decide  as  to  the  best  handling  of 
the  case,  just  as  the  otologist  in  a  brain  case  takes  the  report  from  the 
internist,  the  laboratory,  and  the  ophthalmologist.  Unlike  tracheo- 
bronchoscopy and  esophagoscopy,  it  may  be  said  of  gastroscopy  that 
while  its  positive  reports  are  extremely  valuable,  its  negative  reports  are 
less  so,  just  as  with  ophthalmoscopy  in  brain  disease,  the  Wassermann 
reaction,  and  many  other  of  our  most  valuable  aids  in  medicine  and 
surgery.  A  very  important  point  in  increasing  the  range  of  mobility  of 
the  distal  end  of  the  gastroscope  in  the  stomach  has  been  demonstrated 
by  Henry  Janeway.  It  consists  in  an  elevation  of  the  knees  of  the  re- 
cumbent patient  to  the  vertical  or  flexed  position,  as  this  relaxes  the 
abdominal  wall. 

-Seven  years'  additional  experience  have  shown  the  correctness  of 
the  statement  (Bib.  209)  that  there  is  no  human  being  with  a  normal 
spine  and  a  normal  esophagus  into  whose  stomach  a  straight  and  rigid 
gastroscope  cannot  be  readily  and  safely  introduced,  provided:  (1) 
The  patient  is  fully  anesthetized.  (2)  An  open  tube  of  light  construc- 
tion is  gently  passed  by  sight.  (3)  The  patient's  head  is  held  in 
the  Boyce  position.     (4)     The  operator  is  a  skilful  esophagoscopist. 

Statements  to  the  contrary  are  the  result  either  of  inexperience  or 
of  experience  with  gastroscopes  that  cannot  be  passed  by  sight.  Flexible 
guides  are  unnecessar\%  rarely  of  aid,  and  are  dangerous.  The  inexperi- 
enced will  have  trouble  at  the  cricopharyngeus,  but  surely  no  esophagos- 
copist will.  It  required  only  thirty-eight  seconds,  in  the  author's  clinic, 
for  Professor  Killian,  in  his  careful,  skillful  way  to  pass  the  author's 
gastroscope  from  the  mouth  to  the  greater  curvature  of  the  stomach. 
The  writer  cannot  understand  why  so  many  authors  have  stated  that  they 
had  difficulty  in  passing  a  rigid  instrument  through  the  cardia.  All  diffi- 
culties are  overcome  by  carefully  following  the  directions  given  under 
"Introduction  of  the  Esophagoscope." 

It  is  true  that  we  do  not  always  get  a  complete  view  of  the  gastric 
mucosa,  but  as  Halstead  has  pointed  out  the  same  may  be  said  of  the 
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nasopharynx.  Indeed  the  author  knows  of  no  case  of  gastroscopy  where 
he  has  failed  to  get  a  view  of  the  stomach,  which  is  more  than  can  be 
said  of  the  nasopharynx  by  ordinary  methods  of  examination. 

Some  recent  experiments  by  Rosenow  in  the  production  of  gastric 
ulcer  by  the  injection  of  streptococci  opens  up  a  wide  field  for  gastro- 
scopic  study  on  the  dog. 

Mortality  of  gastroscopy.  That  there  is  practically  no  mortality  from 
gastroscopy  in  very  careful  hands  has  been  shown  by  the  replies  to  the 
author's  circular  letter  of  inquiry.  Out  of  110  cases  done  by  eight  dif- 
ferent endoscopists  there  was  no  mortality  from  any  cause  within  two 
weeks  after  gastroscopy.  The  author  has  now  examined  the  interior  of 
2.*5S  living  stomachs  with  the  peroral  gastroscope,  and  so  far  only  one 
j)atient  has  died  from  any  cause  whatever  within  one  month  after  the 
gastroscopy.  As  previously  reported,  this  patient  was  moribund  from 
a  bleeding  ulcer  of  the  stomach  when  admitted  to  the  hospital.  But. 
taking  the  figures  just  as  they  stand,  the  mortality  is  only  a  fraction  of 
one  per  cent. 

Tcclinic  of  gastroscopy.  In  the  main  the  description  of  the  technic 
in  the  earlier  publication  (T>ib.  2()i))  is  correct  and  has  stood  the  test 
of  further  experience.  Introduction  with  mandrin  and  finger,  however, 
was  abandoned  by  the  author  before  the  book  was  off  the  press  and  the 
gastroscope  was  passed  by  sight  as  described  in  Chapter  X.  The  author 
still  uses  the  open  tube  gastroscope,  but  believes  that,  after  all  the  data 
thus  obtainable  have  been  noted,  the  use  of  a  lens  system  in  the  open 
tul)e  will  in  a  pro|)ortion  of  cases  yield  additional  information,  and  is  a 
valualjlt'  accjuisition.  The  advantages  of  the  ()])en  tube  are  the  undis- 
tortcd  imai^e,  the  facility  of  probing,  removal  of  a  specimen  of  tissue  or 
fluid,  si)onging  awav  a  coating  of  secretions,  etc.  \\'hen  one  dilates  the 
stomach  he  i)uslics  its  walls  far  away  from  the  reach  of  the  tube  :  walls 
which  otherwise  would  collapse  over  the  tube  mouth,  to  be  examined 
and  palpated  In-  the  probe  and  tube.  The  portion  of  the  stomach  near- 
est the  centre  bne  of  the  bodv  is  the  most  easilv  examined.  The  col- 
lapsed  stomach  is  relatively  small,  and  much  of  it  is  near  the  middle 
line  (Fig.  [X]).  When  one  distends  the  stomach  he  pushes  most  of 
the  otherwise  explorable  area  away  from  the  central  line  and  thus  later- 
ally out  of  range.  The  diaphragm  is  rendered  much  less  movable  when 
the  stomach  is  distended,  and.  furthermore,  tlnis  is  rendered  impossible 
the  f)ractice  of  a  most  valual)le  part  of  the  technic.  namely,  the  manipu- 
lation of  the  abdomen  externally  by  an  assistant,  which  brings  into  view 
the  fundal  and  j)yloric  ends.  A  lens  system  and  an  inflated  stomach 
])revent  sponging  away  of  secretions  with  which  many  lesions  are 
covered.     The  {Position  and  shaj)e  of  the  stomach  in  the  living  subject 
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lias  been  most  curiously  misunderstood.  Fig.  434  is  traced  from  one  of  the 
classical  text-books  on  anatomy.  Whatever  may  be  the  position  and 
shape  of  the  stomach  in  the  cadaver  or  in  the  living  subject  after  the 
abdomen  is  opened,  it  was  certainly  not  in  any  such  position  in  any  of 
the  2->S  cases  examined  gastroscopically  by  the  author  and  it  may  be 
.said  that  the  stomach  is  of  such  shape  as  to  fit  whatever  space  is  avail- 
able at  the  particular  moment.  The  author's  method  of  outlining  the 
stomach  is  to  find  a  given  Ijoundary  with  the  extremity  of  the  tube.    The 


® 
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F'<'-  43.^ — Position  of  the  stomach  in  the  case  of  Isabel  A.  Crosses  show 
where  the  wall  of  the  stomach  was  intentionally  pushed  l)y  the  gastroscope.  The 
schema  in  the  upper  rifjht  hand  corner  shows  the  other  plane  of  the  stomach. 


di.stal  end  of  the  tube  is  felt  by  the  abdominal  palpator.  who  makes  a 
mark  on  the  patient's  skin  with  a  skin  pencil.  Another  position  on  the 
boundarv  is  then  found  and  marked,  and  thus  a  series  of  marks  dot  the 
skin  of  the  abdomen  corresponding  to  the  stomach  outlines.  An  obvious 
source  of  error  is  the  drag  of  the  tube,  which  may  displace  the  stomach. 
This  can  be  avoided  by  a  careful  watch  through  the  tube  and  care  to 
make  a  vertical  insertion  for  each  mark.  This  gives  the  position  of  the 
stomach  when  empty.  The  radiograph,  which  is  more  generally  useful. 
gives  the  position  when  containing  fluid  or  food.  The  stomach  wall 
can  be  pushed  into  almost  any  position,  as  show-n  in  Fig.  A'>V-\,  which  illus- 
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trates  the  position  of  the  stomach  in  the  case  of  Isabel  A.  (Bib.  239). 
The  stomach  gave  the  impression  of  a  loose  bag  dangling  on  the  end  of 
the  gastroscope,  freely  movable  in  all  directions,  by  either  the  movement 
of  the  gastroscope  or  the  manipulations  of  Dr.  Harold  A.  Miller,  who 
was  palpating  the  abdomen  externally.  The  diagram  at  the  upper  right 
hand  corner  of  the  illustration  shows  schematically  the  other  plane  as  it 
appeared  to  be  when  gastroscopically  examined.  Passing  down  the  esoph- 
agus, as  soon  as  one  passes  the  cardia,  folds  and  wrinkles  are  en- 
countered, a  slight  deflection  bringing  either  the  anterior  or  the  posterior 
wall  into  view.     The  degree  of  motion  shown  in  Fig.  433  is  obtainable 


Fig.  434. — Position  of  the  stomach  as  shown  In  a  classical  text-book  on  anat- 


omy. 


only  under  the  relaxation  of  deep  anesthesia.  When  gastroscopy  is  at- 
tempted, under  morphine  narcosis,  as  Mikulicz  attempted  it,  the  muscula- 
ture of  the  diaphragm  pulls  upon  the  central  tendon,  so  that  the  gastro- 
scope is  guyed  rigidly  like  a  tent  pole,  and  if  the  stomach  can  be  entered 
at  all,  only  such  portion  can  be  inspected  as  lies  in  a  line  with  the  axis 
of  the  entry  of  the  tube.  When  relaxed  under  deep  anesthesia  the  hiatus 
esophageus  does  not  relax  or  enlarge  so  as  to  permit  of  motion ;  but  the 
entire  dome  of  the  diaphragm  can  be  moved  sidcwise  because  it  is  of 
dome-like  form.  If  it  were  a  tightly  stretched  membrane,  as  shown  by 
the  dotted  line  in  Fig.  435,  there  would  be  no  yield  in  any  direction ; 
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but  being  arched  (as  shown  m  Fig.  435)  its  ''slack,"  as  one  might  say, 
permits  of  a  range  of  motion  of  from  10  to  15  cm.,  provided  the  central 
tendon  is  so  relaxed  by  deep  anesthesia  as  not  to  be  pulled  upon  from  all 
sides  by  the  diaphragmatic  musculature.  A  range  of  lateral  motion  of 
seventeen  centimeters  was  obser\'ed  by  Dr.  J,  Hartley  Anderson  in  the 
opened  abdomen  of  a  living  patient.  This  movement  was  imparted 
solely  by  the  gastroscopist  manipulating  the  gastroscope  by  its  proximal 
end.  Dr.  Anderson  with  gloved  hands  grasping  the  gastroscope  could 
place  it  anywhere  in  the  unopened  stomach,  and  any  part  of  the  wall 
could  be  moved  to  the  tube  mouth.    One  of  the  most  promising  fields  for 


F^G.  435. — Illustrating^  the  anatomical  reasons  for  the  wide  range  of  mobility 
of  the  gastroscope  in  the  stomach.  If  the  diaphragm  were  a  plane  or  tightly 
stretched  membrane  as  represented  by  the  dotted  line  a  gastroscope  in  the  hiatus 
could  not  be  moved  laterally.  The  dome  shape  permits  of  a  wide  lateral  range 
of  movement  ])ecause  of  redundancy,  provided  the  diaphragmatic  musculature  is 
relaxed  by  deep  anesthesia. 


open  tube  gastroscopy  is  the  aid  rendered  by  the  endoscopist  as  an  as- 
sistant of  the  abdominal  surgeon,  who  will  assist  the  surgeon  not  only 
in  diagnosis,  but  in  the  operating  room  during  the  operation,  by  working 
through  the  mouth  in  conjunction  with  the  surgeon  whose  hand  is  in  the 
opened  abdomen.  The  endoscopist,  of  course,  has  his  own  instrument 
nurse  and  sterile  organization  at  the  head  of  the  patient,  entirely  separate 
and  apart  from  that  of  the  abdominal  surgeon,  to  whom  the  endoscopist 
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can  give  a  prompt  report  on  the  interior  appearance  of  any  suspicious 
portion  of  the  stomach  wall  palpated  and  presented  at  the  tube  mouth 
by  the  surgeon.  The  suspected  tissue  is  placed  in  front  of  the  tube 
mouth  by  the  surgeon  whose  hands  are  in  the  opened  abdomen  palpating 
the,  as  yet,  unopened  stomach.  Extensive  citation  of  cases  w^ould  unduly 
expand  this  book.    A  few  will  serve  for  illustration. 

Case  LXIX.  Daniel  B.,  aged  sixty-two  years,  was  admitted  to  the 
Western  Pennsylvania  Hospital  to  the  service  of  Dr.  John  W.  Boyce, 
complaining  of  feeling  weak,  and  of  loss  of  appetite,  emaciation,  and 
headache,  all  these  symptoms  appearing  gradually  about  one  year  pre- 
viously. There  was  no  nausea  or  vomiting.  The  temperature  w^as 
normal,  the  pulse  DO,  and  the  respirations  24.  After  the  mouth  of  the 
gastroscope  passed  the  cardia,  in  the  first  4  cm.  of  the  passage,  the  an- 
terior and  posterior  walls  of  the  stomach  opened  up  in  normal  folds 
ahead  of  the  tube  mouth.  Below  this,  however,  the  tube  mouth  entered 
a  cavity  with  smooth  unwrinkled  walls.  At  the  bottom  of  this  cavity 
was  a  crescentic  slit-like  depression  looking  somewhat  like  the  primipar- 
ous  OS  uteri  (C,  Plate  V).  When  the  mucosa  was  sponged  clean  of 
bubbly  secretion,  the  slit-like  depression  was  found  to  have  a  considerable 
depth,  which,  however,  was  not  probed,  although  to  have  done  so  would 
have  been  technically  easy  and  probably  harmless.  The  surrounding 
mucosa  was  of  pale  pink  color,  without  rugae,  and  when  the  tube  mouth 
was  withdrawn  the  depression  was  still  visible  in  the  same  position  in  a 
cavity,  the  wall  of  the  stomach  at  this  point  being  evidently  held  open 
by  adhesions  to  the  abdominal  parictes  or  viscera.  Fully  to  appreciate 
the  picture,  it  is  necessary  to  realize  that  the  empty  stomach  is  collapsed. 
When  examined  gastroscopically.  it  opens  up  ahead  of  the  tube  and  col- 
lapses after  its  withdrawal,  in  a  manner  similar  to  that  of  the  vagina  upon 
the  introduction  and  withdrawal  of  the  vaginal  sj)eculum  when  used  upon 
a  patient  in  the  dorsal  position.  But  here  was  a  case  in  which  the  an- 
terior wall  of  the  stomach  was  adherent,  so  that  it  was  held  up  ( dorsal 
decubitus)  ;  thus  the  posterior  wall  dropped  away  by  gravity  and  left  a 
cavity.  The  cicatrices  and  adhesions  were  such  that  no  mucosal  folds 
conld  be  produced  in  the  neighborhood  of  the  slit.  When  Dr.  ( )gilvio 
tapped  uj^on  the  abdomen  the  vibrations  were  seen  to  be  beautifully  trans- 
mitted in  waves  over  the  upper  (anterior)  wall  of  the  stomach.  The 
l)icture  was  beautifully  clear,  and  the  author  and  his  colleagues,  who  saw 
for  themselves,  felt  justified  in  j)ronouncing  the  lesion  the  cicatrix 
of  a  healed  i)erforating  gastric  ulcer.  Had  it  been  an  operable  lesion, 
it  could  have  been  precisely  located  by  holding  the  tube  mouth  against  it 
while  the  abdominal  surgeon  cut  through  the  stomach  wall  from  the 
celiotomic  wound. 
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Case  XX.  Margaret  Z.,  a  serxant  at  the  Western  Pennsylvania 
Hospital.  Six  months  before,  gastrojejunostomy  had  been  performed 
by  Dr.  George  L.  Hays.  Complete  symptomatic  cure  had  followed. 
Under  general  anesthesia,  the  author  passed  the  gastroscope,  and  readily 
foimd  the  anastamotic  opening  in  the  form  of  a  slit,  which,  when  pulled 
open  by  the  instrument,  showed  a  slightly  puckered  border,  below  which 
could  be  seen  the  mucosa  of  the  jejunum  (A,  Plate  \'). 

Dr.  W.  L.  Rodman,  with  my  assistance,  examined  gastroscopically 
a  gastrojejunostomy  wound  two  weeks  after  the  operation,  and  saw  the 
opening  and  the  non-absorbable  sutures  in  situ.  His  report  on  the 
examination  is  as  follows: 

**The  patient  was  etherized,  brought  before  the  class,  and  the  gas- 
troscope introduced.  It  was  surprising  to  me  how  well  the  interior  of 
the  stomach  could  be  inspected.  The  gastroenterostomy  opening  was 
plainly  visible,  was  found  to  be  patent  and  working  perfectly,  and  the 
Pagenstecher  or  linen  thread  used  as  a  suture  material  was  plainly  seen. 
I  see  in  gastroscopy  a  valuable  addition  to  our  diagnostic  resources  in 
gastric  diseases,  provided  the  instrument  can  be  employed  by  one  skilled 
and  deft  in  its  use.  Particularly  will  it  be  valuable  at  the  time  of  an 
exploratory  laparotomy,  inasmuch  as  the  gastroscope  can  be  30  guided 
that  even  the  pyloric  end  of  the  stomach  can  be  brought  clearly  in  view. 
The  case  above  referred  to  was  discharged  from  the  hospital  as  cured 
a  few  days  later.  He  was  a  very  intelligent  Englishman  and  was  com- 
forted by  the  assurances  given  him  by  Dr.  Jackson  after  an  inspection 
of  the  gastric  mucosa.  The  patient  had  suffered  long,  had  become  ad- 
dicted to  morphia,  and  feared  that  he  had  carcinoma.  This  was  the 
first  time  that  gastroscopy  was  practiced  in  Philadelphia.  I  may  add 
that  a  letter  received  months  after  his  return  to  England  stated  that  he 
was  enjoying  perfect  health.'' 

The  author  has  discovered  great  advantages  in  placing  the  patient 
face  downward  with  a  pillow  under  the  chest,  and  in  some  instances 
under  the  pelvis  also,  in  order  to  get  the  assistance  of  gravity  in  drop- 
ping forward  the  abdominal  wall.  It  is  not  generally  realized  the  extent 
to  which  the  spine  cur\es  forward  and  projects  into  the  abdomen  as 
well  as  'nto  the  thoracic  cavities.  This  anterior  projection  into  the  ab- 
dominal cavity  interferes  seriously  with  gastroscopic  examination  of  the 
pylorus,  because  in  the  dorsal  position  there  is  a  tendency  for  the  py- 
lorus to  drop  backward  and  reach  a  plane  posterior  to  that  of  the  mid- 
dle portion  of  the  stomach  that  is  prevented  from  dropping  backward 
by  the  anteriorally  projecting  spine.  In  the  use  of  lens  systems,  the 
gastroscopists  have  been  misled  into  thinking  they  were  looking  at  the 
pylorus,  when  really  they  were  looking  at  only  a  more  or  less  funnel- 
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shaped  cavity  formed  by  the  limited  area  of  the  stomach  wall  that  was 
inflated.  This  gives  in  miniature,  the  same  general  shape  as  the  pyloric 
antrum,  and  it  is  the  tendency  of  all  lens  systems  to  deceive  one  as  to 
the  actual  size  of  the  visual  field. 

Presbyopic  gastroscopists  should  have  a  special  pair  of  glasses 
with  a  60  cm.  focus,  as  the  glasses  for  ordinary  reading  distance  will  blur 
the  more  distant  gastroscopic  image. 

Gastroscopy  for  foreign  bodies.  The  esophagoscopist  is  often  con- 
sulted in  regard  to  foreign  bodies  that  have  reached  the  stomach.  The 
author's  opinion  is  that  the  great  danger  in  the  swallowing  of  foreign 
bodies  is  that  they  will  lodge  in  the  esophagus,  where  serious,  even  fatal, 
ulceration  may  occur.  Once  they  have  reached  the  stomach  they  are 
relatively  safe.  This  does  not  mean,  however,  that  it  is  ever  justifiable 
to  attempt  to  push  a  foreign  body  down  by  the  blind  methods,  or  by 
esophagoscopic  methods,  because  it  is  his  belief  that  any  foreign  body 
that  has  gone  down  through  the  mouth  can  be  brought  back  the  same 
way.  Nor  is  it  to  be  taken  that  once  a  foreign  body  has  reached  the 
stomach  that  the  patient  can  be  told  to  pay  no  more  attention  to  the 
matter.  On  the  contrary,  every  foreign  body  that  is  known  by  the  ray 
to  have  reached  the  stomach,  should  be  watched.  So  long  as  it  remains 
in  the  stomach,  it  is  relatively  safe.  When  it  reaches  the  intestines,  as  it 
usually  does  within  from  one  to  three  days,  it  should  be  watched  every 
alternate  day  radiographically,  in  order  to  make  sure  that  it  is  moving. 
Should  it  lodge  in  one  position  for  five  days,  a  laparotomy  should  be 
done  at  once  for  its  removal,  as  it  will  certainly  perforate.  Quite  a  num- 
ber of  perforations  of  the  ileum  have  been  reported,  some  recent  cases 
by  Steiff,  Ross  and  Hodge.  The  author  had  one  case  in  which  consent 
to  esophagoscopy  was  refused  when  the  needle  was  in  the  esophagus. 
Later  when  lodged  for  ^xc  days  in  the  intestines,  the  family  was  urged 
to  allow  a  general  surgeon  to  do  a  laparotomy.  Consent  to  this  was 
also  refused  and  the  child  died  of  a  septic  peritonitis  following  perfora- 
tion. 

In  all  cases,  great  care  should  be  taken  to  avoid  cathartics. 
\>ry  bulky  foods,  such  as  potatoes,  bread,  oatmeal  and  the  like,  should 
be  given  freely  in  order  to  distend  the  bowel  and  embed  the  foreign 
body.  The  insane  and  the  intoxicated,  and  also  some  performers,  swal- 
low very  large  and  sharp  objects,  such  as  open  pocketknives,  glass,  etc. 
A  large  number  of  such  objects  have  been  removed  from  a  single  stom- 
ach. All  such  cases  demand  immediate  external  o])eration  by  a  general 
surgeon.  In  case  of  such  a  body  as  an  open  safety  pin,  the  author  would 
advise  laparotomy  by  the  general  surgeon  rather  than  take  a  chance  of 
its  not  perforating  in  passing  through  the  intestines,  because  of  the  com- 
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bination  of  the  point  and  the  spring.  It  is  quite  possible  that  it  might 
pass  harmlessly,  but  on  the  other  hand  the  risk  of  perforation  is  great. 
Assisted  by  a  fluoroscopist  using  the  Grier  double-plane  fluoroscope,  the 
gastroscopic  removal  of  foreign  bodies  is  easy,  with  the  author's  gastro- 
scope. 

Open-tube  gastroscopes  (such  as  the  author's  esophagoscope  Fig.  19) 
are  the  only  forms  available  for  the  removal  of  foreign  bodies.  Forceps 
cannot  be  used  through  lens-system  gastroscopes. 

Gastroscopy  throuoh  the  celiotomic  wound.  For  this  purpose  a 
thick  short  tube  should  be  used.     A  very  ingenious  speculum  for  the 
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Fig.  436. — A,  open  tube.  B,  light  carrier  to  be  used  durinj^  introduction.  C, 
large  lamp  needed  with  lens  system.  D,  lens  system.  E,  open  tube  for  use  with 
large  lamp. 

purpose  has  been  devised  by  Robert  Rendu.    It  is  expansile  at  its  distal 
end  and  gives  a  large  visual  field. 

LenS'Systcm  (/astroscopy.  After  having  obtained  all  possible  data 
from  open-tube  gastroscopy,  a  lens  system  may  be  introduced.  The 
Janeway  gastroscope  is  shown  in  Fig.  430.  The  introduction  of  the 
open  tube  is  by  the  author's  method  as  descrilied  in  Chapter  X.  Then 
the  small  lamp  carrier,  H,  is  withdrawn  and  the  large  lamp  carrier,  C, 
is  introduced.  Xext  the  lens  carrier,  D,  is  pushed  inside  of  the  hollow 
large  lamp  carrier.  The  lens  carrier  displaces  the  large  lamp  sidewise, 
permitting  the  window  of  the  lens  system  to  project  beyond  the  distal 
end  of  the  open  tube.  ( )xygen  from  a  tank,  or  air  from  a  compression 
tank  or  hand  ball,  is  then  used  to  distend  the  stomach  while  the  degree 
of  distension  is  watched  through  the  tube.     It  seems  probable  that,  as 
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suggested  by  Janeway,  the  air  or  oxygen  that  escapes  around  the  tube 
in  the  esophagus  would  prevent  an  injurious  degree  of  pressure.  This 
must  not  be  relied  upon,  however,  and  caution  against  over-distension 
is  advisable.  The  distended  area  in  the  stomach  assumes  a  funnel-like 
form  ending  at  the  apex  in  a  depression  with  radiating  folds  that  leads 
the  observer  to  think  he  is  looking  at  the  pylorus.  This  illusion  is  con- 
tributed to  by  the  foreshortenings  of  the  image  of  the  lens  system.  Prop- 
er comprehension  of  the  image  necessitates  familiarity  with  the  par- 
ticular instrument  used.  This  must  be  accjuircd  by  practice  on  a  mani- 
kin which  can  be  readily  devised  from  an  open  box,  which  permits  com- 
parison of  the  image  with  the  corresponding  naked  eye  view. 

A  good  illustration  of  endoscopic  views  of  the  stomach  through  the 
Janeway  lens  system  is  shown  in  Plate  VI. 


Part  II. 

Laryngeal  Surgery. 

INTRODUCTION. 

It  is  not  intended  here  to  te«ich  the  fundamentals  of  modern  aseptic 
surgery.  The  reader  is  supposed  to  have  had  a  number  of  years  of 
practical  training  in  a  good  clinic  under  a  master  of  surgery. 

OpcrntuK)  room  ortjanizatidn.  Modem  surgery  is  not  the  work 
of  one  man  hut  of  an  organization.  It  is  impossible  for  one  man  to  at- 
tend to  all  the  details  of  the  modern  operating  room,  and  he  is  dependent 
upon  the  conscience,  skill  and  ability  of  his  assistants,  nurses,  radio- 
graphers and  others.  The  organization  does  not  need  to  be  large,  but  it 
must  be  harmonious  and  each  must  work  for  the  conunon  good  rather 
than  to  satisfy  personal  ambitions.  There  must  be  no  failure  upon  the 
part  of  any  nurse,  instrument  or  apparatus  al  a  critical  moment,  in  short 
it  is  in  every  sense  of  the  word,  "team  work."  and  practice  together  is 
essential  for  the  l;est  results,  as  in  a  football  team. 


CHAPTER    XXXVI. 

Acute  Stenosis  of  the  Larynx. 

For  the  present  purpose  any  condition  that  narrows  the  lumen  oi 
the  larynx  and  immediately  subjacent  trachea  in  a  relatively  short  time 
may  be  considered  an  acute  stenosis.  Such  narrowing  may  be  due  to 
a  foreign  body ;  to  accumulation  of  secretions  or  exudates ;  to  distention 
of  the  tissues  by  air,  inflammatory  products,  serum,  pus,  etc.;  to  dis- 
placement of  relatively  normal  tissues  as  in  abductor  paralysis,  con- 
genital laryngeal  stridor;  to  neoplasms;  to  granulomata.  Two  or  more 
of  the  foregoing  may  be  combined.  In  fact,  the  stenosis  in  almost  all 
cases,  whatever  the  cause,  is  mechanically  increased  by  the  presence  of 
secretions,  temporary  inflammatory  conditions,  etc.,  in  the  already  nar- 
rowed lumen. 

Bdema  of  the  larynx  is  the  most  frequently  heard  of  acute  stenotic 
condition.  The  name,  however,  has  been  used  too  generally  in  the  ab- 
sence of  means  of  accurate  diagnosis  especially  in  children,  prior  to  the 
advent  of  direct  methods  of  examination  which  have  recently  rendered 
accurate  diagnosis  possible.  Edema  may  be  glottic,  supraglottic  or  sub- 
glottic. Strictly  speaking,  the  name  glottis  refers  to  the  chink  or  lumen, 
and  cannot  be  affected  with  edema.  Nevertheless  the  bordering  tissues 
can  be  edematous,  and  **glottic"  in  this  case  is  used  to  mean  a  region. 
As  a  pathologic  fact,  however,  the  vocal  bands  are  rarely,  themselves, 
acutely  edematous,  though  they  are  frequently  pushed  inward  by  the 
edema  of  the  basal  tissues,  and  thus  the  cordal  edges  encroach  on  the 
glottic  lumen,  though  not  themselves  edematous.  As  shown  by  Logan 
Turner  (Bib  542)  the  loose  cellular  tissue  is  most  frequently  concerned 
in  laryngeal  edematous  processes.  Acute  inflammatory  stenosis  may  be 
associated  with  relatively  superficial  mucosal  and  submucosal  inflamma- 
tion or  with  perichondritis.  These  processes  may  be  primary  or  may 
complicate  many  general  diseases,  especially  typhoid  fever. 

Acute  laryngeal  stenosis  complicating  typhoid  fever  deserves  espe- 
cial consideration,  as  it  is  frequently  overlooked  and  the  patient  is  per- 
mitted to  die  without  a  suspicion  of  the  laryngeal  stenosis,  because  these 
patients,  in  many  instances,  make  no  fight   for  air  and  often  are  only 
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slightly,  if  at  all,  affected  by  hoarseness  as  shown  by  the  author  in  an 
extensive  study  of  the  larynx  in  typhoid  fever  (Hib.  'ii>2).  A  typical 
case  of  acute  stenosis  complicating  typhoid  fever  reported  by  J.  H.  Bryan 
(Rib.  .'ifi'i  i.s  particularly  valuable  as  giving  an  accurate  description  of 
the  living  laryngoscopic  ptclure  hy  a  keen,  experienced  observer.       A 


FiC.  4.17. — Photograph  of  spi-cimtn  of  larynx  acutely  stenosed  by  perichon- 
dritis complicating  typhoid  fever  in  a  man  aged  forty  years.  A,  gap  where  speci- 
men was  excised  post-mortem.  B,  necrotic  left  arytenoid  cartilage  hanging  by  a 
ihred.  C,  necrotic  area  from  which  right  arytenoid  cartilage  necrosed  and  dis- 
appeared before  death.  D,  interior  view  of  traclicotoniic  wound.  Specimen  lent 
hy  Maj.  Frederick  Russell,  U.  S.  A.    Patient  of  Dr.  Joseph  H.  Bryan. 


photograph  of  the  autoptic  specimen  is  reproduced  in  Fig  437  by  cour- 
tesy of  Maj.  Frederick  R.  Russell,  Surgeon,  U.  S.  A.,  who  kindly  lent 
the  author  the  sfecimcn  from  the  Museum  of  the  Surgeon  General's 
office.  Acute  laryngeal  stenosis  in  typhoid  fever  may  be  due  to  cordal 
immobiliiy  from  either  paralysis  or  inflammatory  arytenoid  fixation  in  the 
absence  of  edema. 
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Laryngeal  stenosis  in  the  new-bom.  Another  class  of  cases  is  the 
children  bom  with  laryngeal  stenosis  of  anomalous  morbid  or  traumatic 
laryngotracheal  stenosis.  Examples  of  these  are  not  common  compared 
to  the  number  of  births,  but  doubtless  arc  usually  overlooked  when  they 
do  occur  because  they  are  simply  put  down  as  a  "blue  baby."  The  dis- 
tinguishing feature  is  that  whereas  a  "blue  baby"  from  failure  of  the 
foramen  ovale  to  close  is  pumping  the  air  in  and  out  regularly,  and  a 
"blue  baby"  from  apnea  does  not  make  the  respiratory  movements,  the 
laryngeally  stenosed  baby  is  making  the  respiratory  movements  but  little 
or  no  air  is  passing  in  or  out,  and  there  is  indrawing  at  the  suprasternal 
notch,  around  the  clavicles,  and,  in  some  cases,  even  in  the  epigastrium. 
The  following  case  communicated  to  the  author  by  Dr.  Freeland  is  so 
complete  and  accurately  observed  that  it  may  be  taken  as  typical. 

"Female;  full-term;  7  pounds;  lived  twenty-four  hours.  Easy  for- 
ceps delivery.  Mother  had  right-sided  pyelitis  with  temperature  101  to 
103,  pulse  110  to  130,  for  three  days  before  delivery.  Cords  pulsating 
strongly  and  regularly  and  child  had  a  good  color  on  delivery.  Made  oc- 
casional voluntary  efforts  at  inspiration,  but  gradually  passed  into  con- 
dition of  white  asphyxia.  Resuscitated  by  hot  bath  and  mouth  to  mouth 
artificial  respiration.  After  ten  to  fifteen  minutes  was  breathing  regular- 
ly and  had  a  good  color.  Never  cried.  Respirations  shallow.  From  this 
time  on  there  were  repeated  attacks  of  secondary  asphyxia  from  which 
the  child  was  revived  with  oxygen  and  mouth  to  mouth  insufflation.  After 
four  to  six  hours  these  attacks  of  asphyxia  were  accompanied  by  the  ex- 
cretion of  frothy  brownish  mucus  from  the  throat  and  lungs.  Respira- 
tions were  always  shallow  and  labored  and  the  accessory  muscles  con- 
tracted strongly  with  each  inspiration,  even  after  resuscitation  from  at- 
tacks of  asphyxia.  The  lungs  were  full  of  moist  rales,  the  respiratory 
murmur  was  very  short  and  much  less  pronounced  than  the  usual  in- 
fantile type.  Except  for  some  retraction  of  the  head  there  was  no  evi- 
dence of  cerebral  hemorrhage.  The  child  died  in  twenty-four  hours  in 
an  attack  of  asphyxia,  having  been  kept  barely  alive  for  some  hours 
by  constant  watching,  oxygen,  removal  of  mucus  from  the  throat  and 
mouth  to  mouth  artificial  respiration.  It  never  cried,  a  point  that  did 
not  receive  much  attention  until  the  autopsy  was  performed.  The  clinical 
diagnosis  was  atelectasis.  Autopsy  was  performed  by  Dr.  .Andrews,  who 
found:  Malformation  of  larynx,  sub-dural  hemorrhages,  bilateral.  He- 
matoma of  scalp,  right  side.  Subserous  hemorrhages  of  lungs  and  heart. 
Inflammatory  foci  in  right  lung.  Subcutaneous  hemorrhages.  Anemia. 
Larynx ;  cricoid  and  arytenoid  cartilages  are  much  thickened  and  firmer 
than  normal.  The  glottis  is  very  small,  just  admitting  the  head  of  a 
moderate-sized  probe.     The  vocal  cords  arc  shortened,  thicker  and  firm- 
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er  than  normal.    Remarks:    The  pathology  found  was  doubtless  all  sec- 
ondary' to  the  laryngeal  stenosis.     Death  was  by  asphyxia. 

The  author  has  seen  three  cases  of  acute  lar\'ngeal  stenosis  from 
perichondritis  in  infants  a  few  weeks  old.  The  thymus  gland  was  large 
in  all  three  cases,  probably  due  to  the  vascular  engorgement  of  dysp- 
nea, and,  had  the  children  died,  the  death  would  have  been  attributed  to 
status  lymphaticus.  In  each  of  the  cases  direct  examination  revealed 
laryngeal  stenoses  and  a  total  absence  of  thymic  or  any  other  tracheal 
compression,  and.  most  important  of  all.  tracheotomy  completely  relieved 
all  the  symptoms,  the  children  recovered  and  were  decannulated  after 
the  cure  of  the  larj-ngeal  stenosis.  As  to  the  cause  of  the  perichondritis 
the  author  is  unable  to  say  positively.  The  cases  were  all  forceps  de- 
liveries, and  traumatism  either  during  accouchement  or  clearing  the 
mouth  and  pharynx  afterward  might  have  been  a  factor.  The  father 
of  one  of  the  patients  was  luetic,  but  neither  lues  nor  tuberculosis  has 
appeared  in  any  of  the  three  children  though  they  are  now  two,  three 
and  six  years  of  age  respectively.  The  stenotic  symptoms  began  in  all 
three  of  the  cases  between  the  second  and  the  fourth  week.  The  author 
at  present,  has  another  similar  case  of  stenotic  lar)^ngeal  perichondritis, 
starting  three  weeks  after  delivery  and  reaching  the  almost  fatal  point 
in  the  eighth  week.  The  laryngeal  nature  of  the  trouble  was  recognized 
bv  Dr.  William  Kirk  who  sent  the  case  to  the  author.  The  child  was  mori- 
bund  from  starvation  and  loss  of  sleep.  It  had  been  so  busy  fighting  for 
air  that  it  had  no  time  for  eating  and  sleeping.  The  left  side  of  the 
subglottic  region  was  bulged  in  until  there  was  only  a  slight  crevice  left 
through  which  to  breathe.  The  swelling  was  firmer  than  an  edema  and 
contained  pus.  The  author  did  a  tracheotomy  with  complete  relief  of  the 
dyspnea  after  which  it  nursed  and  slept  normally.  A  quantit}'  of  muco- 
pus  escaped  from  the  trachea  as  soon  as  the  tracheal  incision  was  made. 
Like  all  the  other  patients,  it  gave  the  usual  tracheotomic  sigh  of  relief 
and  respiratory  pause  after  the  trachea  was  opened. 

The  glottis  normallv  is  relativelv  narrow  in  the  new-bom. 

Snrfjical  treatment  of  acute  larymjcal  stenosis.  Multiple  puncture 
of  acute  inflammatory  edema  is  readily  accomplished  with  the  knife.  Fig. 
85.  used  through  the  direct  laryngoscope.  Fig.  14.  As  a  rule,  however, 
this  is  by  no  means  certain  to  be  helpful  for  any  length  of  time  and 
recrudescence  of  the  edema  may  be  fatal  in  the  absence  of  a  tracheotom- 
ist.  In  view  of  this,  and  especially  in  view  of  the  great  therapeutic  effect 
of  tracheotomy  in  ail  inflammatory  states  of  the  larynx,  tracheotomy 
should,  in  most  cases,  be  done  in  preference.  Intubation  is  treacherous 
and  unreliable  in  all  except  diphtheritic  cases.  In  the  latter.  O'Dwyer's 
intubation  is  ideal,  if  the  patient  be  carefully  watched. 


CHAPTER    XXXVII. 

Tracheotomy. 

INDICATIONS  FOR   TRACHEOTOMY.* 

As  a  therapeutic  measure  in  diseases  of  the  larynx,  tracheotomy 
should  occupy  a  more  prominent  place  than  has  ever  been  accorded  to  it. 
Whether  the  therapeutic  effect  is  due  to  rest  of  the  larynx  or  not,  the 
author  is  unable  to  say,  but  the  effect  in  many  diseases  is  abundantly 
proven  according  to  his  experience.  Inefficacious  antiluetic  treatment 
of  luetic  laryngitis  has  immediately  produced  results  after  tracheotomy. 
A  number  of  writers  have  discredited  tracheotomy  in  tuberculosis.  The 
author's  experience  has  been  quite  the  reverse.  In  a  number  of  cases 
with  advanced  laryngeal  tuberculosis,  but  with  relatively  slight  lung 
lesions,  marked  improvement  and  relative  cures  have  followed  tracheo- 
tomy, combined  in  some  instances  with  the  healing  of  ulcerations  and  the 
reduction  of  infiltrations  by  the  galvano-cautery.  These  procedures  en- 
abled the  patient  to  be  nourished  systematically  in  cases  in  which  the  pa- 
tient was  rapidly  declining  because  of  inanition,  owing  to  the  odynphagia. 
Tracheotomy  was  done  in  these  cases  only  partly  for  the  purpose  of 
rest  of  the  larynx,  but  mainly  to  permit  of  perfect  ventilation  of  the 
lung,  which  was  but  inefficiently  carried  on  through  the  narrowed  glottic 
chink.  Perichondritis  and  other  inflammations  of  any  etiology  are  often 
very  promptly  benefited  by  tracheotomy. 

Tracheotomy  for  foreign  bodies  is  no  longer  indicated  either  for  the 
removal  of  the  intruder  or  for  the  insertion  of  the  bronchoscope.  In  the 
absence  of  a  bronchoscopist  the  surgeon  is  perfectly  justified  in  relieving 
dyspnea  in  a  foreign  body  case  by  tracheotomy.  Tracheotomy  may  be 
urgently  indicated  for  foreign  body  dyspnea,  but  not  for  foreign  body 
removal. 

Tracheotomy  for  respiratory  arrest.  In  the  absence  of  any  stenosis 
of  the  larynx,  tracheotomy  may  be  urgently  indicated  in  respiratory  ar- 

•This  chapter  is  a  revision  of  a  lecture  delivered  by  the  author,  by  invitation, 
before  the  Philadelphia  Laryngological  Society,  Sept.  23,  1913. 
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rest  for  the  insufflation  of  oxygen  and  amyl  nitrite.  Ordinary  Sylvester 
artificial  respiration  is  much  more  efficient  if  a  tracheotomy  has  been 
done  because  it  eliminates  the  pharyngo-laryngeal  '^death  zone.''  The 
pulmotor  and  similar  apparatus  are  fairly  efficient.  Bronchoscopic  oxygen 
insuflflation  is  better  than  either,  if  available.  Paralysis  of  respiration 
in  bulbar  palsy,  cerebellar  abscess  and  the  like  may  produce  intense 
cyanosis,  for  which  tracheotomy  may  not  be  indicated.  lUit  unless  the 
diagnosis  is  certain  from  previous  study  of  the  case,  arrest  of  respiration 
with  cyanosis  is  always  an  indication  for  tracheotomy.  The  cause  can 
be  ascertained  later.  Many  times  more  people  have  died  for  want  of  a 
tracheotomy  than  have  ever  died  from  the  operation. 

There  comes  a  lime  when  a  patient  may  die  because  he  can  no  long- 
er stay  awake  to  breathe.  When  he  attempts  to  doze,  the  loss  of  the 
accessory  muscular  activity  deprives  him  of  air  and  he  is  wakened  by 
threatened  asphyxia.  We  all  preach  early  tracheotomy,  but  practically 
always  do  it  late — dangerously  late.  Rarely  indeed  is  it  justifiable  to 
wait  for  cyanosis,  or  still  worse,  ashy  gray  ''cyanosis."  When  respira- 
tory arrest  comes  from  laryngeal  or  tracheal  obstruction  it  comes  abrupt- 
ly.    Five  factors  contribute  to  relatively  sudden  death  in  dyspneic  cases. 

1.  The  patient  from  want  of  sleep  reaches  the  point  where  he  can- 
not longer  stay  awake  to  breathe. 

2.  Secretions  accumulate  rapidly  toward  the  last  because  the  laryn- 
geal condition  interferes  with  expectoration. 

3.  The  patient  worn  out  by  his  fight  for  air  gives  up  from  ex- 
haustion. 

The  foregoing  three  factors  apply  with  especial  force  to  dysjinea  of 
gradual  onset  and  especially  in  children. 

4.  Venous  engorgement  suddenly  increases  in  increasing  progres- 
sion as  dyspnea  increases.    Thus  a  vicious  circle  is  established. 

0.  Any  excitement  or  struggle  increases  dyspnea,  hence  the  first 
steps  of  an  operation  or  of  attempted  application  of  an  anesthetic  in- 
haler, precipitates  respiratory  arrest. 

It  is  particularly  dangerous  to  postpone  tracheotomy  over  night  un- 
less a  good  experienced  tracheal  nurse  is  watching  the  patient.  Too 
often  nurses  who  are  ordinarily  good  and  well-trained,  but  inexperienced 
in  tracheotomy,  will  think  the  patient  is  "sinking''  when  really  he  is 
asphyxiating.  Death  for  want  of  a  tracheotomy  has  resulted  from  the 
failure  to  recognize  that  a  patient  with  a  monolateral  paralysis  is  in  con- 
stant danger  of  asphyxia  in  two  ways:  (1)  The  paralysis  may  become 
bilateral.  (2)  There  may  be  bilateral  adductor  spasm  (or  spasm  of  the 
mobile  cord).  The  first  of  these  is  more  often  recognized  than  the  lat- 
ter, for  it  does  not  seem  to  be  generally  known  that  severe  and  dangerous 


586  TRACHEOTOMY. 

bilateral  spasm  even  in  a  palsied  cord,  may  be  caused  from  a  mediastinal 
pressure  effecting  both  the  afferent  and  efferent  vagal  fibers.  The  au- 
thor has  seen  such  cases.  If  a  patient  with  monolateral  recurrent  paraly- 
sis goes  where  he  cannot  be  watched,  he  does  so  at  his  peril.  Tracheo- 
tomy may  be  indicated  as  a  preliminary  procedure  to  laryngectomy  and 
other  procedures.  It  is  sometimes  needed  to  relieve  bechic  air  pressure 
in  order  to  obtain  healing  of  the  plastic  flap,  in  the  closing  of  tracheal 
fistulae.  Angioneurotic  edema  of  the  larynx  is  usually  an  urgent  indica- 
tion for  early  tracheotomy. 

Subcutaneous  rupture  of  the  trachea  from  external  trauma  may  ne- 
cessitate tracheotomy  as  shown  in  the  following  case.  The  author  was 
called  to  the  Presbyterian  Hospital  to  examine  a  case  of  extreme  dysp- 
nea and  cyanosis.  He  found  a  boy  of  fifteen  years  admitted  with  a  his- 
tory of  having  fallen  down  a  flight  of  steps,  striking  his  neck  across  the 
arm  of  a  chair  that  stood  at  the  foot.  Apparent  unconsciousness  for  a 
few  minutes  was  followed  by  pain  on  swallowing,  and  in  a  few  hours 
by  an  emphysematous  swelling  of  the  neck  which  gradually  extended 
over  the  entire  body  from  the  edges  of  the  scalp  to  the  soles  of  the  feet. 
Severe  dyspnea  began  about  24  hours  after  the  accident.  Occasionally 
coughing  brought  up  a  considerable  quantity  of  bloody  mucus.  Indi- 
rect laryngeal  examination  was  negative.  Introduction  of  the  broncho- 
scope showed  the  trachea  full  of  bubbling  bloody  secretions  which,  when 
cleared  away,  showed  a  horizontal  wound  in  the  tracheal  mucosa  ex- 
tending from  the  front  of  the  trachea  around  the  left  side  about  the  level 
of  the  second  ring.  Below  this  the  trachea  was  compressed  to  a  scabbard 
shape.  Pushing  the  bronchoscope  on  downward  completely  relieved  the 
dyspnea.  The  bronchoscope  was  left  in  situ  while  a  long  incision  was 
made  in  the  front  of  the  neck.  When  the  trachea  was  reached  the  point 
of  rupture  was  found  to  be  between  the  first  and  second  rings.  The 
usual  vertical  tracheotomic  incision  was  made  quite  low  down  and  a 
long  tracheal  cannula  inserted  which  relieved  the  breathing  completely 
on  removal  of  the  bronchoscope.  The  emphysema  subsided  in  a  few 
days,  the  patient  was  decannulated  without  difficulty  and  a  prompt  re- 
covery ensued. 

Subcutaneous  rupture  of  the  trachea  is  a  very  rare  accident  but 
there  are  a  number  of  cases  scattered  through  the  literature.  The  author 
believes,  however,  that  this  is  the  first  case  observed  bronchoscopically. 
It  serves  to  demonstrate  the  usefulness  of  the  bronchoscope  in  the  diag- 
nosis of  the  exact  mechanical  cause  of  dyspnea  and  also  demonstrates  the 
advantage  elsewhere  mentioned  of  using  the  bronchoscope  temporarily  to 
relieve  dyspnea  and  to  furnish  useful,  though  not  essential  aid  in  tracheo- 
tomv. 
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.■icroinfoalic  stenosis  of  the  larj-nx  as  shown  in  Fig.  i'iS  is  a  rare 
but  urgent  indication  for  tracheotomy.  Glottic  spasm  in  a  case  referred 
to  the  author  by  Dr.  M.  L.  Stevenson  was  severe  at  times  and  would 
have  been  fatal  without  Irachentomy.  The  acromegalic  overgrowth  of 
the  larynx  was  so  great  that  the  slightest  spasm  would  shut  up  the  al- 
ready narrowed  glottic  chink. 


Fk;.  4,i8.— .\crt>mtgalie  stenosis  of  tlie  larynx  in  a  man  forty  years  of  age.  The 
thyroid  cartilape  was  shown  by  a  radiograph  to  be  enormously  overgrown.  The 
massive  conlonr  of  the  laryngeal  landmarks  correspondetl  to  the  massive  facie*. 
Frequent  glottic  spasm,  with  the  narrowed  chink,  rcyuired  tracheotomy. 


CiJNTRAINtlIC.\TIONS   To    TK.\CHi;fiT(): 

There  are  no  contraindications  lo  tracheolomv. 


MORT.\f.lTV   IIF    TRACHKimjMY 


The  mortality  of  tracheotomy  must  be  distinguished  from  that 
of  the  lack  of  promptness  in  perfortning  it,  and  especially  from 
that  due  to  inefficient  after-care.  We  frequently  save  life  when 
the   patient    is    unconscious,    limp    and    relaxed,    with    the    respiration 
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entirely  abolished,  and  the  pulse  nearly  or  quite  imperceptible.  In 
the  experience  of  all  of  us,  many  times  has  the  result  of  quick  work 
seemed  like  quickening  the  dead.  In  one  of  the  author's  cases  the  heart, 
as  well  as  the  lungs,  had  ceased  to  act,  the  pupils  wide  open  and  fixed, 
according  to  Dr.  Clarence  Ingram  and  Dr.  Thomas  T.  Kirk,  who  were 
watching  the  patient.  The  operation  should  be  done  in  all  patients  ap- 
parently dead  of  asphyxia.  Under  local  anesthesia  and  at  the  proper 
time,  tracheotomy  should  be  free  from  dangers  of  shock,  hemorrhage, 
or  consecutive  broncho-pneumonia.  Between  the  skin  and  the  trachea, 
in  the  middle  line,  there  is  no  lacrge  vessel,  and  no  important  structure. 
There  should  be  no  more  mortality  from  the  operation,  per  se,  than  from 
the  opening  of  superficial  abscesses  by  an  incision  of  equal  length.  The 
shortened  route,  with  consequent  deficiently  warmed,  moistened  and  fil- 
tered air,  does  not  seem  to  be  injurious  to  the  lower  air  passages.  Mor- 
tality during  tracheotomy  is  usually  caused  by  general  anesthesia.  Mor- 
tality after  tracheotomy  is  usually  due  to  want  of  proper  care  and 
watchfulness.  No  tracheotomic  case  should  draw  an  unwatched  breath 
so  long  as  his  larynx  is  tightly  stenosed. 

Of  472  tracheotomies  done  in  the  clinic  and  elsewhere  by  Dr.  Pat- 
terson and  the  author,  there  has  been  a  mortality  of  6  (1.27  per  cent). 
This  includes  all  cases  that  died  from  any  cause  whatever  within  a  week 
of  the  operation.  These  statistics  show  that  the  operation  is  much  less 
dangerous  than  is  generally  supposed.  It  is  to  be  noted  that  in  many  of 
the  cases  the  operation  was  done  later  than  it  should  have  been,  and  if 
the  series  had  shown  even  a  ten  per  cent  mortality,  it  would  not  have 
changed  the  author's  opinion  that  the  operation  is  an  entirely  safe  one 
when  performed  at  the  first  indication. 

INSTRUMKNTS. 

For  a  tracheotomy  the  essentials  are  a  knife  and  a  pair  of  hands. 
Even  eyesight  is  not  essential,  and  the  author  twice  has  been  quite  suc- 
cessful in  a  dark  room  with  nothing  but  a  knife.  Such  performances, 
while  life-saving  and  justifiable  in  emergencies,  are  to  be  avoided,  when 
possible,  by  early  operation  with  proper  preparation.  In  all  surgery  it 
is  wise  to  have  the  armamentarium  as  simple  as  possible.  It  is  especially 
necessary  in  operations  which,  like  tracheotomy,  are,  in  some  instances, 
extremely  urgent.  The  following  list  contains  all  that  should  ever  be 
needed : 
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TRACHEOTOMY  INSTRUMENTS. 

Headlight.  Curved  needles. 

Scalpels.  Needle  holder. 

Retractors.  Tape  (good  white  linen). 

Tenaculum.  Gauze  sponges. 

Trousseau  dilator.  Sand  bag. 

Hemostats.  Catgut  ligatures. 

Scissors.  Silk  wonn  sutures. 

Tracheal  cannula.  Tubing  for  oxygen  tank. 

Infiltration  solution.  Hypodermic  syringe   for  local  an- 
esthesia. 

Tracheotomic  cannitlae.  The  cannulae  of  the  shops  are  very  defect- 
ive and  have  been  the  cause  of  death  in  many  cases.  In  all  the  adult 
sizes  they  are  too  short  to  reach  the  trachea  after  the  reactionary  swell- 
ing has  reached  its  maximum.  This  swelling,  in  some  instances,  doubles 
the  distance  from  the  trachea  to  the  skin,  and  thus  withdraws  the  cannula 
from  the  trachea.  The  thin  stream  of  air  hissing  through  the  tracheal 
incision  deludes  the  nurse  and  the  i)atient  slowly  sinks.  Such  cases  (Fig. 
141)  have  been  recorded  as  **edema  of  the  lungs"  or  ''dyspnea  only  tem- 
porarily relieved  by  tracheotomy,"  etc.  Cases  of  compression  and  other 
forms  of  tracheal  stenosis  require  a  cannula  still  longer  and  in  some  in- 
stances it  must  reach  to  the  bifurcation  (Fig.  A,  VM^  and  Fig.  442).  A 
fenestrum  in  a  cannula  is  a  great  mistake.  The  patient  can  get  plenty  of 
air  past  the  unfenestrated  cannula  and  the  latter  avoids  the  troublesome 
ulcerations,  fungations  and  cicatricial  mischief  set  up  by  a  fenestrum ; 
which,  moreover,  is  seldom  in  position  to  do  any  good.  Tapered  cannulae 
are  due  to  a  curious  misunderstanding  of  physics.  To  overcome  the  defi- 
ciencies found  in  all  the  cannulae  in  the  shops,  the  author  has  had  made 
by  Messers  Pilling  a  full  set  of  cannulae  (B,  Fig.  43t))  of  sufficient 
length  to  reach  the  trachea  in  every  instance,  no  matter  how  great  the 
swelling,  even  in  cases  of  Lud wig's  angina.  Later  when  the  reactionary 
swelling  subsides,  the  space  between  the  shield  and  the  neck  is  taken  up 
by  additional  dressings  ( Fig.  44 1  ) ,  propping  the  shield  out  to  the  proper 
point  so  that  the  inner  end  of  the  cannula  does  not  turn  forward  and 
press  against  the  trachea.  This  extra  length,  with  proper  curvature  en- 
ables the  operator  to  fit  the  tube  exactly  to  any  case,  and  in  no  instance 
is  the  cannula  accidentally  withdrawn  from  the  trachea  with  consequent 
asphyxia  of  the  patient.  These  tubes  are  made  to  the  author's  scale 
(Fig.  440).  If  these  tubes  are  found  too  long,  the  chances  are  the  tra- 
cheotomy has  been  done  too  high.  For  stenosis  deep  down  beyond  the 
point  where  a  tracheotomy  wound  can  get  below  it,  the  long  cane-shaped 
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cannulae  shown  at  A,  Fig.  439  are  to  be  used.  With  the  aid  of  the 
bronchoscope  to  determine  the  condition,  no  patient  should  die  for  want 
of  air  as  long  as  he  has  the  lung  tissue  to  utilize  it.  These  long  can- 
nulae may,  in  some  instances,  require  cutting  off  to  the  proper  length. 
Under  ordinary  circumstances,  they  should  never  touch  the  carina  at 
the  bifurcation  of  the  trachea,  though  in  some  instances  it  is  necessary 
to  extend  them  into  one  or  the  other  bronchus,  as  in  the  case  illustrated 
in  Fig.  405.  The  usefulness  of  these  cannulae  in  thymic  stenosis  has 
already  been  herein  illustrated  (Fig.  407).  A  cane-shaped  cannula  com- 
pletely relieving  the  dyspnea  of  compressive  malignant  retrosternal  goitre 


Fig.  439. — Author's  tracheotomic  cannulae.  A  shows  canc-shapcd  cannula  for 
use  in  intrathorac'c  compressive  or  other  stenoses.  B  shows  full-curved  cannula 
for  regular  use.  Pilots  are  made  to  fit  the  outer  cannula;  the  inner  cannula  not 
heing  inserted  until  after  withdrawal  of  the  pilot. 

is  shown  in  Fig.  442.  To  prevent  trauma  to  the  tracheal  cartilages  or 
to  the  walls  of  the  fistula,  as  well  as  to  facilitate  introduction  when  the 
fistula  tightens  from  cicatricial  contraction  pilots  are  necessary  with  any 
kind  of  cannula.  It  is  unnecessary  to  have  the  pilots  fenestrated  and 
hollow,  because  the  introduction  of  the  cannula  involves  but  a  moment 
and  it  is  easy  for  the  patient  to  get  along  without  breathing,  or  even  to 
hold  his  breath,  for  such  a  brief  time. 

Some  patients  with  more  or  less  chronic  conditions  which  interfere 
with  inspiration,  but  having  expiration  free  and  easy,  can  be  relieved 
of  the  necessity  of  closing  the  tube  during  expiration  when  they  wish  to 
speak,  by  the  valve  cannula  of  DeSanti.     The  inspiration  is  through  the 


TRACIIKOTOMY. 


y.)\ 


cannula  in  the  ordinary  way,  but  on  expiration  a  valve  closes  off  the 
opening  to  the  external  air  through  the  neck  and  thus  the  air  is  forced 
through  the  larynx,  which  the  patient  uses  for  phonation.  The  author 
prefers,  however,  the  finger  for  temporary  occlusion,  and  a  cork  for  pro- 
longed occlusion,  as  mentioned  in  connection  with  chronic  laryngeal 
stenosis. 

An  emergency  may  occur  away  from  home  when  a  tracheotomy  has 
to  be  done,  and  there  is  no  cannula  at  hand.  L'nder  such  circumstances, 
it  has  been  customary  to  recommend  the  suturing  of  the  edges  of  the 
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Fig.  440. — Scale  of  correct  size  and  radius  of  curvature  of  the  author's  tracheo- 
tomic  cannulae  for  the  various  ages. 
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Fig.  441. — Schema  showing  thick  pad  of  gauze  dressing,  filling  the  space,  A. 
and  used  to  hold  out  the  author's  full-curved  cannula  when  too  long,  prior  to  reac- 
tionary sweUing,  and  after  subsidence  of  the  latter.  At  the  right  is  shown  the  man- 
ner in  which  the  ordinary  cannula  of  the  shops  permits  a  patient  to  asphyxiate, 
though  some  air  is  heard  passing  through  the  tracheal  opening,  H,  after  the  cannula 
has  been  partially  withdrawn  l)y  swelling  of  the  tissues,  T. 


trachea  to  the  skin.  This  is  <|uite  unreliable,  because  no  such  sutures  can 
be  relied  upon  to  hold  the  trachea  very  long.  A  makeshift  cannula 
formed  by  slitting  one  end  of  a  short  piece  of  rul)ber  tubing  and  attaching 
strong  cord  to  each  half  of  the  slit  end,  may  be  used,  but  if  the  patient  is 
left  in  inexperienced  hands,  the  chances  are  that  he  will  asphyxiate  from 
an  accident  to  such  a  contrivance.  Of  course,  if  he  is  in  charge  of  any- 
one who  understands  spreading  the  tracheal  wound,  he  will  be  safe  if 
closely  watched :  but  the  sooner  a  proper  cannula  is  obtained  the  better. 
No  hospital  or  surgeon  should  l)e  so  poorly  equipped  as  to  be  compelled 
to  resort  to  a  makeshift  so  hazardous  to  human  life.     Cannulae  should 
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never  be  made  of  aluminum.  This  metal  is  corroded  by  boiling,  and  often 
by  wound  secretions.  It  loses  its  polish  quickly  and  soon  becomes  very 
rough.  Hard  rubber  is  very  objectionable  because  it  loses  shape  on  boil- 
ing, and  its  walls  are  so  thick  as  to  leave  too  little  lumen.  If  made  thin 
it  may  break.  Soft  rubber  is  open  to  the  same  objection  and  besides  is 
ver>'  irritating  to  the  wound.  Either  sterling  silver,  or  "German  silver" 
(neusilber)  plated  with  pure  silver  should  be  used. 

High  or  low  tracheotomy.       Which?    It  is  very  unfortunate  that 
there  ever  was  made  the  ilislinctiou  between  operation.!;  above  and  those 


ssion   stenosis,   the  dyspnea 
e-shaped  tracheotomic  cannula. 


below  the  isthmus  of  the  thyroid  gland.  Usually  three  separate  oper- 
ations are  described  under  tracheotomy:  namely,  inlercricothyroidotomy, 
high  tracheotomy,  low  tracheotomy.  Intercricothyroidotomy  should  never 
be  done,  unless  the  operator  does  not  fee!  competent  to  do  a  quick  tra- 
cheotomy below  the  cricoid.  Obviously,  anything  is  justifiable  to  save 
life,  but  the  risk  of  subsequent  stenotic  troubles  is  very  much  greater 
after  a  stab  operation  through  the  cricothyroid  membrane.  Only  a  small 
cannula  can  be  inserted.  To  enlarge  the  incision  the  cricoid  must  be  cut 
which  is  a  thing  to  be  avoided  when  possible.  Furthermore,  one  may  not 
know  the  lower  limits  of  a  stenosis,  which  may  be  too  low  to  be  relieve.1 
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by  the  cricothyroid  operation.  It  is  unfortunate  that  any  distinction  has 
ever  been  made  between  high  and  low  tracheotomy  because  most  oper- 
ators when  a  low  tracheeotomy  is  decided  upon  proceed  to  make  a  low 
incision.  No  wonder  they  consider  it  a  difficult  operation.  A  low  in- 
cision means  a  short  incision  and  consequently  they  are  working  at  a 
great  disadvantage  down  in  a  deep  narrow  wound  full  of  blood.  If  there 
was  no  division  into  high  and  low  operations  the  trachea  would  always 
be  exposed  high  w-here  it  is  superficial  and  followed  down  to  the  point 
at  which  it  is  decided  to  open  it.  The  inexperienced  operator  will  find 
it  easy  to  lay  bare  **Adam's  apple.'*  He  should  not  incise  it,  but  simply 
follow  it  down  until  he  comes  to  the  first  tracheal  rings.  If  he  makes 
a  long  external  incision,  allowing  himself  plenty  of  room  for  the  separa- 
tion of  the  tissues,  the  trachea  can  be  very  cjuickly  followed  from  above 
downward,  and  incised  at  any  point  desired.  If  the  thyroid  gland  is  ver>' 
much  hypertrophied,  it  may  be  necessary  in  some  instances  to  cut  through 
the  isthmus,  retracting  each  lobe,  though  ordinarily  this  is  not  required, 
because  the  isthmus  is  freely  movable  upward  or  downward,  and  room 
enough  can  be  obtained  for  the  insertion  of  the  cannula  either  above  or 
below.  Cricothyroidotomy  should  not  be  the  operation  of  choice.  It 
or  anything  else  is  justifiable  for  the  saving  of  life  but  cutting  through 
the  cricothyroid  membrane  means  invasion  of  the  subglottic  region  of 
the  larynx  by  inflammatory  reaction,  and  this  is  almost  certain  to  be 
followed  by  more  or  less  laryngeal  stenosis  and  perichondritis.  Dr. 
Patterson  and  the  author  have  noticed  that  a  very  large  proportion  of 
the  cases  coming  to  our  attention  for  the  relief  of  post  tracheotomic  laryn- 
geal stenosis  has  been  in  the  cases  where  the  operation  has  been  done 
through  the  cricothyroid  membrane.  Every  one  of  these  cases  was  an 
emergency  operation  and  saved  the  patient's  life,  many  of  them  being 
done  practically  in  the  dark  and  were  perfectly  justifiable,  yet  the  author 
deems  it  his  duty  to  call  attention  to  this  matter  because  of  the  prevalent 
opinion  among  larjmgologists  and  general  surgeons  that  the  high  tracheot- 
omy, even  as  high  as  the  cricothyroid  membrane,  is  an  operation  of 
choice  when  quick  work  is  needed.  Division  of  the  thyroid  gland  is  a 
trifling  matter  and  should  in  no  case  influence  the  operator  to  make  the 
mistake  of  doing  tracheotomy  higher  than  the  second  ring  of  the  trachea. 
When  done  for  subglottic  edema,  the  opening  should  be  made  below  the 
third  ring  of  the  trachea,  not  but  that  a  higher  tracheotomy  with  a  prop- 
erly fitting  cannula  would  relieve  the  dyspnea,  but  the  reaction  around 
the  tube,  plus  the  subglottic  inflammation  already  present,  is  very  apt  to 
lead  to  stenosis.  Particularly  pernicious  is  it  to  incise  the  cricoid  car- 
tilage.    Stenosis  is  almost  certain  to  follow. 
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The  author  has  been  called  upon  to  do  a  tracheotomy  in  a  case  of 
laryngoptosis  in  a  man  54  years  of  age  affected  with  cancer  of  the  larynx. 
As  almost  the  entire  thyroid  cartilage  was  below  the  sternal  notch,  as 
shown  in  another  case  (Fig.  404),  a  subhyoid  pharyngotomy  was  done 
and  a  cane-shaped  tube^  Fig.  439,  was  inserted  down  through  the  larynx 
into  the  trachea.  When  the  cannula  was  removed  for  cleaning,  the 
growth  would  push  out  and  close  up  the  lumen  within  about  one  minute's 
time,  but  by  having  two  cannulae,  as  is  our  regular  custom,  and  with  the* 
obturator,  with  which  these  tubes  are  fitted,  the  nurse  could  very  readily 
make  the  change.  All  forms  of  trapdoor,  transverse  and  other  special 
plans  for  the  tracheal  incision  ?ire  often  followed  by  stenosis  (Fig.  12, 
Plate  I)  especially  if  the  tube  is  worn  for  a  long  time. 
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Fig.  443. — Schema  showing  the  necessity  for  avoiding  making  two  trachcotomic 

openings  close  together.  A  represents  the  old  tracheotomic  wound  and  B  the  new 
one,  leaving  one  or  two  rings  in  the  island  of  cartilage,  C,  undivided.  When  a 
tracheotomic  cannula,  D,  is  inserted  the  island,  E,  is  pressed  back  into  the  lumen 
of  the  trachea,  T,  resulting  eventually  in  a  permanent  stenosis  as  shown  in  the 
schematic  endoscopic  view,  H,  which  represents  the  view  down  the  trachea  at  the 
point,  E,  when  the  tracheotomic  cannula  was  temporarily  removed  for  oral 
tracheoscopy. 

When  necessary  to  do  a  tracheotomy  below  one  not  already  healed, 
it  is  necessary  to  work  without  leaving  an  island  of  cartilage  between  the 
old  and  the  new  wound  as  will  be  understood  by  reference  to  Fig,  443. 
It  is  not  that  the  island  of  cartilage  in  this  instance  would  be  apt  to  die, 
but  a  ring  or  two  of  cartilage  has  very  little  resistance  to  pressure  and 
one  or  two  rings  will  be  easily  pressed  in  by  the  cannula  as  shown  in  the 
illustration,  and  to  become  fixed  there  by  inflammatory  tissue  as  hap- 
pened in  the  case  from  which  the  drawings  were  made. 

When  a  tracheotomy  is  urgently  needed  before  a  diagnosis  has  been 
made  in  a  case  suspected  of  being  luetic,  cancerous  or  tuberculous,  it  is 
best  to  commence  the  incision  high  up  so  that  the  thyroid  cartilage  can  be 
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exposed  and  examined.  Very  often  in  laryngeal  lues  and  tuberculosis 
that  has  progressed  so  far  as  to  need  tracheotomy,  perichondria!  involve- 
ment of  a  plainly  inflammatory  character  is  manifest. 

Asepsis.  In  emergencies,  the  saving  of  life  may  demand  the  dis- 
regard of  all  the  niles  of  modern  surgery,  not  only  as  to  the  preparation 
of  the  patient  but  even  as  to  the  sterilization  of  a  knife  and  the  hands. 
It  has  happened  to  every  surgeon  not  to  see  the  patient  until  after  the 
breathing  has  ceased.  Except  under  such  extreme  circumstances  all  the 
aseptic  precautions  should  be  carried  out  with  the  same  care  as  if  the 
brain,  abdomen  or  thorax  were  to  be  opened.  Such  a  statement  may  seem 
superfluous  to  the  surgeon,  who,  of  course,  expects  to  do  all  his  work 
thus.  But  it  is  necessary  to  be  especially  disciplinary,  as  there  is  a  nat- 
ural tendency  upon  the  part  of  nurses,  internes  and  others  to  permit 
laxity  because  the  patient  coughs  through  the  wound  and,  in  some  in- 
stances, the  surgeon  must  work  through  both  mouth  and  wound.  It 
must  be  remembered,  however,  that  the  patient  is  more  or  less  immune 
to  the  organisms  he  himself  harbors,  while  he  may  be  extremely  suscep- 
tible to  organisms,  nominally  and  morphologically  the  same  introduced 
from  another  source.  Rubber  tubing  of  proper  size  for  the  oxygen 
tank  should  be  sterilized  with  the  instruments  and  one  end  attached  by 
the  unsterile  nurse  to  the  tank.  Then  the  tank  should  be  covered  with 
wet  sterile  towels  so  that  it  can  be  handled  bv  the  sterile  assistant.  All 
confusion  and  septic  risks  are  thus  avoided  when  oxygen  is  needed  in  a 
hurry.  The  author's  tank  holder  illustrated  on  a  previous  page,  is  a  life- 
saving  convenience. 

Preparation  of  the  patient.  All  the  precautions  mentioned  in  Chap- 
ter III  must  be  carried  out,  except  in  great  emergencies.  In  addition, 
it  would  be  wise  to  extract  carious  teeth,  or  have  them  filled  and  to  com- 
bat oral  sepsis  in  all  the  ways  mentioned.  If  any  operation  on  the  larynx 
IS  contemplated,  it  becomes  absolutely  imperative  to  get  rid  of  every  dead 
tooth  or  root  and  to  clean  up  and  fill  every  spot  of  caries.  The  face  and 
front  of  the  neck  should  be  shaven  in  case  of  a  man.  The  skin  of  the 
neck  and  chin  should  be  prepared  by  iodin  solution,  used  on  the  dry  skin, 
in  the  case  of  adults.  The  more  tender  skin  of  children  should  be 
scrubbed  with  a  gauze  sponge,  using  soap  and  water,  followed  by  dilute 
alcohol.  It  is  especially  necessary  to  avoid  causing  a  dermatitis  by  a  too 
irritant  preparation  of  the  skin.  In  surrounding  the  field  with  towels, 
the  upper  part  of  the  face  should  be  left  bare  for  observation. 

Position  of  the  patient  and  assistants  for  tracheotomy,  and  for  arti- 
ficial respiration.  The  patient  should  be  recumbent.  The  head  of  the 
table  should  be  lower  than  the  foot.  The  neck  of  the  patient  should  be 
extended  and  rendered  prominent  by  a  sand  bag  under  the  shoulders  and 
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neck,  not  extending  further  toward  the  occiput  than  the  prominent  sev- 
enth cervical  vertebra.  If  this  extreme  extension  too  greatly  increases 
dyspnea,  the  sand  bag  may  be  moved  a  little  more  toward  the  head.  One 
assistant  or  nurse  should  kneel  at  the  head  of  the  table  so  as  to  be  out  of 
the  way  while  attending  strictly  to  the  very  important  duty  of  holding 
the  patient's  head  exactly  in  the  middle  line  without  permitting  rota- 
tion. The  operator  should  be  on  the  patient's  right,  the  first  assistant 
in  charge  of  sponges  and  hemostats,  on  the  left ;  the  second  assistant, 
who  holds  retractors,  stands  at  the  patient's  head,  sharing  the  space  with 
the  nurse  who  kneels.  The  patient,  if  a  child,  may  be  wrapped  in  a 
sheet  to  restrain  the  arms  and  legs,  but  it  is  far  preferable  to  have  both 
legs  held  by  a  nurse  and  both  arms  held  by  a  physician  who  can  watch 
the  pulse  at  the  same  time.  If  breathing  ceases  the  assistant  at  the  head 
of  the  table  takes  the  two  elbows  of  the  patient  for  calm  orderly  artificial 
respiration,  20  times  a  minute,  compressing  the  chest  with  the  patient's 
elbows  at  the  end  of  the  down  stroke,  raising  the  ribs  by  the  pull  on  the 
elbows  at  the  end  of  the  up  stroke.  Thus  done,  the  arm  movements  do 
not  interfere  with  the  oxygen  tubing  held  by  the  assistant  at  the  side 
opposite  the  operator. 

Anesthesia  for  tracheotomy  should  be  local.  General  anesthesia  is 
not  only  unnecessary  but  introduces  an  enormous  element  of  danger  out 
of  all  proportion  to  the  anesthetic  risk  in  the  general  run  of  surgical 
work.  The  danger  may  be  primary  from  asphyxia  or  secondary  from 
aspiration  of  infected  blood,  pus  or  secretions.  The  cough  reflex  is  the 
watch-dog  of  the  lung,  and  when  the  trachea  is  to  he  opened  should  be 
preserved  or  stimulated,  rather  than  drugged  asleep.  Aside  from  this, 
general  anesthesia,  strange  as  it  may  seem,  often  renders  our  technic 
more  hasty  and  careless  than  local  anesthesia,  for  the  following  reasons : 
When  tracheotomy  is  decided  upon,  there  is  usually  sufficient  dysi)nea 
to  demand  some  voluntary  use  of  the  accessory  muscles  of  respiration. 
As  complete  anesthesia  approaches,  this  voluntary  action  ceases,  cyanosis 
increases  until  the  respiratory  center  is  paralyzed  from  over-stimulation, 
and  the  i)atient  makes  no  further  breathing  effort.  He  never  will  make 
another  breathing  efi'ort  unless  the  trachea  is  opened  widely  and  on  the 
instant.  For  with  an  obstructed  larynx,  artificial  respiration  is  never 
eflicient  for  comj)lete  oxygenation  of  the  blood.  The  trachea  under  these 
circumstances  is  by  some  operators  oj^ened  by  a  stab,  rather  than  by  an 
incision,  and  it  is  small  wonder  if  the  percentas^e  of  mortality  is  almost 
as  high  as  of  stab  v/ounds,  inflicted  with  homicidal  intent.  In  the  hands 
of  the  most  skilful  and  experienced,  the  incision  may  be  badly  placed: 
(unless  the  author's  method  is  followed)  ;  in  the  hands  of  the  unskilled 
or  the  excitable,   serious  accidents  have  occurred,  such  as   the  opening 
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of  the  esophagus  or  a  large  vessel.  A  collection  of  tracheotomy  speci- 
mens shows  incisions  at  all  sorts  of  positions  and  angles  (Fig.  441). 
There  is  no  time  for  hemostasis;  the  opening  is  made  at  the  bottom 
of  a  pool  of  blood,  and  the  first  inspiration  necessarily  aspirates  clots,  and 
possibly  pus,  or  infectious  secretions,  into  the  bronchioles,  where  it  re- 
mains, because  the  cough  reflex  is  absolutely  abolished  by  the  cumulative 
action  of  general  anesthesia,  deep  cyanosis,  and  shock.  There  is,  there- 
fore, a  large  mortality  from  shock,  hemorrhage,  sepsis,  and  broncho- 
pneumonia. How  prone  the  profession  is  to  underrate  the  dangers  of 
general  anesthesia  is  shown  by  the  continued  succession  of  case  reports 


Fir,.   444. — Schematic    illustration   of    faulty   incisions   of   the   trachea   due   to 
faulty  technic.     (From  observations  of  Laurens). 


in  which  respiration  has  ceased  on  the  table  and  a  stab  operation  is  done. 
Our  general  conception  of  the  operation  is  a  composite  picture  of  many 
such  instances,  because  we  are  all  disposed  to  defer  it  until  dyspnea  and 
cyanosis  are  extreme.  Particularly  fatal  is  the  common  error,  permitted 
by  nearly  every  surgeon,  of  starting  tracheotomy  without  anesthesia  and 
then  giving  the  anesthetic  after  the  patient  has  manifested  evidences  of 
pain.  The  administration  of  ether,  or  still  worse,  chloroform,  after  the 
subject  has  suffered  for  sometime,  will  hasten  dangerous  or  fatal  apnea. 
If  morphine  also  has  previously  been  given,  we  have  a  combination 
peculiarly  synergistic  in  killing  the  patient.  In  the  dog,  bronchoscopic 
oxygen  insufflation  has  maintained  life  with  a  total  absence  of  respiratory 
movements  for  as  long  as  IF  minutes,  when  respiratory  movements  were 
resumed.      With  the  human  being,  however,  the  operator  will  prefer 
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to  institute  artificial  respiratory  movements  rather  than  wait  for  them 
to  be  spontaneously  resumed.  In  most  instances,  also,  inasmuch  as 
tracheotomy  is  to  be  done  anyway,  the  surgeon,  will  prefer  the  insuf- 
flation of  oxygen  into  the  tracheal  wound,  and  the  addition  of  a  few 
nitrite  of  amyl  **pearls"  to  the  insufflated  vapor  will  save  life. 

The  foregoing  comments  on  respiratory  arrest  and  its  treatment  arc 
made  here,  under  the  heading  of  anesthesia,  in  order  to  emphasize  the 


Fig.  445. — Schema  illustrating  intradermatic  infiltration  anesthesia  for  tra- 
cheotomy. The  infiltration  is  between  the  layers  of  the  skin,  not  under  the  skin. 
The  infiltration  needle,  at  H,  is  in  the  position  of  making  the  first  injection.  The 
needle  is  withdrawn  and  inserted  at  the  upper  border  of  the  white  wheal  made 
by  the  first  injection.  Then  the  needle  is  withdrawn  again  and  inserted  at  the 
upper  border  of  the  second  wheal,  and  so  on  upward  until  the  region  of  the 
thyroid  cartilage  is  reached.  The  full  length  of  the  incision  is  thus  anesthetized, 
with  no  pain  whatever  except  the  single  prick  of  the  first  injection.  The  reinser- 
tions  are  at  the  upper  edge  of  the  anesthetized  area  each  time.  If  now  it  is  de- 
sired to  infiltrate  the  deeper  tissues  at  B,  one  or  two  insertions  through  the  anes- 
tb.etized  lines  may  be  made  for  deep  injection.  Deep  injections  are  unnecessary, 
however,  as  the  sul)dermal  tissue*;  arc  not  sensitive. 


too  often  unrecognized  fact  that  it  is  usually  the  attempt  at  general  anes- 
thesia that  precipitates  apnea. 

Not  only  is  local  intlltration  anesthesia  safer  but  it  is  much  (juicker 
and  less  troublesome.  Not  more  than  a  minute  is  required  for  the  in- 
jection and  the  oi)eration  can  follow  immediately. 

Local  anesthesia  for  traclieofomy.  The  solution  should  contain  a 
minute  quantity  of  cocaine.  Salt  solution  alone  will  cause  slight  anesthe- 
sia, but  the  addition  of  cocaine,  no  matter  how  little,  obtunds  the  nerve 


TRACHEOTOMY.  699 

ending  better  than  the  pressure  of  salt  solution  alone.  In  the  author's 
clinic,  a  one-tenth  of  one  per  cent  cocaine  solution  is  used.  The  salt  solu- 
tion is  sterile  and  cocaine  tablets,  which  are  kept  constantly  in  fprmalde- 
hyd  vapor,  are  added,  just  before  operation,  the  solution  always  being 
freshly  prepared.  It  is  essential  that  the  injection  be  intradermatic,  not 
hypodermatic.  The  method  will  be  understood  by  reference  to  the 
schema,  Fig.  4-^5.  The  author  has  in  a  great  many  instances  dispensed 
with  even  the  local  anesthesia  in  patients  that  were  not  unconscious.  The 
pain  was  said  by  the  patient  to  be  trifling,  as  in  the  following  instance: 
In  a  tracheotomy  done  for  post-typhoid  laryngeal  perichondritis,  at  the 
Allegheny  General  Hospital,  upon  a  patient  referred  by  Dr.  Mc- 
Xaugher,  the  operation  required  32  seconds  by  the  watch  and  was  done 
without  any  anesthesia  whatever,  general  or  local.  The  patient,  a  woman 
of  thirty  years,  said  "ouch"  twice,  and  stated  afterwards  that  the 
operation  was  no  more  painful  than  the  accidental  pricking  of  one's 
finger  by  a  pin. 

Anesthetizing  a  tracheotomized  patient.  Xo  hesitation  need  be 
felt  in  anesthetizing  a  tracheotomized  patient  so  far  as  the  tracheotomic 
wound  is  concerned.  Such  patients  are  far  safer  than  one  not  tracheo- 
tomized, and  there  is  no  trouble  with  the  tongue  or  the  tissues  attached 
to  the  hyoid  bone  falling  backward  and  downward,  obstructing  breathing. 
They  take  the  anesthetic  quietly.  1 1  has  been  necessar>'  many  times 
for  Dr.  Patterson  to  remove  tonsils  from  patients  under  treatment  in  the 
clinic  for  laryngeal  stenosis.  In  every  instance  the  patient  went  under 
ether  quietly  and  was  kept  fully  under  until  the  operation  was  completed, 
all  vessels  twisted  and  oozing  stopped.  The  technic  is  simple.  A  fold 
of  gauze  is  laid  over  the  tracheotomic  cannula  and,  if  the  lar>'ngeal 
stenosis  is  not  complete,  another  over  the  mouth.  The  ether  is  dropped 
upon  both  pieces  so  that  no  matter  which  way  air  is  taken  in,  it  carries 
the  ether  vapor  with  it.  It  is  necessary'  before  starting  to  see  that  a 
good  stout  tape  is  securely  attached  to  the  cannula  and  tied  back  of  the 
neck  in  the  regular  way.  One  assistant  or  nurse  trained  in  tracheal 
work  should  be  stationed  to  give  undivided  attention  to  the  cannula  and 
secretions  coming  from  it.  A  Trousseau  dilator  should  be  at  her  hand 
should  anything  happen  to  the  cannula.  If  insuFHation  anesthesia  is 
to  be  used,  in  a  tracheotomized  case,  it  is  usually  preferable  to  in- 
sert the  catheter  through  the  larynx  provided  there  is  a  widely  open 
wound  for  escape.  Presumably  the  lamyx  is  stenosed,  but,  if  not,  of 
course  insufllation  throujjh  the  lar\'nx  is  the  same  as  if  no  tracheotomv 
had  been  done. 

Technic.  The  classical  descriptions  of  the  steps  in  tracheotomy  are 
verv  faultv.     The  division  of  the  tissues  after  identification,   laver  bv 


GOO  TRACHEOTOMY. 

layer,  on  a  grooved  director  is  a  needless,  time  wasting  encumbrance. 
The  skin  and  subcutaneous  cellular  tissue  should  be  cut  at  the  first  stroke 
of  the  knife.  This  incision  should  be  in  the  median  line  and  should  ex- 
tend from  the  thyroid  notch  to  the  suprasternal  notch.  The  deeper  tis- 
sues are  then  divided  by  shallow  incisions,  the  vessels  being  drawn  aside 
with  retractors  held  by  an  assistant;  or  seized  before  division  as  may 
seem  best.  The  back  of  the  point  of  the  knife  may  be  used  or  a  blunt 
dissector  if  desired.  The  trachea  is  to  be  bared  above  the  cricoid  first  and 
then  followed  downward.  When  the  entire  trachea  from  the  cricoid  to 
about  the  fifth  ring  has  been  bared  of  overlying  tissues,  the  thyroid  being 
retracted  upward  or  downward,  all  bleeding  having  been  arrested,  the 
trachea  may  be  incised  at  the  desired  location.  In  making  the  tracheal 
incision  three  things  must  be  carefully  guarded  against. 

First,  incising  the  posterior  tracheal  wall  by  allowing  the  knife  to  go 
in  so  deeply  as  to  cross  the  trachea  and  cut  the  posterior  tracheo-eso- 
phageal  '*party-wall.''  This  is  especially  likely  to  happen  during  the 
forward  protrusion  of  the  posterior  wall  during  cough,  and  in  the  small 
trachea  of  infants. 

Second,  a  badly  directed  incision  (B,  Fig.  444.). 
Third,  a  double  incision,  from  making  two  incisions  instead  of  one. 
(A,  Fig.  444).  If  the  first  incision  is  not  long  enough,  the  knife  should 
be  accurately  inserted  in  the  first  incision  and  this  incision  elongated. 
The  island  of  cartilage  between  two  incisions,  as  at  A,  Fig.  444,  is  al- 
most certain  to  die  and  even  if  it  does  not,  stenosis  is  apt  to  follow,  from 
displacement  of  the  island  and  cicatricial  contractions  of  the  tracheal 
wall.  Badly  directed  incisions  are  most  apt  to  occur  from  a  twisted  po- 
sition of  the  patient's  head  distorting  the  position  of  the  trachea,  or  with 
those  operators  who  do  not  follow  the  author's  two-step  finger-guided 
method  of  emergency  tracheotomy. 

Whatever  be  the  plan  of  operation,  one  very  common  error  must 
be  avoided.  Almost  every  operator  is  tempted  to  terminate  his  incision 
of  the  trachea  just  as  soon  as  he  hears  a  hiss  of  air.  The  Trousseau  di- 
lator or  a  hemostat  is  then  inserted  through  a  very  small  wound,  and, 
when  spread,  it  rij)s  the  trachea  open  sidewise,  tearing  the  interannular 
membrane.  It  is  far  better  to  feel  the  knife  go  through  three  separate 
rings,  each  of  which  will  communicate  a  separate  and  distinct  sensation 
to  the  finger,  and  they  can  be  easily  counted  though  not  seen.  This  in- 
sures a  sufficiently  long  incision  for  the  easy  insertion  of  the  cannula 
without  tearing  the  interannular  membrane.  For  the  elongation  of  an 
insufficient  tracheal  incision  the  probe-pointed  bistoury  is  safest,  but 
with  care  to  avoid  deep  insertion  the  ordinary  scalpel  is  safe.  When 
there  is  time,  it  is,  of  course,  wise  to  stop  all  bleeding,  ligating  when  ne- 
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cessary,  and  to  have  the  wound  perfectly  dry  and  hemostats  removed 
before  the  trachea  is  opened.  Having  incised  the  trachea  the  Trousseau 
dilator  is  gently  used  to  spread  the  lips  of  the  tracheal  incision.  Great 
care  is  needed  to  avoid  damaging  the  annular  cartilages  or  the  interan- 
nular  membrane.  Either  accident  may  cause  chondrial  necrosis  and  sub- 
sequent stenosis.  If  the  patient  has  been  very  dyspneic.  he  will  take  a 
deep  breath,  as  soon  as  the  trachea  is  opened,  and  then  will  cease  breath- 
ing for  a  few  seconds.  This  in  our  clinic  is  called  the  "tracheotomic 
sigh  of  relief'  and  is  present  in  almost  every  previously  dyspneic  case, 
especially  in  children,  and  is,  really,  just  a  moment  of  rest  and  relaxation 
after  the  prolonged  fight  for  air.  This  apnea  is  readily  distinguished 
from  respiratory  arrest  of  apnea  vera  by  the  difference  in  color  of  the 
patient's  cheeks.  If  there  has  been  much  glottic  obstruction  a  quantity 
of  pus  may  escape.  After  the  patient  has  had  a  few  deep  inspirations, 
the  cannula  is  inserted  and  the  wound  dressed.  The  upper  and  lower 
ends  of  the  incision  may  be  drawn  together  with  a  few  stitches,  but  as  a 
rule  the  incision  should  not  be  closed  close  to  the  cannula,  because  of  the 
likelihood  of  making  a  false  passage  when  the  cannula  is  changed.  For 
this  purpose,  a  large  open  wound  in  which  the  trachea  can  be  promptly 
located  and  its  incision  spread  is  imperative.  It  is  necessar\'  for  safety 
as  well  as  to  i)revent  trauma  to  the  cartilages.  Patients  have  been 
known  to  die  **unrelieved  by  tracheotomy"  because  the  interne  inserted 
the  cannula  down  between  the  lavers  of  the  tissues  of  the  neck  where  it 
was  left  under  the  supposition  that  it  was  in  the  trachea.  Injury  of  the 
cartilages  or  their  perichondrium  may  result  from  forcing  in  a  cannula. 
The  old  advice  to  suture  the  trachea  to  the  skin  in  tracheotomies  for  for- 
eign bodies,  instead  of  using  a  cannula,  in  the  hope  of  bechic  expulsion 
of  the  foreign  body  has  had  a  most  pernicious  influence,  in  as  much  as  it 
has  led  to  the  habit  in  various  cases  of  such  stitching  which  is  a  frequent 
source  of  tracheal  stenosis  because  of  the  damage  done  to  the  interannular 
membrane  and  to  the  perichondrium  of  the  tracheal  rings.  Only  in  the 
operation  of  laryngostomy  is  such  a  procedure  justifiable  and  even  here 
the  author  has  found  it  best  to  dispense  with  it  as  unnecessary.  Many 
operators  elevate  the  trachea  with  a  tenaculum  before  incising  it.  In  the 
deliberate  operation  with  a  dr}-  wound,  in  which  the  trachea  can  be  seen, 
this  is  an  excellent  way  to  fix  and  elevate  the  trachea  for  the  incision. 
The  author,  however,  prefers  to  incise  the  undisturbed  trachea. 

As  mentioned  in  connection  with  some  of  the  cases  a  bronchoscope 
in  the  trachea  greatly  facilitates  a  tracheotomy  and,  while  the  author 
would  not  advise  a  preliminary  bronchoscopy  as  a  routine  procedure, 
yet  in  all  cases  where  bronchoscopy  is  done  for  conditions  recjuiring  im- 
mediate tracheotomy  the  bronchoscope  should  be  left  in  position  and  cut 
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<Iown  it|)oii  from  the  outside.  \ot  only  does  the  bronchoscope  serve  as 
a.  staff  f«r  guidance,  holding  the  trachea  up  clear  of  the  lateral  danger 
zone,  but  it  also  insures  plenty  of  air  for  the  patient  with  admixture  of 
oxygen  if  desired  so  that  the  tracheotomy  can  proceed  in  an  orderly  way 
with  tliorough  hemostasis  before  the  trachea  is  opened. 

In  tracheotomizing  patients  wearing  an  intubation  tube,  it  is  better 
to  substitute  a  bronchoscope  for  the  intubation  tube  before  commencing 
tbc  tracheotomy. 


¥-:  44''.— ^■•."hi.■nla  I'l  praaical  gruss  aiialomy  to  be  nu-nn-riieil  lor  i-met^ciicj- 
..-hcotoir.i .  The  middle  line  'n  the  jalety  line,  the  higher  the  wider.  Bclnw.  the 
:c:y  l:r.e  narr-^w;.  to  ihe  vanishing  point  VP.  Tho  upper  limit  of  ihe  safety  line 
:'r.t  :'r->  rvM  noteh  imlil  the  trachea  is  bared,  w  hen  the  limit  iaIU  below  ihe  first 
.:rr.-il  r:r.?.  !n  praaice  ibe  tun  dark  danger  lines  are  pushed  liack  with  tlie  left 
:— '■    .'i-'i  nii;  !!e  r.niier  as  shown  in   Fij;,  4jr.  thus  thriining  the  safety  line  into 


fotny.  The  stabbiiij;  of  the  cricothyroid  mem- 
~tabbing  of  the  tracln'a.  so  long  taught  as  an 
i;  a  mistake.  Tho  author  has  always  taught  his 
■i"  method  as  safer,  iiuicker.  more  etticient  and 
ed  by  stenosis.  To  I'xecute  this  promptly,  re- 
:-jr;;ot  his  text-book  anatomy  and  memorize  the 
o:  the  importaui  vessels  and  ner\'es  are  at  the 
he  thumb  of  the  left  band  pushes  back  the  ves- 
a;ier.t's  right  an,l  the  middle  linger  oi  the  same 
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hand  pushes  back  the  left  side  vessels  and  ner\es.  (Fig.  447).  The 
purpose  of  using  the  middle  finger  is  to  leave  the  left  index  free  for  its 
duties  in  the  second  stage.  The  pressure  backward  forces  the  center 
safety  line  into  prominence.  \ow  a  long  incision  is  made  from  the 
thyroid  notch  almost  to  the  sternal  notch,  and  deep  enough  to  reach  the 
trachea.    This  completes  the  first  stage. 


Fiii.  447. — Schema  showins  llie  author's  methiii  of  rapid  lraehei)lomy.  First 
stage.  The  hand»  are  drawn  imgluved  for  the  sake  of  clearness.  The  upper  hand  is 
the  left,  of  which  the  middle  finger  (M)  and  the  thumb  are  used  to  repress  the 
sternii-clei do- mastoid  muscles,  the  linger  and  thumb  being  close  to  the  trachea  in 
order  to  press  backward  out  of  the  way  the  carotid  arteries  and  the  jugular  vein. 
This  throws  tlic  trachea  forward  into  prominence,  and  one  deep  slashing  cut  will 
inci.'e  all  of  the  soft  tissues  down  to  the  trachea. 


Second  stage.  The  entire  wound  is  full  of  blood  and  the  trachea 
cannot  be  seen  but  the  trachea  is  to  be  found  very  readily  by  the  tip  of 
the  index  finger  which  detects  the  ridges  of  the  tracheal  rings  feeling 
like  a  wash  board.  The  left  index  is  moved  over  a  little  bit  to  the  pa- 
tient's left  side  in  order  that  the  knife  shall  come  precisely  in  the  middle 
of  the  trachea,  and  the  trachea  is  steadied  by  the  left  index  so  that  the 
incision  can  be  made  quite  accurately  in  the  middle  line,  notwithstanding 
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it  lies  buried  at  the  bottom  of  a  pool  of  blood.  The  head  of  the  table 
should  be  lowered,  just  as  soon  as  the  incision  in  the  trachea  is  com- 
pleted and  a  hemostat  or  the  Trousseau  dilator,  if  it  be  at  hand,  is  used 
to  spread  the  lips  of  the  tracheal  wound,  then  the  patient  is  turned  over 
on  the  side,  provided  the  patient  is  breathing  freely,  in  order  that  the 
blood  may  run  away  from  the  wound  and  less  of  it  may  be  aspirated. 
In  cases,  however,  where  respiration  has  ceased,  it  is  necessary  to  keep 
the  patient  on  the  back  so  that  efficient  artificial  respiration  may  be  kept 


F"..    44S.— lllti-^traiiriB    ihc    aiillior's    mellK^l    .1* 

inick   tracheotomy.      St 

stage.     The  fin.uers  are  drawn   tinRluicil   for  tlit  saki 

of  clearness.     In  njicr 

the  wltule  wound  h  full  of  bloofl,  and  the  rinys  of  ihc 

rathca  are  felt  with  th 

ifiiiex  H-liicli  is  then  moved   slightly  to  ihc  operator's 

left,  while  the  knife  is 

down  along  the  left  in.lex  to  exactly  the  middle  line 

uhen  the  trachea  is  ific 

up.  In  doing  a  tracheotomy  after  resiiiration  has  ceased,  it  must  be  re- 
membered there  will  be  no  hissing  in  or  out  of  air.  Strange  as  it  may 
seem,  many  an  operator  has  been  misled  into  thinking  he  has  not  opened 
the  trachea  by  the  absence  of  this  sound  which  is  so  reliable  if  the  pa- 
tient is  breathing.  During  artificial  respiration,  the  air  should  hiss  in 
and  out  and  this  is  the  test  of  the  efficiency  of  the  artificial  respiratory 


THACHEOTOMV,  605 

movements.  Of  course,  if  the  wound  is  properly  spread  with  the  Trousseau 
forceps  or  a  hemostat  or  the  cannula  is  inserted  there  is  no  hissing  sound 
but  the  air  passes  in  and  out  and  there  are  always  thin-blown  bubbles  of 
blood  and  secretion  to  indicate  that  the  artificial  respiration  is  forcing 
the  air  to  move  in  and  out.  The  use  of  oxygen  and  amyl  nitrite  at  this 
stage  has  been  referred  to  above. 

If  the  operation  has  to  be  done  in  the  dark  as  has  happened  twice 
in  the  author's  experience,  the  left  index  finger  feels  the  thyroid  notch 


Fig.  449,— Substitute  second  stage  of  the  author's  two-stage  finger-guided 
emergency  tracheotomy.  This  plan  for  the  second  stage  is  easier  for  many  oper- 
ators, than  that  shown  in  Fig.  448.  In  practice  the  whole  wound  is  a  pool  of 
blood,  in  which  the  trachea  cannot  be  seen.  The  trachea  is  here  shown  free  of 
blood  to  ilhistrate  how  it  is  found  by  palpation  with  the  left  index,  which  also 
serves  as  a  guide  for  the  knife  that  is  sHd  down  along  the  index  in  making  the 
tracheal  incision.    The  author  prefers  the  second-stane  position  shown  in  Fig.  448 


in  the  first  stage  (Fig.  447).  The  incision  is  guided  along  the  promin- 
ent central  safety  ridge  by  the  fourth  and  fifth  fingers  of  the  right  hand 
of  which  the  thumb  and  first  two  fingers  are  holding  the  knife.  The  sec- 
ond stage  is  the  same  as  if  there  were  light. 

The  author  has  found  in  teaching  his  method  of  emergency  tracheo- 
tomy to  others,  that  some  persons  are  unable  to  use  the  index  freely  and 
independently  for  palpation  while  fixing  the  trachea  with  the  thumb  and 
the  median  finger.  For  them  the  second  stage  is  easier  executed  as 
shown  in  Fig.  449. 
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RUI.KS  FOR  EMERGENCY  TRACHEOTOMY. 

1.  A  Stabbing  operation  is  to  be  avoided. 

2.  Two  incisions  are  better  than  one. 

3.  Press  back  the  neck  each  side  of  the  trachea  with  the  thumb  and 
middle  finger  of  the  left  hand  to  throw  the  median  safety  ridge  into  prom- 
inence. 

4.  Make  a  long  deep  incision  from  the  thyroid  notch  almost  to  the 
suprasternal  notch.  Working  down  in  a  small  deep  w'ound  is  difficult. 
This  first  incision  should  lay  bare  the  thyroid  and  cricoid  cartilages  and 
a  few  upper  rings  of  the  trachea,  but  you  cannot  see  them  for  blood. 

5.  Feel  for  the  corrugated,  wash-board-like  trachea  in  the  wound. 
().     Incise  the  trachea  while  feeling  it  with  the  index. 

7.  Make  the  incision  below  the  cricoid — preferably  below  the  first 
ring  of  the  trachea. 

8.  Don't  expect  a  hiss  of  air  if  the  patient  is  not  breathing.  Slip 
in  a  cannula  and  start  artificial  respiration. 

9.  Artificial  respiration  should  force  air  in  and  out  of  cannula  if 
everything  is  right. 

10.  Amyl  nitrite  blown  in  with  oxygen,  is  the  best  restorative  in 
respiratory  arrest.  Roth  may  be  drawn  in  by  artificial  respiration  by 
the  method  described  in  a  preceding  paragraph  headed  ** Position  of  as- 
sistants for  tracheotomy  and  artificial  respiration." 

AFTER-CARE   OF   TRACHKOTOM IZED  CASE. 

A  laxative,  as  after  any  other  operation,  is  usually  advisable.  In 
regard  to  diet,  if  there  he  no  contraindication  pertaining  to  the  condition 
for  which  the  tracheotomy  has  been  done,  and  the  temperature  be  nor- 
mal, there  is  no  reason  why  the  tracheotomized  patient  should  not  have 
a  light  tray.  Occasionally  a  patient  is  encountered  who  will  have  some 
difficulty  with  food  finding  its  way  into  the  larynx,  but  this  is  exceedingly 
unusual.  Ordinarily,  tracheotomized  patients  are  able  to  swallow  after 
the  operation  just  as  well  as  before.  Cleanliness  of  the  mouth  must  be 
insured  by  brushing  the  teeth  after  taking  food,  and  by  the  frequent  rins- 
ing of  the  mouth  with  alcohol  1  j)art  to  5  of  water.  As  the  cough  reflex 
is  the  watch  dog  of  the  lungs,  antibechics,  especially  bromides  and  all  the 
opium  derivatives,  should  be  particularly  forbidden.  The  old-fashioned 
croup  tent  is  of  no  value,  and  possibly  is  injurious  to  tracheotomized 
patients.  It  certainly  deprives  them  of  the  coj)ious  ventilation  which  is 
necessary.  There  is.  however,  in  our  clinic,  abundant  evidence  proving 
that  vaporization  of  compound  tincture  of  benzoin  from  hot  water  in  the 
room  is  beneficial.     Plenty  of  fresh  air  is  absolutely  essential.     At  least 
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one  window  should  never  be  closed  in  any  weather,  except  during  bath- 
ing or  sponging. 

A  good  nurse  experienced  in  tracheal  work  is  vital.  In  the  author's 
work  the  special  tracheal  nurses  have  saved  hundreds  of  lives  that  would 
have  been  lost  under  any  good  capable  nurse  with  general  training,  but 
without  special  training  in  tracheal  work.  They  know  how  to  sponge 
away  secretion  before  it  is  drawn  in  again.  All  these  nurses  know  by 
the  sound  when  the  breathing  is  clear  and  they  arc  competent  to  remove 
the  outer  cannula  and  replace  it  with  a  clean  one.  Without  special  train- 
ing and  experience,  the  nurse  or  even  the  interne  should  not  be  permitted 
to  change  the  outer  cannula.  The  inner  cannula  should  be  removed  by 
the  nurse  as  often  as  necessarj-.  In  certain  cases  of  very  thick  secre- 
tion, the  cannulae  may  become  gummed  together  and  occluded  so  much 
that  though  air  still  comes  through,  it  is  not  in  sufficient  quantity,  and, 
worst  of  all,  the  secretions  cannot  get  out.  Such  cases  often  require 
the  removal  of  both  the  cannulae,  ever^-  hour,  for  evacuation  of  secre- 
tions that  will  not  come  out  through  the  tube.  In  ordinarj-  cases,  how- 
ever, the  removal  of  the  outer  cannula  once  daily  is  sufiicient.  It  is 
most  astonishing  to  see  the  statement  in  print,  and  to  hear  surgeons  ad- 
vise, the  cleaning  of  the  outer  cannula  at  such  intervals  as  a  week  or 
even  a  month.  Daily  cleansings  of  the  outer  cannula  are  imperative. 
The  nurse  must  be  trained  to  dress  the  wound,  for  the  dressing  must  be 
done  ver)'  frequently,  even  every  half-hour,  if  secretions  are  abundant. 
The  old  surgical  rule  to  disturb  the  wound  by  dressing  as  seldom  as 
possible,  is  one  of  the  causes  of  the  high  mortality  of  tracheotomy  under 
routine  surgical  regime.  Conditions  here  are  entirely  different  from 
anywhere  else  in  the  body.  The  air-infected  secretions  and  discharges 
must  be  absorbed  and  removed  by  very  frequent  dressings.  Gauze, 
wrung  out  of  mercuric  chloride,  1 :  10,000,  is  used  in  three  pieces. 

a.  A  large,  thick,  folded  piece  to  pack  around  the  cannula.  (Not  a 
narrow  strip.) 

b.  A  bib  piece  on  the  surface  surrounding  the  stem  of  the  can- 
nula under  the  tape-holders. 

c.  A  filter  piece  to  lay  over  the  entire  front  of  the  neck. 

This  latter  piece  should  be  changed  as  often  as  soiled,  even  if  every 
ten  minutes.  Hoth  the  filter  and  bib  pieces  should  be  fastened  by  small 
safety  pins,  at  the  side  of  the  neck,  to  the  tapes  which  hold  the  cannula. 
Thus  no  bandage  is  needed.  Duplicate  cannulae  for  each  case  facilitate 
dressings  and  permit  of  repairs.  If  only  one  cannula  is  available,  the 
cleaning  is  apt  to  be  done  hastily  resulting  in  imperfect  cleansing  or  in 
damage  to  the  cannula.  Dinged  edges  are  certain  to  cause  erosions  and 
cicatrices.     Trachcotomic  cannulae  when  worn  for  a  long  time,  no  mat- 
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ter  of  how  good  construction,  nor  how  carefully  cleaned,  become  dam- 
aged and  should  be  carefully  watched  for  beginning  breakage.  The  most 
common  accident  is  the  breaking  off  of  the  tube  from  the  tape  holder 
with  resultant  escape  of  the  tube  down  the  trachea.  Before  the  days  of 
bronchoscopy  this  was  a  very  grave  accident.  Hunt  (Bib.  211)  re- 
ports a  very  interesting  bronchoscopic  removal  of  a  very  large  cannular 
tube.    Coolidge  removed  one  in  1899,  one  of  the  earliest  bronchoscopies. 


Fig.  450. — Schematic  illustration  of  Dr.  Ellen  J.  Patterson's  method  of  attach- 
ing the  tapes  to  tracheotomic  cannulae.  Near  the  end,  A,  a  slit  is  cut  in  the  tape 
with  scissors,  the  tape  ])cing  folded  for  cutting.  The  end,  A,  is  then  passed 
through  the  slot  in  the  tape  plate  from  the  under  side  as  shown  at  D.  The  end, 
B,  is  then  pulled  through  the  slit  in  the  tape,  and  drawn  taut  as  shown  at  C.  The 
tape  must  he  of  good  strong  linen  and  must  not  he  less  than  19  mm.  (three- 
fourths  inch)    wide. 


Many  parts  of  the  cannulae  have  been  removed  since,  and  while  almost 
all  have  been  successful,  yet  the  patient  may  asphyxiate,  and  every  care 
should  be  taken  to  see  that  the  cannulae  are  in  perfect  condition.  Can- 
nulae, especially  inner  ones,  re(iuire  careful  cleaning.  It  is  cpiite  common 
to  find  nurses,  tmless  specially  taught,  failing  to  get  out  all  the  mucus 
from  the  central  part  of  the  tube,  'i'his  is  boiled  in  place,  and  hence 
the  cannula  gets  obstructed  soon  after  rei)lacing.  The  pipe  cleaners  sold 
by  tobacconists  are  excellent  for  cleaning  tubes,  two  or  more  being  used 
at  once,  in  a  bundle. 
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The  cannula  may  be  obstructed  by  exuberant  granulations.  These 
should  be  removed  with  forceps,  which  method  is  preferable  to  caustics 
in  our  experience.  Tracheal  papillomata  may  obstruct  the  cannula  and 
may  appear  in  great  abundance  in  the  trachea  after  they  are  removed 
from  the  larj^nx.  They  should  be  searched  for  with  a  small  broncho- 
scope and  removed  with  forceps  and  pure  alcohol  may  then  be  applied 
carefully  to  the  points  from  which  they  spring,  being  especially  careful 
not  to  allow  any  to  get  down  into  the  trachea.  Obstruction  of  the  can- 
nula by  membrane  in  diphtheritic  cases  is  not  at  all  uncommon,  and  re- 
quires prompt  action  on  the  part  of  the  nurse. 

The  tapes  are  attached  to  the  cannula  before  the  cannula  is  intro- 
duced. The  manner  of  attaching  the  tapes  to  the  tube,  clearly  illustrated 
in  Fig.  4oO,  has  been  in  constant  use  in  our  clinic  for  many  years  with 
great  satisfaction.  A  pilot  should  always  be  used  to  prevent  trauma,  and 
for  the  first  week  the  Trousseau  dilator  must  be  used  to  spread  the 
tracheal  incision  to  avoid  trauma  to  the  cartilages.  The  little  bent  wire 
loops  that  are  usually  attached  to  the  inner  cannula,  are  very  much  in 
the  way  in  sponging  away  the  secretions,  and  considerable  practice  on 
the  part  of  the  nurse  is  necessary  in  order  (luickly  to  wipe  clean  the 
coughed  out  secretions  from  between  these  loops  before  the  secretions 
are  drawn  in  again.  The  wire  loops  may  be  done  away  with  and  the 
finger  nail  used  to  withdraw  the  inner  cannula.  lUit  if  this  is  done, 
there  may  be  serious  delay  in  removing  the  inner  cannula  in  case  it 
becomes  obstructed,  and  as  this  might  be  such  a  serious  matter,  the 
author  has  preferred  to  leave  on  the  wire  loops  and  to  train  the  nurses 
to  wipe  between  them.  There  should  be  no  breathing  sound  audible 
with  a  properly  fitted  cannula.  The  classical  "stridor  serraticus"  which 
used  to  be  considered  as  properly  pertaining  to  the  cannulated  patient 
is  noticeable  by  its  absence  with  a  proper  cannula,  except,  of  course, 
when  the  cainiula  is  obstructed  with  secretion  or  when  the  i)atient 
coughs.  A  sterile  "tracheotomy  tray"  should  be  in  the  room  of  every 
tracheotomized  j)atient. 

A  trachcotomv  trav  should  contain : 

Tracheal  cannula,  duplicate  of  one  patient  wears. 

Trousseau  dilator. 

Dressing  forceps. 

Scissors. 

Sterile  vaseline. 

Tape. 

Gauze  sponges. 

Gauze  s(|uares. 

Sol.  mercuric  bichloride — 1-10,000. 
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In  the  after  care  of  tracheotomized  cases,  it  is  necessary  to  remem- 
ber that  edema  of  the  kings,  pneumonia,  broncho-pneumonia  and  fatal 
bronchitis  are  the  rarest  of  complications  following  tracheotomy.  Many 
patients  die  from  unrecognized  purely  mechanical  conditions  and  very 
few  from  the  just-mentioned  diseases.  When  a  patient  is  not  doing 
well,  the  trachea  should  be  examined.  It  is  necessary  to  remember  that 
dyspnea  or  obstructed  breathing  or  simple  "sinking  of  the  patient"  ap- 
parently of  exhaustion  and  without  dyspnea  may  be  due  to 

(a)  Obstruction  of  the  cannula  by  dried,  cooked,  thick  or  even 
thin  secretion. 

(b)  Obstruction  of  the  trachea  itself  by  the  same  substances  below 
the  cannula.  , 

(c)  Obstruction  of  the  ti^achea  by  compression. 

(d)  Cannula  not  reaching  into  the  trachea. 

Decannulation,  The  cannula  should  not  be  abandoned  until  Uie 
patient  can  sleep  quietly  with  the  outer  cannula  in  place,  the  inner 
cannula  being  removed  and  a  tight  fitting  cork  placed  in  the  outer  orifice 
of  the  outer  cannula.  If  the  patient  cannot  do  this,  the  larynx  is  stenosed 
and  special  work  wilt  be  needed  to  decannulate  the  patient  as  will  be 
explained  in  a  future  chapter.  When  the  cannula  is  no  longer  needed 
the  wound  must  be  packed  so  as  to  heal  from  the  bottom  outward. 
There  will  never  be  cartilaginous  union,  but  fibrous  union  of  the  divided 
edges  of  the  tracheal  incision  must  be  complete  before  the  outer  tissues 
are  allowed  to  close.  Healing  cartilage  is.  prone  to  be  associated  with 
exuberant  granulations  and  these  may  occlude  the  trachea  and  require 
a  new  tracheotomy  for  dyspnea.  A  number  of  such  cases  have  been 
sent  to  the  author,  who  located  the  trouble  bronchoscopically.  (See  Fig. 
12,  Plate  II,  in  the  earlier  volume.  Bib.  209.)  In  order  to  keep  the 
wound  open,  it  is  necessary  to  pack  it  firmly,  not  with  a  strip  of  gauze 
an  end  of  which  might  get  into  the  trachea,  but  with  a  small  firm  roll  of 
gauze  wedged  into  the  depression  corresponding  to  the  wound,  which 
latter  is  first  overlaid  with  a  large  piece  of  gauze  that  covers  the  entire 
front  of  the  neck,  including  the  wound,  as  will  be  illustrated  in  connec- 
tion with  thyrotomy. 

Complications.  Erysipelas,  diphtheritic  and  severe  pyogenic  infec- 
tions of  the  wound  ought  to  be  exceedingly  rare  if  a  very  careful  aseptic 
technic  is  carried  out.  Even  streptococcic  and  pneumococcic  infections 
from  the  air  passages  in  previously  purulent  cases,  are  exceedingly  in- 
frequent if  the  author's  method  of  frequent  dressings,  (every  one  to 
three  hours),  be  followed,  especially  when  the  dressings  are  wrung  out 
of  one  to  ten  thousand  bichloride  solution.  Tracheal  ulcerations  from 
pressure  of  the  cannula  are  exceedingly  rare  if  the  cannula  fit  properly. 
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Such  ulcerations  may  be  followed  by  cicatricial  contractions  resulting  in 
stenosis.  The  most  serious  of  all  complications  is  necrosis  of  more  or 
less  of  the  cartilaginous  rings,  and  this  is  sure  to  result  in  more  or  less 
stenosis.  This  complication  is  best  avoided  by  the  directions  given  for 
preserving  the  perichondrium  and  the  inter-annular  membrane,  and  by 
careful  selection  of  the  cannula  to  fit  the  patient.  Open  air  treatment 
is  one  of  the  best  prophylactic  and  therapeutic  measures  for  all  infective 
complications. 

Hemorrhage  after  tracheotomy  may  occur  especially  during  the 
straining  of  coughing  A  vein  or  artery  may  lose  its  ligature,  but  as  it 
is  exceedingly  rarely  that  vessels  of  any  size  are  cut  through,  it  is  not 
usually  a  serious  matter,  unless  a  great  quantity  of  blood  should  get  down 
into  the  air  passages.  The  best  way  to  arrest  it  is,  of  course,  to  open 
up  the  wound  and  search  for  the  bleeding  points  with  hemostats.  If  the 
vessels  have  retracted  into  the  soft  tissues,  it  may  take  some  little  search, 
but  they  can  alw^ays  be  found.  Ordinarily,  subcutaneous  emphysema  fol- 
lowing tracheotomy  is  of  little  consecjuence  and  soon  disappears.  It  is 
much  more  likely  to  appear  if  the  tracheal  wound  is  sutured,  but  oc- 
casionally happens,  though  rarely,  with  wounds  packed  open. 


CHAPTER    XXXVIII. 

Chronic  Stenosis  of  the  Larynx  and  Trachea.* 

Chronic  stenosis  almost  invariably  comes  to  the  surgeon  in  the 
form  of  a  tracheotomized  or  intubated  patient  who  cannot  abandon  his 
cannula  or  intubation  tube  because  of  the  larj^ngeal  stenosis.  There- 
fore, it  will  contribute  to  clearness  to  consider  the  subject  from  this 
viewpoint.  The  different  forms  of  laryngeal  stenosis  associated  with 
difficult  decannulation  or  extubation  mav  be  classified  into  the  follow- 
ing  types : 

1.  Panic. 

2.  Spasmodic. 
.*3.     Paralytic. 

■1.     Ankylotic    (arytenoid). 
.*).     Xeoplastic. 
('».     Hyperplastic. 
7.     Cicatricial. 

(a)     Loss  of  cartilage. 
(1))      Loss  of  muscular  tissue, 
(c)      Fibrous. 
Panic.     Breathing  through  the  neck  with  a  proi)erly  i)laced  tracheo- 
toniic  cannula  is  so  much  easier  than  breathing  through  the  mouth  thai, 
once   the   patient    becomes    accustomed    to    tracheotomic    breathing,    for 
quite  a  while  he  does  not  feel  that  he  is  getting  enough  air  through  the 
mouth,  even   though   the   larynx   is   perfectly   i)atulous.      In   addition   to 
this  there  is  a  "nerve  cell  habit"  arising  from  previous  experience  with 
the  stenosis  that  terrorizes  the  patient,  especially  a  child,  the  moment  he 
feels  the  slightest  dyspnea.     In  children  crying  tends  to  increase  stenosis 
(by   disturbance  of    res[)iratory    rhythm   and    ])y    venous   engorgement), 
and   fright   is  very  a[)t   to  do  so   in  either  adults  or  children.     Glottic 
spasm    may   or    may    not   contribute.      All    these   things   taken    together 

♦Itevisfd,    with   additions,    from    the   author's    paper    r^ad    before    the    Ameriean 
I.aryn^oloKical    A.s.«!Ociation,    liun.      (Hil).  lm5:5.      Interesting?   discu.s.*<ion. ) 
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may  be  called   "panic''   and   constitute   quite  a    formidable   obstacle   to 
decannulation  even  where  there  is  no  real  stenosis  of  the  larynx. 

Spasm.  Spasmodic  stenosis  may  be  associated  with  panic,  or  may 
be  excited  by  subglottic  inflammation.  It  is  usually  overcome  by  the 
same  mean^s  as  those  suggested  for  panic,  together  with  the  treatment  of 
the  inflammatory  condition  that  may  be  present.  Doubtless  one  of  the 
chief  causes  of  adductor  spasm  is  the  prolonged  wearing  of  an  intubation 
tube,  especially  a  large  one,  which  prevents  activity  of  the  adductors,  and 
of  the  abductors ;  because  the  action  of  these  two  sets  of  muscles  is  re- 
ciprocal, and  the  normal  balance  is,  of  course,  interfered  with  by  the 
presence  of  an  intubation  tube  for  a  long  period.  Three  methods  of  treat- 
ment may  be  used  in  these  cases  to  get  the  patient  permanently  extubated. 
1.  Replacing  the  intubation  tube  with  a  special  one,  which  has  a  very 
narrow  neck  with  a  long  anteroposterior  lumen  in  order  to  allow  free 
glottic  action  for  a  time,  until  muscle  balance  is  restored.  2.  In  a  few 
cases  of  not  very  severe  type  it  is  possible  to  get  them  well  by  a  patient 
extubation  with  replacement  as  soon  as  the  child  begins  to  get  blue.  This 
requires  a  facile  intubator  who  has  plenty  of  confidence  in  his  ability  to 
slip  in  the  intubation  tube  promptly  and  without  trauma.  This  method 
will  not  succeed  in  a  violently  spasmodic  type,  where  the  symptoms  are 
so  urgent  and  severe  that  the  tube  can  be  left  out  for  only  a  few  seconds. 
But  in  the  less  severe  type  of  cases  it  is  quite  often  successful.  3. 
Tracheotomy  for  extubation  is  the  (juickest  method  of  cure  in  purely 
spasmodic  cases  without  organic  stenosis.  The  wearing  of  a  tracheotomic 
cannula  for  a  week  or  two  will  permit  the  restoration  of  muscle  balance, 
and  by  corking  the  cannula  with  a  slotted  cork,  as  elsewhere  herein  men- 
tioned, the  child  can  be  gradually  weaned  away  from  the  cannula,  and 
thus  ])ermanently  extubated  and  decannulatcd. 

Paralysis.  Bilateral  laryngeal  paralysis  causes  a  severe  stenosis  of 
the  larynx,  provided  the  paralysis  is  not  cadaveric.  In  cadaveric  paralysis 
there  is  usually  sufficient  breathing  space,  and  this  has  led  to  operative 
nerve  division  to  relieve  stenosis.  The  author  agrees  with  Charles  H. 
Knight  that  nerve  division  has  been  a  failure,  but  the  author  has  thought 
that  nerve  excision  might  yield  better  results.  In  the  one  case  in  which 
the  author  tried  nerve  excision,  it  was  a  failure.  In  decannulation  in 
paralytic  laryngeal  stenosis  three  methods  of  treatment  may  be  followed. 
Cordectemy  has  yielded  good  results  in  rare  instances,  the  cords  being 
excised  either  by  thyrotomy  or  endolaryngeally.  The  author  had  one  suc- 
cess after  evisceration  of  the  larynx  endoscopically  by  the  direct  method. 
The  results  of  thyrotomic  evisceration  (Fig.  451)  are  absolutely  ideal  in 
cases  where  there  are  no  lesions  other  than  the  bilateral  paralysis. 
Foijmerly,  when  it  was  thought  that  excision  of  the  cords  meant  perma- 
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nent  loss  of  voice  one  might  hesitate  to  recommend  evisceration.  In  two 
cases  operated  upon  by  the  author  a  fairly  loud,  though  very  rough 
phonation,  mostly  in  a  monotone,  was  obtained  by  both  the  patients.  It 
was  a  good  useful  voice,  in  both  instances,  though,  of  course,  it  did  not 
have  the  flexibiltiy  that  we  see  after  thyrotomy  for  conditions  in  which 
there  is  unimpaired  mobility  of  the  arytenoid  joints.  In  both  of  these 
cases,  however,  the  author  did  a  careful  dissection,  taking  out  all  the  soft 
tissues  and  not  simply  the  cords  alone.  The  technic  was  the  same  as  for 
thyrotomy  (q.  v.)  except  that  the  perichondrium  was  not  removed,  and 
the  dissection  was  done  on  both  sides  instead  of  only  one.  Both  patients 
were  permanently  decannulated.  Great  care  is  necessary  to  make  sure 
that  all  of  the  sub-glottic  tissue  is  dissected  out.  Of  course  the  operation 
is  only  to  be  recommended  when  the  paralysis  is  unassociated  with  essen- 
tially fatal  conditions,  such  as  aneurysm  and  malignant  mediastinal 
tumors.    George  L.  Richards  reports  u  case  in  which  spontaneous  recov- 


Fig.  451. — Schematic  representation  of  evisceration  of  the  larynx  for  chronic  ^g 

paralytic  stenosis.  The  dotted  line  represents  the  line  of  dissection,  endoscopic  or  1 

ihyrotomic. 

cry  from  a  laryn^^eal  paralysis  occurred,  but  that  was  in  a  child  and  was 
for  a  short  time  only.  As  a  rule,  it  may  be  said  that  when  bilateral  paraly- 
sis remains  twelve  months  it  will  never  be  followed  by  recovery,  because 
of  muscle  atrophy  or  joint  stilYening.  Therefore,  the  operation  is  justifi- 
able, if  the  patient  wishes  to  be  decannulated  and  considers  some  imi)air- 
ment  of  voice  more  than  outbalanced  by  the  getting  rid  of  the  cannula  and 
by  being  made  absolutely  safe  from  asi)hyxia.  It  is  rather  appalling  to 
note  the  number  of  patients  with  bilateral  laryngeal  paralysis  that  have 
died  as  a  result  of  accident  to  the  intubation  tube  or  cannula.  In  bilateral 
recurrent  paralysis  of  recent  occurrence  it  may  be  worth  while  to  attempt 
suturing  the  recurrent  to  the  pneuniogastric,  provided  the  i)aralysis  is  re- 
cent, even  if  it  is  not  i)eripheral.  Monolateral  paralysis  does  not  usually 
cause  sufticient  (lysi)nea  to  call  for  a  tracheotomy,  but  it  is  worthy  of  note 
that  excision  of  a  scar  and  suture  of  the  recurrent  laryngeal  after  injury 
has  been  successful  in  restoring  motion  to  one  cord  (J.  Shelton  Horsley 
and  Clifton  M.  Miller). 
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Ankylosis.  Bilateral  ankylotic  conditions  of  the  cricoarytenoid  joints 
may  prevent  decannulation  until  the  laryngeal  stenosis  is  relieved.  In  one 
case  of  this  kind,  thyrotomic  evisceration  of  the  larynx,  as  mentioned 
above  for  paralysis,  completely  cured  the  stenosis  in  a  man  forty  years 
of  age.  (Fig.  451.)  Of  course,  evisceration  is  not  to  be  advised,  except 
in  such  cases  as  have  remained  rigid  for  a  period  of  twelve  months  or 
more,  and  it  is  not  meant  to  include  the  fixation  that  is  associated  with 
malignant,  tuberculous  or  leutic  infiltrations.  Endoscopic  evisceration 
(Fig.  453)  is  preferable  to  thyrotomic  evisceration.  (For  technic  of  endo- 
scopic evisceration,  see  Chapter  VII.) 

Neoplasms.  Decannulation  in  neoplastic  cases  will,  of  course,  de- 
pend, so  far  as  stenosis  is  concerned,  upon  the  nature  of  the  growth  and 
Its  curability.  In  malignant  conditions  after  thyrotomy,  stenosis  prac- 
tically never  occurs.  After  hemilaryngectomy,  stenosis  may  follow  from 
a  flaccid  condition  of  the  side  wall  of  the  larynx,  or  there  may  be  a  cica- 
tricial contraction  diminishing  the  stenosis.  As  a  rule,  in  these  cases,  the 
author  believes  the  best  treatment  is  continuous  dilatation  from  the  pro- 
longed wearing  of  a  large  intubation  tube,  though  it  is  better  to  defer 
intubational  dilatation  until  quite  certain  that  the  malignancy  is  not  going 
to  recur:  because  if  the  malignancy  recur  re-operation  for  malignancy  can 
be  so  planned  as  to  take  care  of  the  stenosis,  by  evisceration  of  the  normal 
half  of  the  larynx.  In  cases  of  stenosis  associated  with  benign  tumors 
other  than  papillomata,  decannulation  rarely  presents  difficulties.  The 
removal  of  the  tumor  usually  restores  the  laryngeal  lumen. 

Papillomata.  Papillomata  present  quite  a  diflferent  problem,  inas- 
much as  the  growths  persistently  recur,  though,  of  course,  unlike  malig- 
nancy, they  do  not  infiltrate.  Their  removal  usually  restores  the  lumen 
and  the  patient  may  be  thus  readily  decannulated ;  but  recurrence  must 
be  carefully  watched  for  and  removed  before  the  stenotic  stage  is  reached. 
As  a  rule,  it  is  better  to  wait  for  at  least  six  months  after  discontinuance 
of  recurrence  before  beginning  decannulation  as  hereafter  described.  If 
papillomata  have  been  carefully  removed,  and  no  injury  has  been  done  to 
the  motor  area  of  the  larynx,  there  will  be  no  cicatricial  stenosis.  Un- 
fortunately, quite  a  number  of  cases  are  seen  in  which  direct  or  indirect 
operations  have  removed  masses  of  normal  tissue,  which  has  been  fol- 
lowed by  severe  cicatricial  stenosis.  In  some  instances,  the  motor  area 
has  been  damaged  so  as  to  lead  to  ankylotic  stenosis. 

Compression  stenoses  of  the  trachea.  Peritracheal  neoplasms  oc- 
casionally cause  compression  stenosis  as  do  also  hypertrophy  of  the  thy- 
mus and  thyroid  glands.  Decannulation  in  a  thymic  compression  (q.  v.) 
case  is  very  readily  accomplished  by  either  thymopexy  or  a  subtotal  thy- 
mectomy.   A  struma  can  be  dealt  with  by  the  usual  well  known  methods. 
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Hyperplastic  and  cicatricial  chronic  stenoses  preventing  decannula- 
tion  may  be  classified  etiologically  as  follows : 

1.  Tuberculosis. 

2.  Lues. 

3.  Scleroma. 

'4.    Acute  infectious  diseases. 

(a)  Diphtheria. 

(b)  Typhoid  Fever. 

(c)  Scarletina. 

(d)  Measles. 

(e)  Whooping  Cough. 
«*).    Decubitus. 

(a)  Cannular. 

(b)  Tubal. 
6.    Trauma. 

(a)  Tracheotomic. 

(b)  Intubational. 

(c)  Operative. 

(d)  Suicidal  and  homicidal. 

(e)  Accidental     (by    foreign    bodies,    external 

violence,  bullets,  etc.) 

Most  of  the  organic  conditions,  outside  of  the  paralytic  and  neoplas- 
tic forms,  are  almost  all  the  result  of  inflammation,  often  with  ulceration 
and  the  secondary  tissue  changes.  In  the  infective  granulomata,  such  as 
lues  and  tuberculosis,  and  in  the  acute  infectious  diseases,  it  is  practically 
always  the  mixed  infections  from  oral  sepsis  running  riot  that  do  the 
harm.  The  chief  exception  to  this  is  diphtheria,  which  in  many  cases  is 
distinctly  a  necrotic  process,  wherein  the  replacement  of  the  lost  tissue  by 
cicatricial  tissue  causes  the  stenosis  either  by  cicatricial  contraction  or  by 
the  bulk  of  the  newly  formed  inflammatory  infiltrate  or  of  pus  collec- 
tions. Typhoid  fever  (q.  v.)  is  also  associated  with  necrotic  processes 
in  some  instances. 

Tuberculosis.  In  the  rare  cases  in  which  laryngeal  tuberculosis  of 
such  severe  type  as  to  demand  tracheotomy  is  cured,  decannulation  usual- 
ly presents  little  difficulty  after  the  infiltrations  are  reduced.  Should 
cicatricial  stenosis  from  ulceration  persist,  it  is,  of  course,  to  be  treated 
in  the  same  way  as  cicatrices  in  other  cases,  by  laryngostomy.  The  author 
has  seen  but  a  single  case  of  this  kind.  In  the  non-cicatricial  forms, 
which  are  relatively  common,  laryngostomy  is  not  necessary,  and  direct 
application  of  the  cautery  will  give  such  a  degree  of  reduction  of  infiltra- 
tion as  to  give  an  ample  lumen. 
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Lues.  Swain  reports  a  case  of  luetic  immobility  of  both  cords  in 
which  the  intermittent  wearing  of  an  intubation  tube  gained  sufficient 
lumen  in  the  larynx  for  respiration  until  general  medication  cured  the 
patient.  Under  the  careful  watchfulness  of  Dr.  Swain,  such  a  procedure 
was  safe,  but  as  a  rule  patients  are  far  safer  with  a  tracheotomy.  Luetic 
cicatrices  are  proverbially  prone  to  return,  and  are  particularly  vicious  in 
contraction.  Prolonged  stretching  with  oversized  intubation  tubes  follow- 
ing either  incision  with  the  galvano-cautcry  or  excision  with  cutting  for- 
ceps is  sometimes  successful,  but  usually  laryngostomy  is  required.  In 
those  old  cases  of  chronic  luetic  fibrosis,  which  are,  in  a  sense,  paraluetic 
conditions  little,  if  at  all,  amenable  to  the  older  methods  of  medication, 
salvarsan  has  accomplished  wonders.  It  has  even  been  claimed  that 
cicatrices  of  luetic  origin  have  been  benefited.  It  would  seem,  however, 
that  in  such  cases  there  must  have  been  an  underlying  fibrosis  of  the  na- 
ture of  a  luetic  lesion,  and  not  purely  and  simply  a  cicatricial  condition 
following  such  a  lesion.  Scar  tissue  is  scar  tissue,  regardless  of  what 
produced  it,  and  we  must  rely  upon  laryngostomy  for  the  cure  of  most 
of  these  scarred  conditions. 

Scleroma,  Dr.  Emil  Mayer  recommends  the  use  of  radiotherapy  in 
the  treatment  of  scleroma.  If  the  stenosis  is  severe,  doubtless  it  would 
be  well  to  open  the  larynx  externally  and  keep  it  open  as  in  laryngostomy, 
so  that  the  applications  of  the  ray  could  be  direct  to  the  scleromatous 
tissue.  Previously  the  results  of  treatment  of  scleroma  were  unsatis- 
factory', and  those  unamenable  to  ray  treatment  probably  constitute  the 
onlv  cases  of  chronic  laryngeal  stenosis  in  which  decannulation  is  impos- 
sible. 

Diphtheria.  Diphtheritic  cases  may  be  of  the  panic,  spasmodic  or, 
rarely,  the  paralytic  types ;  but  more  often  the  stenosis  is  of  either  the 
hypertrophic  or  cicatricial  forms.  After  intubation,  especially  if  pro- 
longed, there  may  be  a  hypertrophic  condition,  which  is  manifest  in  two 
ways:  1.  An  edematous  condition  of  the  upper  orifice  of  the  larynx, 
usually  worse  anteriorly  around  the  base  of  the  epiglottis,  but  also  in 
some  instances  extending  backward  over  the  glossoepiglottic  fold  and  the 
ventricular  band,  either  or  both.  (Fig.  11,  Plate  I.)  To  this  form,  the 
author  has  given  the  name  supraglottic  hypertrophy.  It  resembles  some- 
what the  ordinary  acute  laryngeal  edema,  except  that  it  is  firmer,  seems 
to  be  chiefly  anteriorly,  is  more  sharply  limited  than  the  latter  lesion 
usually  is,  and  it  has  somewhat  of  a  tendency  to  overhang  and  occlude 
inspiration  more  than  expiration.  The  supraglottic  hypertrophy  the 
author  has  found,  in  some  instances,  to  be  due  to  the  wearing  of  an 
intubation  tube  which  has  a  sharp  angle  at  its  upper  anterior  edge.  In 
one  instance,  the  tube  was  smooth  and  rounded  in  this  position,  but  was 
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entirely  too  thick  in  the  neck  for  the  age  of  the  child.  Where  these  or 
any  other  defects  in  the  tube  are  suspected  of  being  responsible  for  the 
trouble,  it  is  wise  to  change  the  tube  for  one  of  correct  model  and  size 
and  await  results  before  attempting  any  more  radical  treatment,  though 
local  applications  of  the  galvano-cautery  can  be  made  while  testing  out 
the  effect  of  a  correct  tube.  Excessive  polypoid  supraglottic  hypertrophy 
should  be  excised.  (Fig.  11,  Plate  I.)  The  infraglottic  type  is  usually 
bilateral.  (Fig.  87.)  The  masses  encroach  upon  the  lumen  from  each 
side  like  hypertrophic  turbinals.  Patients  with  either  the  supraglottic  or 
infraglottic  forms,  if  intubated,  should  be  tracheotomized  and  the  in- 
tubation tube  thus  dispensed  with.  They  are  very  much  safer  with  a 
tracheotomic  cannula  in  place  than  intubated.  In  the  infraglottic  type  of 
hypertrophy,  the  most  wonderful  results  have  followed  the  author's 
method  of  direct  applications  of  the  galvano-cautery  (q.  v.)  With  care 
there  is  no  need  of  injuring  any  of  the  muscles  or  either  of  the  crico- 
arytenoid joints.  The  author  and  Dr.  Ellen  J.  Patterson  have  never  yet 
failed  to  cure  a  subglottic  hypertrophic  post-diphtheritic  stenosis  by  the 
galvanocauterant  treatment. 

In  the  cicatricial  type  of  post-di])htheritic  stenosis  the  fibrous  tissue 
may  take  many  forms.  In  some  cases  there  is  a  band  running  across  the 
larynx  from  one  side  to  the  other,  it  may  be  between  the  two  ventri- 
cular bands,  between  the  two  cords,  or  from  one  band  to  the  opposite 
cord,  or  to  the  same  cord  of  the  same  side.  Occasionallv  the  cicatrix  is 
in  the  form  of  a  funnel  with  a  minute  opening  at  the  bottom  of  the  fun- 
nel. (Fig.  1,  Plate  I. )  In  some  instances  there  is  a  web  anteriorly  (Fig. 
4.  TMate  I),  which  very  much  diminishes  the  air  space  and  may  interfere 
with  phonation  or  may  not,  depending  on  the  degree  of  approximation 
possible.  In  two  instances  the  author  has  seen  a  cicatricial  mass  between 
the  arytenoids  posteriorly  with  ankylosis  of  both  joints,  leaving  only  a 
very  small  opening  close  to  the  anterior  commissure.  This  is  unusual. 
More  frequently  the  oj)ening  is  somewhere  in  the  posterior  two-thirds. 
The  management  of  the  panic  and  spasmodic  types  of  post-diphtheritic 
stenosis  has  been  previously  herein  considered.  The  cicatricial  forms 
require  dilatatory  intubation  or  laryngostomy  or  both.     ((\.  v.) 

Typhoid  fever.  About  ten  years  ago,  when  tyi)hoid  fever  was  very 
prevalent  in  Pittsburgh,  the  author  made  an  investigation  of  the  laryngeal 
complications  (Am.  Journal  Med.  Sciences.  Xov.  11)05)  with  the  aid  of 
Dr.  Rali)h  Dully  and  Dr.  Joseph  H.  Parach.  It  was  found  that  the  ulcer- 
'  ative  lesions  in  the  larynx  were  practically  always  the  result  of  a  mixed 
infection,  and  in  some  instances  they  were  due  to  thrombosis  of  a  small 
vessel  with  subsecjuent  necrosis.  Wlien  the  ulcerative  processes  reached 
the  perichondrium  cicatricial  stenosis  was  almost  certain  to  follow,  and 


CHRONIC   STENOSIS   OP  THF,  LARYNX    AND  TRACHEA. 


619 


practically  all  of  the  cases  with  perichondritis  resulted  in  necrosis  and 
required  tracheotomy  for  acute  edematous  stenosis.  The  decannulation 
of  these  cases  was  chiefly  by  prolonged  intubation,  with  special  intuba- 
tion tubes,  the  author's  T-shaped  cannula,  and  in  some  instances,  laryn- 
gostomy.  The  detailed  results  have  been  previously  reported.  (Bib.  248 
and  2.i5).  Aniiylotic  and  paralytic  post  typhoid  stenoses  were  treated 
with  excellent  results  by  Dr.  Ellen  J.  Patterson  and  the  author,  by  endo- 
scopic evisceration  of  the  larynx,  (tj.  v.)  (See  also  Figs.  Hfi  and  4.'>2.) 
Scarlatitta  may  be  followed  by  acute  laryngeal  stenosis,  due  to  in- 
fection with  either  strepococcic  or  other  pyogenic  organisms.  There  may 
be  cellulitus  of  the  neck,  chor.dritus  and  necrosis,  but  these  are  rare.  In 
any  event,  the  stenosis  following  is  cicatricial  and  is  handled  like  any 
other  cicatricial  stenoses. 


FlC.  453.— Post-typhoid  ankylotic  stenosis.  A,  intiltraiion  of  aryepiplottic  folds 
and  arytenoid  region  willi  tixation  of  trkoaryttnoid  arliculaliims.  B,  ihree 
months  later;  infiltration  disappeared,  arytenoids  immobile.  C,  twelve 
months  later;  tissnes  slininkcn  hut  nu  abduction  |)ossible.  D.  result  of  endoscopic 
evisceration,  si.x  months  after  d-tannulalion.  No  mobihty  and  no  tendency  to 
formation  of  an  advenlitions  cord  in  the  absence  of  a  motile  arytenoid. 


Trauma.  Occasionally  foreign  bodies,  by  a  prolonged  sojourn  may 
ulcerate  through  from  the  esophagus  into  the  trachea,  causing  cicatricial 
stenosis  as  elsewhere  herein  mentioned.  Trauma,  during  the  procedure 
of  intubation,  is  very  often  charged  with  producing  stenosis,  which  pre- 
vents the  abandonment  of  the  intubation  tube.  In  the  author's  experi- 
ence, this  is  exceedingly  rare,  the  stenosis  being  due  to  other  causes  inci- 
dental to  the  disease  for  which  the  intubation  is  done.  Diphtheria  is 
essentially  a  necrotic  process,  that  with  or  without  intubation  is  apt  to 
leave  cicatricial  stenosis,  and,  m  the  author's  experience,  stenosis  has  fol- 
lowed tracheotomy  about  as  frequently  as  intubation.  Decubitus  is  fre- 
qtiently  referred  to  as  though  it  were  the  presence  of  the  tube  that  caused 
ulceration.  It  is  doubtful  if  a  properly  fitting  intubation  tube  will  cause 
any  ulceration,  no  m.ntter  how  long  it  remains  if  it  be  free  from  rough- 
ness or  sharp  edges,  and  is  removed  sufficiently  frequently  to  be  cleaned. 
A  tube  left  in  too  long  may  be  crusted  with  concretions  that  will  produce 
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ulceration.  Lynah  reports  fatal  trauma  from  intubation  tubes  forced 
into  the  tissues  of  the  neck  by  unskilled  attempts  at  intubation.  Tracheo- 
tomy is  so  commonly  postponed  until  the  very  last  moment  that  it  is  most 
frequently  an  emergency  operation.  Consequently  the  incision  in  the 
trachea  is  often  very  much  misplaced,  running  off  at  an  angle,  or  even 
slicing  the  side  off  the  trachea  like  a  slab  from  a  log.  Often  also  dam- 
age is  done  with  dilating  forceps  tearing  through  the  interannular  tissue, 
and  at  times  even  denuding  the  cartilage  of  the  rings.  Then  again«  for 
one  reason  or  another,  various  newly  devised  incisions  with  trap  doors 
and  even  with  excisions  of  cartilage  are  tried  experimentally,  nearly  al- 
ways resulting  in  more  or  less  stenosis  after  cicatricial  contractions  set 
in.  (Fig.  12  and  16,  Plate  I,  and  Fig.  443.)  Undoubtedly  in  the  inser- 
tion of  a  tracheotomic  cannula,  especially  if  it  be  done  without  a  pilot, 
it  is  very  easy  to  denude  the  posterior  wall  of  the  trachea,  and  in  time 
an  ulceration  may  follow,  which  may  be  attributed  to  decubitus,  when 
really  it  is  simply  oft-repeated  trauma.  A  properly  fitted  tracheotomic 
cannula  should  not  produce  decubitus,  or  even  erosion  of  the  epithelium. 
Neglect  of  cleanliness  produces  diseased  granulations  that  result  in  build- 
ing up  a  great  mass  of  inflammatory  infiltrate,  which  later  becomes 
fibrous,  and  a  thick  dense  scar  results.  Operations  for  malignancy  and 
other  conditions  in  the  neighborhood  of  the  trachea  and  larynx  may  cause 
stenosis,  and  in  one  instance  the  author  has  seen  a  compression  stenosis 
in  the  trachea  due  to  cicatricial  contraction  following  a  bum  with  a  band 
of  hot  iron  externally  on  the  neck. 

Attempted  suicide  occasionally  results  in  serious  damage  to  the 
cartilage,  and  if  very  careful  work  is  not  done,  stenosis  may  follow. 
Usually  an  intubation  tube  should  be  worn  in  the  larynx  and  trachea  un- 
til the  wound  inflicted  in  attempted  suicide  has  healed. 

Abscesses  have  been  the  cause  of  the  stenosis  in  two  cases  sent  to 
the  author  for  decannulation.  Necrosis  of  the  cricoid  cartilage  during 
pneumonia,  in  one  case,  was  the  fundamental  process.  In  the  other 
direct  study  discovered  an  old  abscess  in  the  "party  wall."  Treatment 
of  these  conditions  by  the  direct  method  is  easy,  once  the  lesion  is  located 
but  the  location  is  not  always  easily  determined  unless  careful  search  is 
made.  If  the  original  cords  are  destroyed  by  the  abscess,  good  adventiti- 
ous bands  can  be  formed  in  some  cases  from  the  resultant  scar  tissue 
as  elsewhere  herein  explained. 

Treatment  of  cicatricial  stenosis.  In  deciding  the  method  of  treat- 
ment to  be  used  in  a  given  case,  it  is  very  essential  that  a  very  careful 
bronchoscopic  and  direct  laryngoscopic  examination  be  made  in  addition 
to  ordinary  indirect  laryngoscopy.  With  the  direct  laryngoscope  and  the 
esophageal  speculum  the  party  wall  can  be  accurately  studied.     In  many 
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instances  granulation  tissue  about  the  tracheal  cannula  should  be  removed 
in  order  to  determine  to  what  extent  this  is  a  factor  in  the  stenosis.  Oc- 
casionally a  case  is  encountered  where  the  nature  of  the  stenosis  which 
has  required  a  tracheotomy  has  not  been  determined,  and  where  it  is 
exceedingly  difficult  to  determine  it.  In  some  instances  there  is  nothing 
to  be  seen  but  a  largo,  smooth,  rounded  swelling  on  all  sides  of  the 
larynx,  suggesting  tuberculosis,  lues,  or  an  inflammatory  condition.  In 
such  instances,  before  i)lanning  a  procedure,  it  was  at  one  time  necessary 
to  do  an  exploratory  thyrotomy,  but  since  the  development  of  the  direct 
method  where  ample  specimens  can  be  accurately  taken,  it  is  possible 
to  make  an  accurate  diagnosis  of  conditions,  if  not  of  their  etiology,  in 
every  instance.  A  sliding  punch  forceps  should  be  used  for  this  purpose, 
the  distal  end  being  inserted  between  the  cords  and  a  large  mass  of  the 
tissue  removed,  always  avoiding  injury  to  the  cricoarytenoid  joints. 

The  treatment  of  all  the  different  forms  of  stenosis  is  much  the  same 
if  cicatrices  have  formed.  In  cases  which  have  not  vet  cicatrized,  cica- 
trization  must  be  brought  about  by  excision  of  exuberant  granulations 
and  argyrol  applications,  as  the  very  first  step.  The  fungating  granula- 
tions from  necrotic  cartilage  are  ])articularly  troublesome.  In  these 
cases  the  quickest  and  best  method  is  to  lay  open  the  lar^-nx  and  trachea 
to  facilitate  drainage  and  resorcin  applications.  Such  cases  require  lar^'U- 
gostom\  anyway,  but  dilatation  must  not  be  commenced  until  the  cartilag- 
inous necrosis  has  ceased  and  healing  is  complete.  In  intubated  cases 
which  show  a  tendency  to  close  within  a  few  hours  or  a  few  davs  after 
the  removal  of  the  intubation  tube,  it  is  safer  to  do  a  tracheotomv  and 
remove  the  intubation  tube.  In  a  few  instances,  however,  it  may  be 
well  to  try  intubalional  dilatation.  Webs  and  bands  of  cicatricial  tissue 
should  be  excised.  Should  intubational  dilatation  fail,  laryngostomy  will 
cure  almost  every  case.  The  treatment  is  i)rolonged  but  not  painful  and, 
by  the  author's  method,  the  patient  has  the  use  of  the  whispered  voice 
during  the  entire  treatment. 


CHAPTER    XXXIX. 

Intubational  Dilatation  of  Chronic 
Laryngeal  Stenoses, 

Intubational  dilatation  of  chronic  stenoses  is  advisable,  as  the  first 
means  of  treatment  of  all  post  inflammatory  chronic  laryngeal  stenoses. 
It  is  also  indicated  when  there  is  a  slight  recurrence  of  stenosis  after  ap- 
parent cure  by  laryngostomy.  It  is  best  adapted  to  comparatively  recent 
cases  in  which  there  is  not  a  thick  deposit  of  cicatricial  tissue.  Theoret- 
ically, it  should  yield  better  results  than  it  does  clinically,  because  the 
longer  cicatricial  tissue  is  held  on  the  stretch  the  less  tendency  it  has  to 
recur  and  conversely  the  shorter  the  duration  of  the  stretching  the  more 
prompt  the  recurrence.  Its  percentage  of  cures,  however,  is  sufficiently 
high  to  warrant  giving  it  first  trial.  Deiavan  has  had  a  large  experience 
with,  and  excellent  results  from,  intubation  in  chronic  stenosis.  (Bib. 
108,  109,  110,  111,  455.)  Emil  Mayer  (Bib.  372)  and  W.  Kelly  Simp- 
son (Bib.  498)  have  had  excellent  results.  All  of  these  reports  show 
that  great  patience  and  prolonged  treatment,  usually  a  number  of  years, 
are  necessary  for  results. 

Intubational  dilatation  should  not  be  used  in  post-intubational  post- 
diphtheritic subglottic  edema,  because  this  form  of  stenosis  yields  more 
readily  to  the  author^s  method  of  galvano-cauterization  (q.  v.)  Intuba- 
tional treatment  is  not  satisfactory  when  tracheal  stenosis  coexists  with 
the  laryngeal  stenosis.     Laryngostomy  is  preferable  for  such  cases. 

Intubation  tubes  and  instruments.  To  be  of  any  benefit  in  cicatri- 
cial cases  dilatation  must  be  prolonged,  and  for  this  purpose  nothing 
equals  the  large  size  intubation  tube  modeled  after  the  tube  of  CDwyer. 
In  cases  in  which  the  coughing  out  of  the  tube  involves  risk  of  closure 
of  the  larynx  with  serious  dyspnea,  the  subglottic  retaining  swell  must  be 
large,  and  in  most  cases  the  author's  personal  preference  is  for  a  device 
suggested  to  the  author  by  a  patient  with  a  luetic  cicatricial  stenosis. 
It  was  a  great  comfort  to  this  patient  to  know  that  the  tube  could  not  be 
coughed  out,  and  the  author  and  Dr.  Patterson  have  subsequently  used 
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the  same  plan  in  a  number  of  other  cases  with  similar  good  results.  It  is 
made  of  silver-plated  brass,  which  is  preferable  to  the  hard  rubber.  The 
post-tube  also  has  the  advantage  of  maintaining  a  targe  tracheal  fistula 
which  is  a  great  safeguard  because  the  patient  can  learn  to  spread  the 
wound  orifice  himself  if  need  be.  The  first  ones  were  made  of  aluminum 
because  of  the  lightness.     Hut  as  aluminum  is  corroded  by  boiling  and 


Fig.  453. — Radioftrnpli  c>f  the  living  patient,  showing  ihc  author's 
ing  dilating  intubation  tube  in  position  in  a  man  of  eighteen  years.  ;i 
post-typhoid  larj-ngeal  stenosis. 


even  by  secretions,  we  have  now  abandoned  it  in  favor  of  silvered  brass. 
The  author  has  tried  the  wearing  of  soft  rubber  lubes  because  of  the  ef- 
fect of  soft  rubber  in  softening  cicatricial  tissue,  but  as  the  procedure 
is  not  safe  without  tracheotomy,  it  is  better  to  do  a  laryngostomy  when 
the  effect  of  soft  rubber  is  desired.  Our  screw-post  tube  was  illustrated 
(Fig.  453)  in  the  Laryngoscope,  September,  1!)0!I,  without  knowing  that 
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Schmiegolow  had  used  the  principle  in  the  tube,  Fig.  454,  in  1894  (Bib. 
480,  481).  John  Rogers  also  developed  a  very  ingenious  self  retaining 
tube  and  his  methods  and  results  are  excellent  (Bib.  455,  45(5,  457). 
Priority  in  the  self  retaining  principle,  therefore,  rests  with  Schmiegolow, 
and  the  Rogers  tube  antedated  that  of  the  author. 

For  palpatory  insertion  of  his  tubes  (Fig.  455)  the  author  has 
found  the  instrument  shown  in  Fig.  45G  to  be  preferable  to  the  form 
of  instrument  used  by  O'Dw^yer.  Parenthetically,  it  should  here  be 
stated  that  the  author  in  referring  to  tubes  and  intubation  instruments 
refers  only  to  such  as  are  used  in  tlie  dilatatory  treatment  of  chronic 
stenosis  of  the  larynx.  For  diphtheria  and  like  conditions  the  author 
has  never  seen  any  improvement  on  the  original  O'Dwyer  apparatus. 
For  intubation  and  extubation  by  the  direct  method  the  author  uses  the 
instrument  shown  in  Fig.  457. 


Fig.  454. — Self  retaining  intubation  tube  of  Schmiegelow  (Bib.  480,  481.) 


Intubation  and  extubation.  The  method  of  i)alpat()ry  introduction 
is  i)reciscly  the  same  as  taught  by  O'Dwyer  and  fully  described  and  il- 
lustrated in  the  text  books.  In  children  pali)atory  introduction  is  quite 
easy  but  in  adults  it  is,  in  some  cases,  (juitc  difficult  initil  after  much 
practice.  The  larynx  is  usually  so  far  down,  especially  when  the  patient 
is  retching,  that  tlie  arytenoids  cannot  be  reached  by  the  finger,  and  in 
many  cases  these  landmarks  have  been  destroyed  by  previous  necrosis. 
The  right  aryepiglottic  fold  is  generally  i)resent  in  some  form  and  will 
serve  as  a  palpatory  landmark.  The  direct  method  of  intubation  is 
usually  (juite  satisfactory  though  the  supraglottic  swell  of  the  large  adult 
tubes  will  not  go  through  any  but  an  open  laryngoscoi)e.  Xo  special  In- 
strument is  necessary  for  extubation.  The  post  is  unscrewed  and  re- 
moved, and  then  the  tube  is  pushed  up  into  the  pharynx  with  a  hemostat, 
being  careful  not  to  scratch  the  tube.  The  ])atient  can  usually  eject  the 
tube  from  the  pharynx,  but,  if  not.  the  neck  of  the  tube  can  be  seized  in 
the  pharynx  with  the  operator's  first  and  second  fingers. 

Care  of  patients  under  intiibational  treatment  for  laryngeal  stenosis. 
The  tendencv  of  an  intubation  tube  in  the  intiibational  treatment  is  to 
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sink  lower  and  lower  and  also  to  bury  itself  below  the  epiglottis  anterior- 
ly. This  must  be  combatted  at  first  by  the  support  afforded  by  the  block 
(C,  Fig.  455)  and  later  by  keeping  the  tube  up  into  its  place  with  gauze 
packing  below  the  post  in  the  cervical  fistula.  The  post  must  be  screwed 
tightly  with  a  hemostat  to  prevent  its  accidental  unscrewing.  The  block 
(C,  Fig.  455)  is  usually  dispensed  with  after  the  establishment  of  a  long 
well  epidermatized  trough. 

It  is  quite  essential  that  the  tubes  shall  be  of  large  size  and  that 
they  shall  be  worn  constantly.     The  size  should  be  increased  up  to  the 


Fig.  455. — The  author's  self  retaining  intubation  tube  for  the  treatment  of 
chronic  laryngeal  stenosis.  The  tube  (A)  is  introduced  through  the  mouth,  then 
the  post  (B)  is  screwed  in  through  the  tracheal  wound.  Then  the  block  (C)  is 
slid  into  the  wound,  the  square  hole  in  the  block  guarding  the  post  against  all 
possibility  of  unscrewing.  If  the  threads  of  the  post  are  properly  fitted  and  tightly 
screwed  up  with  a  hemostat,  however,  there  is  no  chance  of  unscrewing  and  gauze 
packing  is  used  instead  of  the  block  to  maintain  a  large  fistula.  The  shape  of  the 
intubation  tube  has  been  arrived  at  after  long  clinical  study  and  trials,  and  cannot 
be  altered  without  risk  of  falling  into  errors  that  have  been  made  and  eliminated 
in  the  development  of  this  shape. 

point  where  it  requires  a  slight  degree  of  force  for  insertion.  Great  care 
must  be  taken,  however,  not  to  increase  size  too  rapidly  nor  to  carry  it 
too  far,  lest  chondrial  necrosis  set  in  and  make  matters  worse  than  be- 
fore. Usually  once  a  month  is  often  enough  to  substitute  the  next  larger 
size.  The  tube  must  be  removed  for  cleansing  every  alternate  day  at 
first.  After  a  few  weeks  the  duration  may  be  increased  until  it  can 
remain  in  a  week  or  even  two  weeks.  Should  swelling  and  tenderness 
develop  around  the  wound  the  tube  should  be  removed  and  cleansed. 
Should  the  inflammatory  signs  persist  it  may  be  necessary  to  substitute 
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a  tracheotomic  cannula  for  a  few  days.  The  position  of  the  supraglot- 
tic  swell  of  the  tube  should  be  watched  daily  preferably  by  the  laryngeal 
mirror.  Overhanging  granulations,  if  any,  should  be  removed  with 
tissue  forceps,  Fig.  35,  by  the  direct  method.  Once  every  week,  when 
the  tube  is  removed,  a  bronchoscope  should  be  passed  to  note  progress 
and  to  remove  deeper  granulations,  treat  ulceration  by  applications,  or 


Fic.  456. — Introducer  for  the  author's  self-retaining  intubation  tubes,  when  it 
is  desired  to  use  the  palpatory  method  of  introduction.  This  instrument  is  for 
adults.  For  children  the  O'Dwyer  principle  is  preferable,  if  an  indirect  instru- 
ment is  desired. 
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F!(;.  457. — Introducer    for   placinp:   the   author's  intubation   tubes   by   the   direct 
method.    For  children  tlie  introducer  of  Mosher  is  better. 


by  change  of  tubal  shape,  or  by  temporary  tubal  discontinuance  as  may 
be  indicated.  For  this  inspection  the  bronchoscope  should  always  be 
passed  through  the  larvnx;  thus  the  approach  is  in  what  should  be 
the  normal  laryngeal  and  tracheal  axes.  In  no  case  should  the  tracheal 
fistula  be  allowed  to  dose  while  the  patient  is  under  intubational  dilata- 
tion of  a  chronic  laryngeal  stenosis.     Should  an  intubation  tube  become 
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obstructed  suddenly  a  good  tracheal  nurse  can  extubate  the  patient  by 
the  method  described,  and  if  needed  for  breathing,  insert  an  ordinary 
tracheotomic  cannula  temporarily. 

From  time  to  time,  after  the  first  few  months,  the  tube  may  be  left 
out  for  a  few  hours  to  note  with  the  mirror  and  by  the  breathing  what 
gain  is  being  made  in  the  area  of  cross  section  of  the  laryngeal  lumen. 
The  duration  of  the  extubation  test  period  may  be  increased  if  the  im- 
provement warrant,  until  finally  the  tube  can  be  abandoned  altogether. 
The  supreme  test  is  the  breathing  at  night.  When  this  is  fjuiet  without 
the  tube  the  patient  is  a  probationary  cure.  His  larynx  must  be  watched 
and,  if  need  be,  intubation  resumed  before  his  larynx  gets  too  much 
contracted.  Six  months  without  the  tube  may  be  called  a  cure.  Fortun- 
ately the  fistula  will  usually  stay  patent  during^  this  time  because  it  is 
epithelialized  with  dermal  epithelium.  If  it  show  any  tendency  to  close 
completely  it  must  be  kept  open  by  the  wearing  of  an  obturator,  which 
consists  in  a  silver  plug  long  enough  barely  to  reach  the  trachea,  the  plug 
being  metallically  attached  to  a  tape  holder  after  the  manner  of  a  tracheo- 
tomic cannula. 

The  treatment  may  require  from  three  months  to  four  years.  Dur- 
ing this  time  the  patient  has  a  good  whispered  voice  but  cannot  phonate. 
He  can  attend  to  any  work,  even  hard  labor,  provided  his  work  does  not 
require  a  voice ;  and  provided  he  could,  in  case  of  emergency,  extubate 
himself  and  put  in  a  tracheotomic  cannula.  In  only  a  few  cases  is  the 
secretion  of  such  a  natuic  as  to  bring  about  such  an  emergency  after  the 
first  three  or  four  months  of  treatment.  A  few  patients  are  afflicted  with 
a  tubal  accumulatior  of  a  thick,  gummy,  adherent  secretion  which  they 
cannot  cough  out  of  the  tube. 

The  ultimate  vocal  results  in  the  successful  cases  is  excellent  in  pro- 
portion as  arytenoid  motility  remains.  In  ankylotic  and  necrotic  aryte- 
noid conditions  the  patient  will  get  a  loud  though  rough  and  inflexible 
phonation.  Many  patients  accjuire  a  peculiar  sidewise  dipping  of  the 
head,  with  working  of  the  platysma  myoide-;  and  other  cervical  muscles 
just  as  they  commence  to  speak.  The  ultimate  voice  in  adults  is  usually 
lower  in  pitch  than  before  treatment.  In  children  time  will  work  won- 
ders in  the  development  of  flexible,  alnio^^t  unimpaired  voice. 


CHAPTER    XL. 

Laryngostomy. 

Definition.  L:) ryngostomy  is  the  name  given  to  the  surgical  pro- 
cedure of  laying  open  the  larynx  anteriorly  and  keeping  it  open  for  a  long 
period  of  treatment.  More  or  less  of  the  trachea  is  usually  included  in 
the  opening  and  the  procedure  is  then  laryngotracheostomy. 

History.  It  was  done  for  stenosis  first  by  Heryng  in  1894  (Bib. 
215)  and  by  Ruggi  for  recurrent  papilloma  in  1898  (Bib.  401).  It  has 
since  been  elaborated  and  developed  by  Sargnon  (Bib.  472.  473,  474), 
Canapel,  Melzi,  Cagnola,  Barlatier,  Baratoux,  Vignard  and  others.  Sarg- 
non*s  methods  and  results  are  especially  worthy  of  study. 

The  author  first  performed  it  in  11)00,  reporting  fivG  successful 
cases,  with  exhibition  of  two  of  ihc  i)atients  at  the  meeting  of  the  Ameri- 
can Laryngologiral.  Khinological  and  ( )tological  v^ociety,  February.  VM)i. 
(Bib.  2G8).  In  these  cases  the  author  used  the  T-shaped  silver  cannula 
shown  at  A  and  B>,  in  Fig.  V)S,  and  a  laryngostomy  cannula  (Fig. 
4r)J)).  In  two  of  the  cases  the  stenosis  subsequently  recurred.  In  VMH\ 
Killian  demonslralcd  a  vastly  better  method  by  p()st-0[)erative  dilatation, 
that  made  of  laryngostomy  an  oi)eration  that  has  now  a  permanent  place 
in  the  surgery  ot  the  larynx,  lie  also  made  use  of  a  T-shai)ed  cannula 
(C,  Fig.  J.")8 ),  but  it  was  made  of  soft  rubber  and  was  used  in  successively 
increasin<{  sizes  for  dilatation,  lie  had  discovered  that  the  contact  and 
elastic  pressure  of  the  soft  rubber  caused  a  softening  and  absori)tion  ot 
the  obstructive  endolaryngeal  tissue.  Taking  advantage  of  the  effect  ot 
the  contact  oi  ruhher  tuliing,  the  author  fitted  the  rubber  tubing  in  in- 
creasing sizes  and  of  i)r()i)er  length  for  the  particular  case  (Figs.  4r)l 
and  11.") )  over  the  ni)nght  branch  of  his  old  laryngostomy  cannula.  (Fig. 
\y.) ).  The  results  of  this  have  been  ideal.  Sargnon  suggested  tying  the 
rubber  drain  to  an  ordinary  cannula  as  shown  in  Fig.  4<)2.  Under  his 
skilful  care  this  produced  excellent  results,  but  in  the  hands  of  others 
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great  care  has  been  necessary  to  combat  its  tendency  to  the  development 
instead  of  the  obliteration  of  the  spur  (E,  Fig.  4()0),  which  all  old  can- 
nula wearers  have.  Fournier  suggested  using  an  ordinary  tracheotomic 
cannula,  the  tubing  having  a  side-opening  through  which  the  cannula 
was  placed.  This  also  produced  good  results,  but  it  does  not  obliterate 
the  spur  (E,  Fig.  460)  like  the  author's  apparatus,  Fig.  461.  Mr. 
Walter  G.  Howarth  has  had  excellent  results  from  dispensing  altogether 
with  a  cannula.     (Fig.  464).    The  rubl>er  tubing  is  cut  long  enough  to 
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Fig.  458. — A.  B.,  T-shaped  separable  tracheal  cannula  of  the  author.  Each 
section  is  inserted  separately,  then  the  two  are  held  together  by  the  ring.  (Bib. 
268).  The  tape  hoMer  retains  the  tube  and  dressings.  C,  T-shaped  soft  rubber 
tube  of  Killian. 


Fig.  459.— Author's  lanngostomy  cannula  originally  used  \vitht)ut  rubber  tubing. 
After  Killian's  discovery  of  the  effect  of  rubber  dilatation,  rubber  tubing  in  increas- 
ing sizes  and  of  proper  length  has  l)een  placed  over  the  upright  branch  tube,  as 
shown  in  the  radiograph,  Fig.  475,  and  the  schema,  Fig.  461. 


extend  down  the  trachea  past  the  fistula  and  is  held  in  place  by  ligatures 
which  are  fastened  to  the  middle  of  the  tubing,  opposite  the  fistula,  by 
passing  the  sutures  through  the  wall  of  the  tubing  with  a  needle,  before 
the  tubing  is  put  in  place.  This  method  seems  excellent,  and  is  readily 
placed  without  discomfort  to  the  patient.  Thost  does  not  use  the  soft 
rubber  softening  and  absorbing  method.  He  inserts  a  smooth,  hard-rub- 
ber plug,  or  wedge,  above  the  ordinary  tracheal  cannula  as  shown  in 
Fig.  466.     Ilis  results  are  excellent.     Much  careful  work,  however,  is 
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Fig.  460. — Schematic  representation  of  the  problem  involved  in  laryngeal 
stenosis  when  the  patient  has  been  wearing  a  cannula  for  a  long  time.  In  addi- 
tion to  the  original  stenosis  (L)  in  the  larynx,  the  wearing  of  the  cannula  (C) 
has  built  up  the  stenotic  mass  (E)  in  the  trachea.  S  represents  the  skin  and 
T,  TT,  represent  the  trachea. 


Fig.  461. — Schema  showing  the  author's  method  of  laryngostomy.  The  hollow 
upward  metallic  branch  (X)  of  the  cannula  (C)  holds  the  rubber  tube  (R)  back 
firmly  against  the  spur  (  E)  on  ilie  l)ack  wall  of  the  trachea.  Moreover,  the  air 
passing  up  through  the  rubber  tube  (R),  permits  the  patient  to  talk  in  a  loud  whis- 
per, the  external  orifice  of  the  cannula  being  occluded  most  of  the  time  with  the 
cork  (K). 


Fk;.  462. — Schema  ."-bowing  the  method  of  Sargnon  for  after-treatment  of 
laryngostomy.  K.xcellent  results  have  followed  this  method.  The  tendency  of  the 
cicatricial  spur  (K)  to  push  forward  the  lower  end  of  the  rubber  tube  (R)  should 
be  combated.  The  tubmg,   K,  is  plugged  with  gauze  at  each  dressing. 
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needed  to  combat  the  spur,  shown  at  E,  Fig.  460.  The  patient  has  not 
even  a  whispered  voice  while  the  plug  is  in  place,  but  doubtless  this  could 
be  remedied  by  an  air  canal  in  the  plug. 

Indications.  When  all  else  fails  in  a  case  of  cicatricial  stenosis,  re- 
course must  be  had  to  laryngostomy,  and  with  proper  patience  in  carry- 
ing out  the  treatment,  it  will  cure  every  case  unless  the  loss  of  cartilage 
is  very  extensive.    Formerly,  in  the  stenosis  due  to  chronically  recurring 


Fig.  463. — Fournier's  method  of  holding  the  rubber  dilatatory  drain  in  posi- 
tion. B,  rubber  drain  with  side  opening  cut  in  lower  end.  A,  tracheal  cannula 
attached  to  drain  by  passing  the  tube  of  the  cannula  through  the  side  hole  of  the 
rubber  drain,  where  it  is  held  by  two  ends  of  a  suture  to  the  staples  of  the  tape 
plate.     The  tubing  is  phiggod  with  gauze  at  each  dressing. 


Fig.  464. — Method  of  Mr.  Walter  G.  Howarth  in  laryngostomy.  The  cords 
(H,  H)  transfixed  through  the  wall  of  the  rubber  tubing  (R).  After  the  tube  is 
in  place  in  the  larynx  and  trachea  the  free  ends  of  the  cords  are  tied  over  the 
large  plug  of  gauze  that  is  forced  into  the  laryngostomy  opening  in  the  effort  to 
keep  this  opening  as  large  as  possi])le. 


papillomata  in  children,  the  author  resorted  to  laryngostomy  in  intract- 
able cases,  but  since  perfecting  the  technic  of  direct  removal,  he  has 
found  that  by  persistence  with  the  extirpation  and  alcohol  applications,  it 
is  possible  ultimately  to  cure  every  case.  There  are  a  number  of  stenotic 
conditions  such  as  scleroma  that  doubtless  would  be  benefited  by  larj'n- 
gostomy,  but  the  author  has  had  no  personal  experience  with  them. 
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Contramdic'atioHS.  Pyrexia  is  an  absolute  contraindication.  Active 
lues  and  active  tuberculosis,  local  or  elsewhere,  do  also.  Bronchial  and 
pulmonary  disorders  greatly  increase  the  risks  and  if  irremediable,  they 
are  contraindications.  Serious  oi^nic  disease  anywhere  is  prohibitive. 
Excessive  loss  of  laryngeal  and  tracheal  cartilage  will  preclude  a  success- 
ful result.  A  purulent  focus,  as  in  the  nasal  accessory  sinuses,  increases 
the  risk  but  is  not  an  absolute  contraindication. 


(L 


(Myi^ 


Fic.  465.— Special  rubber  tube  of  Moure  tor  laryngostoray.  The  tubular  parts 
(L  and  T)  are  in  the  larynx  and  trachea,  respectively,  while  the  loops  (U,  M) 
project  through  the  external  wound  to  keep  it  patulent. 


Fici.  460— Thosl's  apparatus  for  the  dilatation  of  cicatricial  laryngeal  stenosis. 
The  hard  rubber  plug,  B,  is  inserted  from  below  upward  before  the  ordinary 
Iradieal  cannula,  C,  is  inserltd. 


Instruments.  Besides  general  operating  instruments,  the  requisites 
are  a  blunt  pointed  bistoury,  Moure's  thyrotomy  shears  or  the  turbino- 
tome (Fig.  iG~),  small  retractors,  silk  for  suturing  the  mucosa  to  the 
skin.  As  in  all  external  laryngeal  surgery  a  small  electric  light,  worn  be- 
tween the  operator's  eyes  (not  on  top  of  the  head)  is  essential.  The 
illuminating  and  the  visual  axes  must  almost  coincide.  For  the  post- 
operative diJatatory  dressings,  soft  rubber  tubing  evenly  graduated  in 
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sizes  from  lo  to  4;j  French  scale  sizes  is  needed.  These  are  unobtainable 
in  drainage  tubing,  but  veterinary  catheters  answer  admirably.  These 
tubes  must  be  cut  in  length  to  suit  the  case,  the  cut  edges  being  rounded 
with  sand  paper  or  by  singeing  in  the  flame  of  an  alcohol  lamp,  being 
careful  not  to  burn  the  rubber,  only  to  melt  off  the  sharp  angle  of  the 
cut  edge. 

Preliminaries.  The  patient's  health,  if  improvable,  must  be  im- 
proved. Luetic  cases  should  have  at  least  one  month's  treatment,  whether 
active  lesions  are  present  or  not.  As  in  all  operations  about  the  air 
passages,  the  mouth  and  teeth  should  be  put  in  the  best  possible  condi- 
tion with  the  aid  of  the  dentist  if  necessary.  Alcohol  25  per  cent 
strength  is  the  best  non-toxic  antiseptic  mouth  wash.  All  proprietary 
preparations  are  a  delusion,  unless  they  contain  alcohol ;  though  they 


Fig.  467. — Turbinotome  of  the  author,  originally  devised  for  turbinotomy  but 
found  excellent  for  thyrotomy  and  laryngotomy. 

may  be  used  to  flavor  the  wash.  Diseased  tonsils  should  be  removed 
radically  and  healing  awaited. 

Position  of  the  patient.  The  patient  is  placed  in  the  combined 
Trendelenberg-Rose  position  to  prevent  aspiration  of  blood  and  secre- 
tions. If  the  wound  be  not  allowed  to  close  during  the  operation,  the 
retractors  being  always  kept  in  place,  the  blood  cannot  be  aspirated  up 
hill.  If  the  edges  of  the  wound  be  allowed  to  approximate  there  is  no 
longer  an  open  trough,  but  a  tube,  continuous  with  the  trachea,  up  which 
fluids  can  be  aspirated. 

Anesthesia.  Local  infiltration  anesthesia  is  far  the  best  and  safest 
anesthetic.  The  solution  we  use  is  the  same  as  for  tracheotomy  (q.  v.). 
The  intradermatic,  not  hypodermatic,  injection  of  this  solution  along  the 
line  of  incision,  will  produce  absolute  analgesia  of  the  skin  and  partial 
anesthesia  of  scar  tissue.  The  interior  of  the  larynx  can  be  anesthetized 
in  adults  by  the  local  swabbing  with  a  20  per  cent,  cocaine  solution.  This 
must  be  applied  through  the  tracheal  fistula  before  commencing  to  oper- 
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ate.     It  will  have  no  effect  afterward.     The  only  really  painful  part  is 
the  thyrotomic  clip  (Fig.  4fi8)  and  this  is  over  in  an  instant. 

Operation.     For  clearness  the  operation  may  be  described  in  four 
steps : 

1.  Opening  of  the  larynx. 

2.  Incision  of  the  posterior  wall. 

3.  Suture  of  !he  mucosa  to  the  skin.      • 

4.  Placing  of  the  dilating  tube  and  the  dressing. 

1.  Laryngotomy.  This  step  is  described  as  dividing  the  tissues 
layer  by  layer,  skin,  cellular  tissue,  fascia,  thyroid  gland,  etc.  Such  pro- 
cedure is  a  great  waste  of  time.  The  simplest  method,  requiring  but  a 
md  or  two,  is  to  insert  the  lower  blade  of  the  inverted  turbinotome 


(Fig.  -JliT  )  in  the  tracheal  fistuh.  as  shown  in  Fig.  !tW,  and  to  divide 
all  llie  tissues,  including  the  skin,  at  one  clip.  The  incision  must  always 
extend  to  the  Irachcotomic  fistula,  no  matter  how  low,  in  order  that  all 
the  conditions  within  to  be  dealt  with  may  be  expo.sed  to  view  and  treat- 
ment. This  applies  with  especial  force  to  the  granulatory  or  hyper- 
plastic spur  (E.  Fig.  iiiO).  which  is  so  oflen  a  factor  in  preventing  de- 
cannulatiori.  In  making  this  clip  in  cases  in  which  the  thyroid  cartilage 
has  been  divided  Iwlort,  as  is  often  the  case  in  die  cases  that  come  to 
the  author,  great  care  shoukl  be  t.ikcn  to  follow  the  line  of  fibrous  union. 
The  ihyroid  cartilage  rarely,  if  ever,  unites  with  cartilaginous  tissue,  and 
the  isl.ind  ')f  cartilage  (  F.,  Fig.  -Hi!')  produced  by  a  cut  in  a  new  location, 
is  very  likely  to  'lie.  This  is  a  disaster  because  it  diminishes  the  already 
deficient  siJie  of  the  laryngeal  framework. 
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2.  Incision  of  the  posterior  wall  is  best  done  with  a  sharp  scalpel, 
vertically,  exactly  in  the  median  line,  clear  through  the  scar  tissue,  but 
with  great  care  not  to  incise  the  anterior  esophageal  wall.  In  intubated 
cases  the  scars  are  usually  on  the  posterior  wall  in  the  cricoid  region, 
and  they  should  be  divided  through  to  the  cartilage;  remembering,  of 
course,  that  above  the  cricoid  cartilage  the  posterior  laryngeal  wall  is 
soft,  otherwise  the  esophagus  might  be  penetrated.  Now  we  come  to 
the  essential  technical  improvement  of  Killian.  Instead  of  excising  the 
cicatricial  tissue,  and  eviscerating  the  larynx,  he  took  advantage  of  the 


Fig.  469. — Schema  showing  error  to  avoid  in  opening  the  larynx  in  any  case 
in  which  the  thyroid  cartilage  has  been  previously  divided.  If  the  new  incision 
(as  at  C,  D)  does  not  follow  the  line  of  fibrous  union,  A,  B,  the  island  of  cartilage, 
E,  will  likely  become  necrotic,  still  further  narrowing  the  larynx  and  rendering 
cure  extremelv  difficult. 


Fig.  470. — Author's  graspmg  forceps  for  external  laryngeal  operations.  They 
hold  firmly  large  or  small,  protruding  or  fiat  tissues,  and  do  not  tear  out  like  all 
forms  of  toothed   forceps  do. 


tendency  of  the  tissues  to  absorb  and  melt  away  under  the  contact  and 
elastic  pressure  of  soft  rubber  tubing.  The  linear  median  incision  is  to 
form  a  trench  in  which  to  lay  the  tube.  Lateral  cicatrices  are  not  in- 
cised, but  left  to  disappear  in  the  post-operative  treatment.  Sargnon  and 
Barlatier  advise  excision  in  cases  of  limited  membranous  cicatrices,  plug- 
ging the  wound  for  a  few  days  with  vaselined  gauze.  In  some  cases 
the  author  has  found  it  advantageous  to  excise  with  curved  scissors  web- 
like cicatrices,  and  also  to  excise  very  thick  cicatricial  infiltrations,  thus 
shortening  th?  after  treatment.  For  grasping  tissues  within  the  larynx 
the  forceps,  Fig.  170,  are  the  best. 

4.     Placing  of  the  dilating  tube,  the  cannula  and  the  dressing.    The 
patient  is  now  asked  to  cough,  if,  indeed,  he  has  not  been  coughing  freely. 
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If  the  reader  uses  general  anesthesia,  he  is  urged  never  to  have  the 
patient  so  deeply  under  that  the  tracheal  cough  reflex  is  completely  abol- 
ished. The  laryngeal  cough  reflex  may  he  more  or  less  controlled  as 
desired  hy  the  preliminary  use  of  cocaine.     The  tracheal  cough   reflex 


Fin,  471. — Photograph  of  wound  immediately  afler  liirytigoslomy,  before  the 
placing  of  tlic  cannula,  rubber  dilating  tube,  dilatalory  drain,  and  dressings.  The 
silk-worm  e"t  sutures  uniling  the  skin  lo  the  lining  of  larynx  have  hemostais 
attached  lo  (hem.  The  suture  ends  wi-re  cul  off  afterward. 


is  the  watch-dog  of  ihc  lungs,  as  the  author  has  so  often  urged,  and 
should  never  he  abolished  in  the  surgery  of  the  air  passages.  The  rub- 
ber dilating  drain  is  now  cni  lo  length.  It  should  extend  upward  as  high 
as  possible  without    interfering    with   epiglottic   closure  and   downward 
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over  all  of  the  vertical  branch  of  the  cannula.  Its  upper  end  is  plugged 
with  gauze  securely  stitched  to  the  rubber,  lest  it  escape  into  the  trachea. 
The  two  ends  of  a  braided  silk  cord,  previously  transfixed  through  the 
wall  of  the  lower  end  of  the  rubber  tubing  and  tied,  are  now  carried 
outward  and  made  fast,  one  end  to  the  right  and  the  other  to  the  left 
end  of  the  tape  holder  of  the  tracheal  cannula.  They  are  drawn  taut 
in  such  a  way  that  the  soft  rubber  tubing  cannot  slide  upward  off  the 
vertical  branch  of  the  cannula. 

3,  Suture  of  the  mucosa  to  the  skin.  The  mucosa,  or  the  cica- 
tricial tissue  of  each  lateral  wall  of  the  larynx,  is  sutured  to  the  skin  by 
three  or  more  deeply  placed  silk-worm  gut  sutures  which  pass  through 


Fig.  4"3-— a   ease   of  larvnsostomy   one   month   nfti'r 
mati^ation  of  the  laryn^ai  cavity  is  progressing. 


the  laryngeal  lining,  and  intervening  tissues  to  and  through  the  skin. 
Superficial  stitches  slough  out  m  a  few  days.  Care  must  be  taken  not 
to  lacerate  the  edges  of  the  tracheal  or  laryngeal  cartilages.  Preser\'a- 
tion  of  the  cartilage  is  of  primary  importance  in  all  stages.  If  there  is 
no  cicatricial  tissue  at  the  divided  edges  to  support  sutures  they  had 
better  be  dispensed  with,  becau.se  normal  tracheal  or  laryngeal  edges  will 
be  lacerated. 

In  placing  the  apparatus  it  must  be  borne  in  mind  that  if  the  tube 
were  to  slide  upward  even  slightly  it  would  ride  above  the  spur  (E, 
Fig.  4(iOi.  The  great  efliciency  of  the  author's  method  is  due  to  its 
keeping  the  soft  rubber  in  i)erfect  pressure  contact  with  this  spur,  and 
giving  the  straight  up  and  do\^^l  line  to  the  posterior  tracheal  wall  as 
shown  in  the  radiographs.  Figs.  47i  and  47."i.  In  placing  the  apparatus 
the  rubber  tubing  with  braided  silk  cords  attached  by  suture  to  its  lower 
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Fig.  474-— Anteroposterior  radiograplnii;  view  of  the  author's  laryngoslomy  ap- 
paratus in  silu,  in  a  woman  27  ye.irs  of  age,  affected  wilh  iio.il -typlioidal  cicatricial 
laryngeal  s 


Fic,  475, — L,^l^.'ral  radiographic  vii'w  of  the  same  patient  as  shown  in  Fii,'.  474 
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end,  is  inserted  through  the  laryngostomy  wound  and  pushed  upward  into 
the  larynx,  the  outer  ends  of  the  silk  being  prevented  from  escaping  by 
damping  a  hemostat  on  them.  The  special  laryngostomy  cannula  is  then 
inserted  into  the  tracheal  trough.  The  rubber  tubing  is  then  pulled  down 
and  made  fast. 

With  this,  or  any  other  form  of  apparatus,  if  increased  pressure  at 
one  point  is  desired,  the  diameter  of  the  dilating  rubber  tube  may  be 
increased  at  the  cor  res  i>on  ding  point,  as  suggested  by  Sargnon  and  Bar- 
latier.  by  slipping  over  the  tube  another  bit  of  tubing  of  the  proper  dia- 
meter to  be  telescoped  over,  and  of  a  length  to  correspond   with  the 


Fic.  476. — .Author's  metliod  of  packing  tracheal  and  external  laryngeal  wounds 
to  keep  them  open,  A  double  thickness  of  gauze  is  spread  over  the  whole  front 
of  the  neck.  The  portion  over  the  wound  is  then  tucked  into  ihe  wound.  Then 
a  little  hard  roll  of  gauze  is  forced  into  the  wound,  carrying  the  double  layer  with 
it.  This  form  of  dressing  prevents  any  ends  from  K^tling  down  into  the  trachea. 
Useful  in   dressing  larjngostomics.  thyrotomies  and  tracheotomies. 


vertical  extent  of  the  portion  of  the  laryngeal  or  tracheal  lumen  that 
requires  the  additional  pressure. 

After  the  tube  is  placed  the  gauze  dressing,  in  the  form  of  a  tight 
roll  of  proper  size,  is  smeared  with  sterile  vaseline,  and  forced  into  the 
wound  in  such  a  way  as  to  keep  it  open.  Our  preference  is  for  the  form 
that  we  use  in  thyrotomy  dressings.     (Fig.  47'!.) 

After-care.  The  dressing  should  be  changed  every  three  hours,  the 
gauze  being  wrung  out  of  bichloride  of  mercury  1 :10,0(lO  solution.  This 
is  contrary  to  routine  surgery,  but  routine  surgery  has  a  high  mortality 
if  applied  to  the  iarjnx.  Nurses  trained  in  this  lar>-ngeal  and  tracheal 
work  attend  to  the  dressing  under  the  supervision  of  Dr.  Ellen  J.  Pat- 
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terson,  who  dresses  the  wound  once  daily  herself.  In  laryngostomies  she 
puts  in  place  the  increasing  sizes  of  dilating  tubes.  If  sloughing  or  too 
great  'pain  should  supervene,  it  is  well  to  omit  increasing  the  size  and  let 
the  patient  wear  the  same  size  or  the  next  smaller  size  for  a  week  or 
more,  as  seems  best.  It  is  absolutely  necessary  to  observe  the  utmost 
vigilance  to  prevent  any  loss  of  what  dilatation  has  been  gained.  A  few 
days  without  any  dilating  tube  may  seriously  retard  the  cure. 

After  the  first  few  days,  the  gauze  plug  stitched  inside  the  upper  end 
of  the  rubber  dilating  tube  is  omitted  and  the  patient  can  then  speak  in 
a  whisper,  and  can  breathe  through  the  mouth,  the  external  orifice  of  the 
cannula  being  corked.  This  is  one  of  the  great  advantages  of  the  author's 
method. 

The  success  of  the  operation,  like  all  laryngeal  surgery,  is  dependent 
almost  entirely  upon  the  care,  patience  and  skill  with  which  this  after- 


FiG.  477. — ^Schema  illustrating  the  author's  method  of  hastening  epidermatiza- 
tion  of  a  laryngostomy  wound.  An  incision  through  the  skin  is  made  on  each 
side  as  shown  by  the  dotted  lines,  C,  and  D.    The  skin  is  dissected  loose  from 

the  subcutaneous  tissue  (except  at  the  edges  of  the  laryngostomy  opening)  so  as  to 
allow  it  to  slide.  If  packing  is  put  under  to  prevent  it  healing  back  into  its  old 
position,  it  will  be  found  in  a  few  days  that  the  skin  has  been  drawn  down  into 
the  wound  as  shown  at  E,  F,  thereby  satisfying  the  tendency  to  contract. 


treatment  is  carried  out.  The  dilatation  should  be  slow,  making  progress 
no  faster  than  the  tissues  will  tolerate.  Sloughing  or  excessive  fetor 
is  a  warning  to  ease  up  on  the  pressure.  The  sloughs  and  exudates  are 
usually  infections  of  buccal  origin.  They  are  usually  thin  and  may  be 
cleared  away  by  mopping  with  hydrogen  peroxid  solution.  They  may 
surround  the  stitches,  which  may  have  to  be  removed  if  the  sphacelic 
process  is  too  severe. 

The  purpose  is  to  get  rid  of  the  cicatricial  tissue  and  to  cover  the 
newly  formed  lumen  of  the  larynx  first  with  small  firm  granulations,  then 
with  epidermal  epithelium.  This  must  be  kept  in  mind  in  the  after  care 
as  it  is  the  keynote  to  success.  This  epidermatization  may  take  tw^o 
months  or  longer.  It  is  claimed  by  some  that  some  regeneration  of 
cartilage  takes  place.     In  many  cases  the  wound  seems  to  be  shallower 
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though  larger.  That  is,  il  is  neaier  the  surface  of  the  skin.  A  few  re- 
main deep.  In  these  deep  cases  we  have  found  it  advantageous  to  slide 
a  section  of  skin  on  each  side  down  into  the  wound  as  shown  in  Fig.  477. 
Where  the  skin  and  siihculaneous  tissue  arc  not  too  cicatricial  from  re- 
peated operation  and  tlie  healing  of  open  granulating  wounds,  this  method 
has  also  been  very  ei'fieacious  in  preventing  cicatricial  contraction  in 
shallow  ca.'^es.  The  method  will  be  readily  understood  from  Fig.  ITi. 
At  A  and  at  B  are  seen  the  normal  ?kin  ed.^es  dipping  down  into  the 


When  lb 
dimply  at 


photograph  [UustraliiiB  the  irital  result  in  lar>iigi>stomj-. 
.  he:n  properly  carried  out,  the  skiti  will  be  pulled 
the  wound  in  a  funnel<1ike  shape  as  here  shown.  It  is  an  elongated 
it  a  circular  one.  The  actual  skin  surface  should  he  drawn  in,  not 
cpithelialized  cicatricial  tissue. 


tracheal  wound.  To  obtain  this  dipping  down  of  normal  skin  (not  cica- 
tricial tissue  covered  with  epidermal  epithelium)  it  is  necessary  to  have 
normal  skin  to  begin  with,  and  the  possibility  of  obtaining  this  will  de- 
pend somewhat  upon  the  position  'of  the  original  tracheotomy.  If  the 
laryngoslomy  has  gone  through  perfectly  normal  skin  and  the  after -pack- 
ing has  been  carefully  attended  to,  the  skin  surface  should  dip  down 
into  the  wound  as  shown  at  A,  B,  Fig.  417.  and  in  the  photograph,  Fig. 
47^!.     If,  however,  granulations  have  been  allowed  to  rise  higher  than  the 
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edges  of  the  skin  the  object  will  be  defeated.  But  having  obtained  the 
condition  shown  in  Fig.  478,  the  author's  method  of  preventing  contrac- 
tion has  yielded  excellent  results.  Not  only  does  it  satisfy  the  tendency 
of  the  cicatricial  tissue  to  contract  but  it  also  furnishes  k  good  dermal 
lining  for  the  trachea,  or,  rather,  for  the  new  adventitious  lumen  that  i.s 
to  supply  the  place  of  the  old  stenosed  trachea. 

Epidermatization  is  favored  by  the  use  of  a  ten  per  cent  ointment  of 
scarlet  red.     ' 


Fig.  479. — Schema  of  the  autoplastic  operation  of  Berger  for  closing  a  tracheo- 
dermal  fistula.  A,  elliptic  incisions  around  the  fistula.  B,  flaps  turned  epidermis 
inward  and  sutured.  €,  manner  of  drawing  together  and  suturing  the  sldn  to  cover 
the  flaps.     (After  Molinie). 


A. 


b. 


K^. 


Fig.  480. — Schema  of  the  autoplastic  operation  of  Gluck  for  the  closure  of  a 
tracheo-dermal  fistula.  A,  form  of  incisions  and  flaps,  one  on  each  side  of  the 
fistula.  B,  one  flap  turned  back  and  sutured,  epidermal  surface  inward.  C,  the 
other  flap  dragged  over  to  close  the  wound.     (After  Molinie.) 

Duration  of  the  treatment  \aries  from  three  to  six  months,  oc- 
casionally longer.  At  the  end  of  this  time,  it  is  in  most  cases  possible  to 
close  the  laryngostomy  by  a  plastic  operation,  but  it  is  better  not  to  do 
so.  No  matter  how  promising  the  result  appears,  the  small  opening 
should  be  allowed  to  remain  patulous  for  a  few  months  longer  to  facilitate 
the  watch  for  recurrence.  In  rare  cases  a  number  of  years  have  been 
required  for  complete  cure.  No  case  should  be  called  cured  until  six 
months  have  elapsed. 

Autoplasty,  The  laryngostomy  opening  will  rarely  unite  without 
autoplasty  because  of  its  epidermatization.  When  autoplasty  is  required, 
the  Berger  or  Gluck  operations,  clearly  shown  in  Figs.  479  and  480, 
will  usually  close  the  opening  perfectly,  though  a  number  of  minor  sec- 
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ondary  operations  are  at  times  necessary  to  dose  little  fistiilae  which  oc- 
cur, usually  at  the  corners  of  the  flaps.  Like  all  plastic  operations,  suc- 
cess depends  upon  large  well  nourished  flaps,  placed  without  too  much 
tension.  It  is  necessar)-,  in  males,  to  modify  the  shape  of  the  flaps  to 
avoid  if  possible  the  turning  in  of  skin  bearing  coarse  hair.  The  outer 
surface  of  the  skin  flap  is  always  turned  in  lowanl  the  trachea.     In  one 


Fii;.  4«r. — From  a  fihrilngrapli  of  a  rsuciil  taken  two  years  after  complete 
cure  of  obslinaie  cicatricial  [iost-t}-phoid  la ryngo tracheal  stenosis,  by  laryngostomy. 
(Four  years  have  elapsed  since  coraplcle  cute  and  plastic  closure.  Voice  and 
brealtiing  are  excellent.  falicnt  was  oriKinally  iracheoIomiKed,  in  eJctremii, 
by  Dr.  Joseph  H.  Barach), 

of  our  cases,  three  plastic  operations  failed  to  close  a  fistula.  The  entire 
front  of  the  neck  was  a  mass  of  scar-tissue.  After  each  operation,  a  small 
fistula  would  persist.  We  discovered  that  it  was  the  pressure  during 
cough  that  forced  a  small  opening  and  forced  the  secretion  out,  thus 
causing  a  leak.  By  doing  a  tracheotomy  very  low  in  the  neck,  the  pres- 
sure on  the  nlaslic  above  at  the  site  of  the  iaryngostomy  during  coughing 
was  completely  prevented.     After  healing  of  the  laryngostomy  opening 
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was  complete,  the  cannula  below  was  removed  and  the  lower  wotmd 
packed  in  the  usual  way  until  it  closed  from  the  bottbm  up.  This  new 
tracheal  wound,  not  being  epidermatized,  healed  in  about  ten  days.  This 
patient,  now  four  years  after  complete  closure  and  six  years  after  the 
lumen  was  enlat^ed  to  the  desired  point,  remains  absolutely  free  of  ste- 
nosis and  has  now  a  good,  though  rough,  voice.  Figure  481  was  made 
from  a  photograph  taken  two  years  ago.  In  some  instances  we  took  the 
tension  off  the  plastic  stitches  by  tiie  use  of  the  lacing.  Fig.  483. 


'  Fta.  '483. — Lacing  adhesive  strips  for  lessening  the  tea&ion  on  the  sutures  ot 
autoplastic  flaps. 


Fig.  483. — lUuslrating  the  result  of  laryngostomy  in  a  boy  o£  sixteen  years.  A, 
post-typhoid  laryngeal  stenosis.  The  entire  subglottic  region  is  filled  with  inflam- 
matory tissue,  fixing  the  cords.  B,  laryngostomy  tube  in  situ.  C,  after  four 
months'  treatment  with  the  author's  apparatus.  D,  two  years  after  the  tracheal 
fistula  was  closed  by  autoplasty.  (Laryngeal  mirror  views  sketched  from  life  by 
the  author.) 

Results.  Of  the  author's  eighteen  cases,  two  are  still  under  treat- 
ment. Two  were  cured  by  laryngostomy  without  dilatation,  two  recurred 
and  were  afterward  cured  by  the  author's  method,  as  described.  The 
other  fourteen  cases  are  well.  The  vocal  results  in  all  were  very  satis- 
factory, and  especially  so  in  the  cases  with  some  degree  of  arytenoid 
mobility  at  the  start.  Pitch  was  more  or  less  altered,  being  in  most  in- 
stances deeper. 


CHAPTER    XLI. 

Decannulation  After  Cure  of  Laryngeal  Stenosis. 

Abandonment  of  the  cannula.  When  a  tracheotomized  case  reaches 
the  stage,  by  whatever  mode  of  treatment,  when  the  patient  is  to  be 
trained  to  breathe  aeain  through  the  mouth,  it  is  necessary  to  occlude 
the  cannula.  The  best  method,  in  our  experience,  is  to  insert  a  rubber 
cork  in  the  inner  cannula.  It  is  quite  unnecessary,  with  a  properly  fitting 
cannula,  to  have  a  fenestrum  in  the  tube.  The  fenestrum  causes  no  end 
of  irritation  and  favors  the  formation  of  granulation  tissue,  because  it  is 
impossible  to  have  the  fenestrum  in  the  lumen  clear  of  contact  with  the 
walls  of  the  trachea.  It  is,  anyway,  unnecessary,  because  plenty  of  air 
will  pass  the  cannula  if  it  be  of  the  proper  size,  and  breathing  can  be 
unimpeded  without  a  fenestrum.  If  an  attempt  is  made  to  leave  the 
cannula  out,  no  matter  how  well  the  patient  may  be  able  to  breathe, 
there  is  apt  to  be  panic,  because  the  removal  of  the  tube  is  associated 
with  dyspnea  in  the  earlier  history  of  the  case;  and  associated  ideas, 
terror  and  nerve  habit  cause  the  panic.  On  the  other  hand,  when  a 
cork  is  used  for  two  or  three  weeks,  the  patient  becomes  accustomed  to 
breathing  through  the  mouth  and  realizes  that  he  can  do  so.  When  this 
confidence  is  acquired  there  will  be  no  panic.  In  cases  that  cannot  get 
sufficient  air  through  the  mouth,  a  slot  may  be  made  in  the  cork  for  air 
leakage  as  shown  in  Fig.  484.  All  decannulation  cases  must  be  closely 
watched  at  night.  A  patient  will  be  quite  dyspneic  with  a  cork  that 
can  be  comfortably  worn  in  day  time.  In  most  instances  where  laryn- 
gostomy  has  not  been  done  the  fistula  into  the  trachea  will  close  very 
rapidly.  This  should  be  retarded  all  that  is  possible,  and  the  wound 
should  be  packed  firmly  open  until  the  tracheal  cartilage  has  united  com- 
pletely. Otherwise,  there  will  be  a  mass  of  granulation  tissue  projecting 
into  the  trachea  at  the  site  of  the  unhealed  wound.  In  an  acute  case 
where  a  tracheotomy  has  been  done  for  temporary  stenosis,  if  the  wound 
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is  allowed  to  heal  promptly  the  cartilage  will  heal  very,  very  slowly 
and  all  the  time  v/ili  be  throwing  granulations  into  the  trachea,  as  the 
author  had  abundant  opportunity  to  observe  with  the  bronchoscope  some 
years  ago.  (Bib.  269).  These  may  become  so  large  as  to  demand  a  sec- 
ond tracheotomy.  Of  course,  the  granulations  can  be  removed  broncho- 
scopically  and  resorcin  or  other  applications  thus  made,  but  as  a  rule 
it  is  better  in  such  a  case  to  open  the  tracheal  wound  again  and  deal  with 


Fig.  4S4.^'£nlarged  illustration  of  cork  used  to  occlude  the  cannula  .in  train- 
ing patients  to  breathe  through  the  mouth  again,  before  decannulation.  The  groove 
allows  air  leakage,  the  amount  of  which  is  regulated  by  the  use  of  different  corks 
having  various  sizes  of  grooves  as  indicated  by  the  dotted  lines.  A  smaller  and 
still  smaller  air  leak  is  permitted  until  finally  an  ungrooved  cork  is  tolerated. 

it  properly  by  getting  healing  of  the  cartilage  first.  In  cases  in  which  the 
cannula  has  been  worn  a  great  length  of  time  the  cartilage  is,  usually, 
covered  with  fibrous  tissue  and  possibly  some  extension  of  the  tracheal 
epithelium,  but  not  enough  to  prevent  a  prompt  union.  It  usually  takes 
but  a  short  period  of  packing  until  the  tracheal  wound  is  united,  and 
the  wound  will  begin  to  fill  up  from  the  bottom,  when  the  packing  will  be 
gradually,  of  necessity,  less  and  less  deep,  until  none  can  be  inserted. 


CHAPTER    XLII. 

Malignant  Disease  of  the  Larynx. 

A  therapeutic  cure  for  cancer  remains  to-day,  as  it  always  has  been, 
a  hope  long  deferred.  As  applied  to  the  lar>'nx,  there  has,  as  yet,  been 
no  result  from  the  roentgen  ray,  radium,  mesothorium,  or  other  radio- 
active substances,  vaccines,  diathermy,  foetal  autolytic  products,  or  ionic 
surgery,  that  renders  their  use  advisable  instead  of  operation  in  an  oper- 
able case:  but  as  post-operative  measures  to  lessen  recurrence  and  for 
palliation,  some  of  these  measures  seem  to  have  value.  Well  planned, 
careful,  external  operation  followed  by  painstaking  after-care,  is  the  only 
cure  so  far  known  and  it  is  a  cure  only  in  a  properly  selected  case.  Endo- 
laryngeal  operation  (q.  v.)  is  contraindicated  except  in  minute  growths 
limited  to  the  tip  of  the  epiglottis,  which  are  not  strictly  endolaryngeal. 

Prophylactic  treatmcftt.  Whether  we  regard  the  influence  of  irrita- 
tion as  a  factor  or  not,  and  whether  or  not  we  regard  the  continuance  of 
chronic  inflammatory  processes  as  resulting  in  segregation  of  ephethelium 
with  subsequent  proliferation  as  a  factor  in  the  etiology  of  cancer,  there 
can  be  no  question  in  the  mind  of  any  one  who  will  review  all  the  evi- 
dence, that  there  is,  in  many  parts  of  the  body,  a  certain  precancerous 
condition  at  the  site  of  cancer.  The  author's  case  records  afford 
abundant  evidence  that  it  is  exceedingly  rare  for  cancer  to  develop  in  a 
previously  normal  larynx.  The  history  of  almost  every  cancer  case  in- 
dicates more  or  less  annoyance  referable  to  the  larynx  for  so  long  a 
period  of  time  that  we  cannot  ignore  the  influence  of  chronic  laryngitis 
as  at  least  a  predisposing  cause  of  cancer  of  the  larynx.  Specific  ulcera- 
tions and  benign  growths  can  prepare  a  soil  more  favorable  than  normal 
tissues  for  the  invasion  of  cancer,  and  a  rapid  cure  of  any  form  of  cur- 
able laryngeal  disease  is  a  prophylactic  measure. 

Palliathe  treatment.  The  four  conditions  that  we  must  combat  with 
palliative  treatment,  are:       (1)     Odor.     (2)     Pain.     (3)     Dysphagia. 
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(4)  Dyspnea.  Odor  is  due  largely  to  the  saprophytes.  To  hold  these 
in  check,  the  local  use  of  antiseptics  and,  above  all,  the  removal  of  secre- 
tions before  there  is  time  for  decomposition,  are  necessary.  Hydrogen 
peroxid  to  remove  secretions,  and  dilute  alcohol  as  an  antiseptic,  are 
among  the  very  best  for  these  purposes.  Pain  may  be,  to  some  extent, 
controlled  by  insufflation  of  orthoform  and  menthol.  In  dysphagia,  in- 
tubation of  the  esophagus  will  postpone  gastrostomy  until  near  the  end. 
When  gastrostomy  is  indicated,  however,  it  should  be  done  at  once  and 
not  delayed  until  the  patient  has  become  moribund  from  starvation.  For 
odynphagia  when  due  to  ulceration  of  the  epiglottis,  the  author's  experi- 
ence coincides  with  that  of  Sir  St.  Clair  Thomson,  in  the  relief  afforded 
by  the  amputation  of  the  projecting  portion  of  this  stnicture.  Amputa- 
tion is  a  relatively  minor  procedure.  For  dyspnea,  tracheotomy  should 
be  done  early  before  the  patient's  general  condition  suffers.  It  should 
always  be  done  low  in  the  neck,  else  it  will  soon  be  invaded  by  the  can- 
cerous process. 


CHAPTER    XLIII. 

Malignant  Disease  of  the  Larynx.      Continued. 

CURATIVE  OPERATIONS. 

Contraindications  to  attempted  cure  by  operation.  The  contraindi- 
cations to  any  operation  other  tlian  paUiative  are:  metastatic  foci,  or- 
ganic disease,  feebleness,  alcoholism,  pyorrhea  alveolaris,  suppurative 
disease  of  the  accessory  sinuses.  A  very  high  grade  of  malignancy  is  an 
absolute  contraindication  to  any  operation  other  than  palliative.  This 
seems  to  be  the  contraindication  least  often  recognized.  When  the  rela- 
tively rapid  increase  of  the  growth  in  size,  or  the  laboratory  findings, 
indicate  a  high  degree  of  malignancy,  or  a  very  vulnerable  soil  (which  is 
probably  the  same  thing)  no  operation  whatever  other  than  palliative  is 
permissible,  because  recurrence  is  certain.  Impossibility  of  entire  re- 
moval here,  as  elsewhere,  is  an  absolute  contraindication.  Impossibility 
of  removal  en  masse  of  the  cancerous  tissue,  involving  the  necessity  of 
incision  through  cancerous  tissue  or  infected  lymph  channels,  is  an  abso- 
lute contraindication  often  ignored.  It  is  useless  to  remove  infected  nodes 
and  leave  behind  the  channels  by  which  the  infection  was  carried  from 
the  original  focus  to  the  nodes.  Not  only  will  infection  spread  from 
the  unremoved  channels,  but  the  cutting  through  them  will  scatter  the 
infection  which  will  be  taken  up  by  the  open  mouths  of  both  lymph  and 
blood  vessels.  Careful  esophagoscopy  will  often  reveal  infiltration  of  the 
periesophageal  glands,  and  when  this  condition  is  present,  operation  is 
absolutely  contraindicated,  even  if  the  glands  are  cervical.  Within 
the  past  year,  the  author  has  seen  eighteen  cases  of  malignant  disease 
of  the  larynx,  in  only  one  of  which  did  he  think  operation  advisable.  Of 
the  seventeen  cases  in  which  he  advised  against  any  operation  other  than 
palliative,  five  cases  were  laryngectomized  by  other  surgeons  and  all  five 
are  now  dead.  The  contraindications  to  operation  in  every  one  of  these 
cases  was  extension  of  the  disease  to  the  lower  deep  cervical  and  medias- 
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tinal  glands,  and  in  four  of  .the  cases  it  was  the  bronchoscope  and  the 
esophagoscope  that  served  to  point  out  the  probability  of  deep  medias- 
tinal glandular  involvements  and  disease  of  the  party  wall  below  the 
larynx.  One  of  the  cases  showed  a  very  high  degree  of  m^ignancy, 
the  growth  quite  evidently  having  extended  from  the  larynx  downward 
and  involving  the  trachea  and  parly  wall  in  a  period  of  about  four  or  five 
months.  In  such  a  case  recurrence  is  certain,  no  matter  how  radical 
the  removal,  and  any  operation  is  inadvisable;  but  this  patient  found  a 
surgeon  who  would  operate.  The  wound  never  completely  healed, 
malignancy  being  found  in  the  granulations  and  rapid  extensions  soon 
terminated  the  case.  Any  operation  other  than  palliative  is  absolutely 
contraindicated  when  there  is  involvement  of  the  party  wall  below  the 
second  ring  of  the  trachea.  This  i^  not  because  the  second  ring  of  the 
trachea  cannot  be  removed,  but  stmpty  because  the  bronchoscope  and 
esophagoscope  in  our  clinic  have  shown  that  when  any  malignant  growth 
has  gone  below  the  second  ring  of  the  trachea,  there  is  involvement  of 
the  mediastinal  lymphatics.  There  is  only  one  way  in  which  to  select 
the  cases  suitable  for  operation,  and  that  seems  exceedingly  difficult  to 
do,  for  most  men.  If  every  one  were  to  approach  every  problem  of 
operability  with  these  two  things  in  mind;  namely,  (a)  mortality,  (b) 
recurrence,  the  general  average  of  the  published  statistics  would  be 
vastly  better.  The  tendency  is  to  go  on  the  principle  of  "We  will  pve 
him  a  chance,  anyway."  ^ 

Choice  of  operation.  In  an  early  intrinsic  malignancy  of  very 
limited  extent,  not  involving  the  posterior  portion  of  the  larynx,  the  re- 
sults of  ihyrotomy  have  been  positively  brilliant.  Nowhere  in  the  whole 
realm  of  the  surgery  of  malignant  diseases  have  such  results  been  ob- 
tained as  in  thyrotomy  in  such  cases.  But  unfortunately,  thyrotomy 
is  being  done  on  cases  in  which  it  is  doubtful  if  even  laryngectomy  could 
save  the  patient's  life.  Cases  have  come  under  our  observation  where 
we  advised  against  thyrotomy,  but  the  patients  afterward  were  thyrot- 
omized  by  other  surgeons,  and  in  every  single  instance  the  disease  re- 
curred. In  two  of  the  cases,  laryngectomy  was  afterwards  done,  follow- 
ed by  a  second  recurrence  and  fatal  termination,  one  case  within  twelve 
months,  and  the  other  fourteen  months  from  the  time  of  the  original 
thyrotomy.  The  author  hopes  that  he  will  not  be  considered  egotistical 
in  making  these  statements.  He  claims  no  originality  whatever  in  the 
matter:  simply  having  followed  the  initiative  of  Sir  Felix  Semon  and 
Sir  Henry  Butlin,  who,  seconded  by  Sir  St.  Clair  ThooMon,  Mr.  Tilley. 
Dundas  Grant,  Richard  Lake,  Prof.  Moure  and  others,  have  very  clearly 
defined  the  limits  of  operability  and  have  conclusively  proven  that  it  is 
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only  in  intrinsic  malignancy  of  very  limited  extent  that  good  results  can 
be  expected  of  thyrotomy.  Notwithstanding  this,  thyrotomies  are  to-day 
being  done  upon  patients  in  whom  there  is  very  extensive  disease,  which 
has  gone  beyond  the  limits  not  only  of  the  intrinsic  area,  but  of  the  en- 
tire larynx.  If  operators  wish  to  operate  upon  such  cases,  they  at  least 
should  not  report  them  as  thyrotomies  and  befog  the  issue  and  mar 
statistics  by  operations  upon  unsuitable  cases.  The  author  hopes  that  he 
will  be  pardoned  for  speaking  thus  plainly  about  these  matters,  but  he 
feels  very  strongly  upon  the  subject,  for  the  reason  that  his  own  work 
has  convinced  him  of  the  beautiful  results  obtainable  by  thyrotomy  in  a 
properly  selected  case. 

It  is  frequently  stated  that  the  larynx  is  poorly  supplied  with  lym- 
phatics, and  this  is  given  as  the  reason  for  the  good  results  obtainable  by 
thyrotomy  in  properly  selected  cases.  This  is  an  error.  The  larynx  is 
very  abundantly  supplied  with  lymphatics  and  they  anastomose  with  each 
other  very  freely,  but  instead  of  leading  out  by  many  channels  they 
empty  into  two  small  glands  on  each  side  without  any  anastomosis  with 
neighboring  lymphatic  systems  (Cuneo).  To  this  peculiar  lymphatic  ar- 
rangement is  due  the  success  of  thyrotomy  in  the  hands  of  the  few 
operators  who  have  limited  its  use  strictly  to  a  properly  selected  case  and 
who  have  had  the  most  brilliant  results  in  the  surgical  treatment  of 
malignancy  in  any  part  of  the  body.  The  statement  sometimes  made 
that  cancer  will  not  invade  hyaline  cartilage  and  that  this  is  the  reason 
for  favorable  results  in  early  and  radical  laryngeal  operations,  is  an  error. 
Malignant  epithelial  proliferation  will  not  primarily  invade  cartilage; 
but  when  cancerous  processes  proceed  to  ulceration  with  consequent  sec- 
ondary mixed  pyogenic  infections,  the  cancerous  i)rocesses  will  follow 
the  suppurative  processes  through  the  damaged  cartilage.  Thus  we  not 
infrequently  see  cancer,  in  its  later  stages,  perforate  the  thyroid  cartilage. 
The  real  reason  for  the  success  of  early  operation  in  laryngeal  malig- 
nancy is  that,  because  of  the  peculiar  lymphatic  arrangement  mentioned 
above,  the  anteriorly  located,  intrinsic  cancerous  process  does  not,  for  a 
long  time  after  its  incipiency,  reach  the  cartilage.  Another  phase  of  the 
subject,  lost  sight  of  by  those  who  state  that  hyaline  cartilage  is  not  in- 
vaded by  cancer,  is  that  sarcoma  is  a  form  of  malignancy  that  occurs  in 
the  lar>'nx  and  it  may  invade  the  cartilage  early.  In  one  case  seen  by 
the  author  the  origin  was  in  the  perichondrium  and  the  cartilage  was 
probably  involved  almost  from  the  incipiency.  In  another  case  a  laryn- 
geal endothelioma  had  its  origin  apparently  from  the  perichondrium, 
with  early  cartilaginous  involvement. 

Indications  for  thyrotomy,  Thyrotomy  is  indicated  in  any  instance 
in  which  the  involvem.ent  is  intrinsic  and  is  so  slight  that  there  is  a 
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practical  certainty  that  all  of  the  growth  may  be  removed  by  cutting 
through  normal  tissue  and  not  through  neoplastic  tissue.  In  other  words, 
the  cancer  must  not  only  be  intrinsic,  but  it  must  be  of  very  limited  ex- 
tent. If  it  be  quite  extensive,  even  though  still  intrinsic,  it  is  reason- 
ably certain  that  at  thyrotomy  all  of  the  tissue  cannot  be  removed. 
Fixation  of  the  cricoarytenoid  joint  renders  party  wall  invasion  probable 
and  if  long  continued  a  recurrence  will  probably  follow  operation. 

Indications  for  laryngectomy.  Laryngectomy  is  indicated  in  any 
operable  case  of  intrinsic  cancer  of  too  great  an  extent  to  be  dealt  with 
by  thyrotomy  without  cutting  into  neoplastic  tissue.  Laryngectomy  is 
indicated  in  laryngeal  cancer  extrinsic  by  origin  or  extension,  if  there  is 
little  or  no  adenopathy,  provided  there  are  no  contraindications  (q.  v.). 

H emilaryngectomy.  As  stated  some  years  ago,  the  author  rarely 
advises  the  operation  of  hemilaryngectomy,  because  of  the  much  greater 
infective  risk  as  compared  with  total  laryngectomy.  In  such  cases  as 
are  deemed  operable,  and  in  which  the  disease  cannot  be  completely  re- 
moved by  thyrotomy,  it  has  seemed  better  to  do  a  total  operation,  which 
is  safer  because  the  trachea  is  entirely  cut  off  and  brought  forward 
through  the  skin,  so  that  infection  cannot  set  up  septic  bronchitis. 

Hemicricoarytenoidectomy  has,  in  our  hands,  been  followed  by  recur- 
rence requiring  the  total  operation. 

Subhyoid  pkaryngotomy  was  formerly  a  very  useful  method  of  gain- 
ing access  to  the  upper  orifice  of  the  larynx.  It  has  been  entirely  sup- 
planted for  all  benign  conditions  by  direct  endoscopic  methods.  For 
malignancy  it  seems  rarely  justifiable  because  of  prompt  recurrence  after 
removal  in  this  region. 

MORTALITY    AND    RESULTS    OF    OPERATION. 

Three  things  have,  in  the  past,  rendered  records  worthless  and  have 
very  much  befogged  the  statistics  of  the  mortality  and  of  the  end-results 
of  radical  operation  for  cancer  of  the  larynx. 

1.  The  operation  of  thyrotomy  has  been  confused  with  the  opera- 
tion of  lar}'ngectomy. 

2.  Nearly  all  of  the  cases  operated  upon  for  thyrotomy  were  not 
suitable  cases  for  this  operation.  In  fact  very  few  were  operable  at  all 
by  any  method. 

3.  The  difficulty  not  only  in  discovering  the  disease  early,  but  of 
getting  the  opportunity  to  operate  early.  Both  of  these  difficulties  are 
less  than  in  the  author's  early  days.  Then  patients  did  not  so  frequently 
consult  the  laryngologist  for  seemingly  minor  ailments ;  then,  also,  when 
malignancy  was   discovered   early,   the  patient   started  on   a   search   for 
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some  one  who  would  tell  him  he  had  no  cancer.  Such  were  almost  al- 
ways found  in  those  days  and  the  patient's  only  opportunity  for  cure 
was  lost  by  delay. 

One  thing  stands  out  clearly  in  the  results  of  to-day  as  compared  to 
those  of  many  years  ago ;  namely,  the  relatively  slight  operative  mortaUty 
of  total  lar>'ngectomy.  When  the  author  took  up  the  surgical  treatment 
of  laryngeal  malignancy,  laryngectomy  was  still  under  the  blight  of  the 
pre-aseptic  days.  Even  after  the  general  establishment  of  surgical  asepsis 
in  practically  all  other  fields  of  general  surgery,  aseptic  technic,  especially 
in  the  dressings,  was  neglected  because  of  the  impossibility  of  absolute 
sterilization  of  the  field  and  prevention  of  its  subsequent  contamination. 
To-day  the  average  operative  mortality  in  the  large  clinics  is  about  ten 
per  cent  and  this  can  be  greatly  reduced  by  refusal  to  operate  except  upon 
the  most  favorable  cases.  Though  largely  freed  of  its  operative  risk, 
laryngectomy  cannot  be  said  to  be  frec|uently  curative  of  cancer,  and  is 
rarely  advisable.  As  pointed  out  by  Delavan  (Bib.  IIG  and  118)  the 
exact  curative  value  of  total  lar>'ngectomy  has  not  yet  been  determined 
statistically  because  the  literature  is  entirely  made  up  of  glittering  gen- 
eralities, incomplete  statistics  and  cases  reported  too  soon  after  opera- 
tion. 

Causes  of  death  in  laryngectomy.  The  operation  of  laryngectomy 
is  necessarily  associated  with  a  certaui  degree  of  shock.  Therefore,  or- 
ganic disease  or  lowered  vitality  of  the  patient,  necessarily  assumes  first 
position  as  a  factor  in  mortality.  Injury  to  parathyroids  has  undoubt- 
edly been  a  factor  in  some  instances,  and  injury  to  both  vagi  doubtless 
has  occurred.  Infection  of  one  vagus  leading  to  an  acute  infective 
vagitis,  may  i)roduce  marked  symptoms  of  depression,  and  may  even 
prove  fatal.  Sloughing  of  the  esophagus  and  other  infective  conditions, 
together  with  all  forms  of  sepsis,  and  especially  septic  mediastinitis  have 
been  reported  by  a  number  of  operators  as  causes  of  death  in  laryngec- 
tomy. 

Excessive  traction  upon  the  esophagus,  as  demonstrated  by  sphyg- 
momanometric  tracings  (Fig.  -180)  made  upon  some  of  the  author's  cases 
by  Dr.  Eoyce  (Bib.  2i'A)  introduces  a  serious  factor  through  cardiac 
inhibition  as  will  be  understood  from  the  following  notes  of  Dr.  Boyce : 

"In  regard  to  your  last  thyrotomy  (for  epithelioma  of  the  larynx) 
in  which  I  took  sphygmomanometric  readings,  they  never  fell  below  what 
I  take  to  be  the  patient's  ordinary'  tension.  He  was  at  no  time  deeply 
anesthetized,  and  frequently  struggled.  The  higli  readings  I  attribute 
rather  to  muscular  effort  than  to  operative  irritation.  In  regard  to  the 
two  laryngectomies  of  yours  in  which  I  took  sphygmomanometric  read- 


654 


MALIGNANT  DISEASE  OF  THE  LARYNX. 


ings,  I  may  say  that  the  most  interesting  feature  of  the  blood-pressure 
chart  in  the  case  of  Mr.  P.  was  the  fall  that  occurred  when  the  larynx 
was  turned  upward.  A  subsequent  fall  occurred  when  the  upper 
end  of  the  esophagus  was  drawn  on  just  prenous  to  incising  it.  In  the 
subsequent  case  of  laryngectCMny,  that  of  Mr.  M.,  the  blood  pressure  was 
seen  to  fall  steadily  as  long  as  the  esophagus  was  being  manipulated.  In 
this  latter  case  the  fall  went  almost  to  the  danger  point  I  had  fixed  on 
in  my  mind  as  the  one  at  which  the  operation  should  be  stopped.  This 
fall  of  pressure  is  so  remarkable,  and  so  out  of  proportion  to  the  appar- 
ent severity  of  the  operation,  that  it  suggests  the  theory  that  the  de- 
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pressor  nerve  mechanism  of  the  human  heart  runs  in  the  substance  of  the 
esophagus.  If  so,  it  might  account  not  only  for  death  on  the  table,  said 
to  occur  in  these  operations,  but  also,  by  the  profound  prostration  in- 
duced, for  some  of  the  inhalation  pneumonias  that  are  reported  as  fol- 
lowing. Whether  other  observation  shall  confirm  this  theory  or  not. 
the  practical  effect  indicates  most  extreme  caution  in  making  traction 
on  the  esophagus,  and  that  incisions  into  it  should  be  made  with  the  part 
as  nearly  as  possible  in  its  natural  position." 

The  author  has  had  only  two  deaths  from  any  cause  whatever  with- 
in a  month  after  the  operation  of  laryngectomy.  One  of  these  was 
due  to  sloughing  of  the  esophagus,  and  the  other  to  exhaustion  produced 
by  a  severe  therapeutic  test,  in  which  enormous  doses  of  potassium  iodid 
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and  mercury  had  figured.  Since  this  instance,  it  has  been  the  author's 
practice  invariably  to  insist  upon  full  recuperation  after  all  therapeutic 
tests,  before  undertaking  operation. 

Recurrence.  The  deficiency  of  the  lymphatic  drainage  from  the 
larynx  renders  extension  exceedingly  slow,  so  that  laryngeal  cancer  is. 
in  its  early  stages,  a  purely  local  process,  and  as  such  is  curable  by 
sufficiently  wide  removal.  Recurrence  within  a  year  after  operation  may 
mean  that  the  operative  removal  was  inadequate,  but  it  seems  quite  cer- 
tain that  in  some  instances,  at  least,  it  may  be  due  to  infection  at  the 
time  of  operation  owing  to  cutting  through  malignant  tissue,  as  evi- 
denced by  a  point  of  recurrence  in  the  midst  of  cicatricial  tissue.  Recur- 
rences either  at  the  original  site,  or  in  remote  locations  after  a  period  of  a 
year,  may  be  looked  upon  as  reinfections  on  a  vulnerable  soil.  In  one 
previously  reported  case  of  the  author,  a  patient  died  of  cancer  of  the 
stomach  seven  years  after  laryngectomic  removal  of  a  cancer  from  the 
larynx.  This  well  known  case  is  everywhere  regarded  as  reinfection 
upon  a  vulnerable  soil  rather  than  repullation  of  the  primary  process. 
Had  it  recurred  in  the  neck  in  the  region  from  which  the  larynx  had 
been  removed,  it  would  have  been  regarded  as  a  recurrence.  (Sec  com- 
ment of  Sir  Felix  Semon,  Bib.  404.)  It  seems  that,  for  the  practical 
determination  of  the  adequacy  of  an  operation,  we  may  say  that  freedom 
from  recurrence  for  a  period  of  one  year  after  operation  indicates  ade- 
quate removal  though  not  necessarily  a  cure.  Everything  in  the  clinical 
history  of  cancer  indicates  that  it  reciuires  a  vulnerable  soil.  We  cannot 
cure  vulnerability  of  soil  by  operation  nor  by  any  other  know-n  means. 

For  statistics  and  valuable  data  proving  the  remarkable  curative  ef- 
ficiency of  thyrotomy  the  reader  is  referred  to  the  Bibliography  for  ref- 
erences to  various  articles  by  Sir  Felix  Semon,  to  whom  the  world  is 
indebted  for  the  discovery  of  a  cure  for  that  dreadful  affliction,  malig- 
nant disease  of  the  larynx.  Convincing  data  will  also  be  found  in  the 
writings  of  Sir  Henry  Butlin  (Bib.  fi;}),  Sir  St.  Clair  Thomson  (Bib. 
538),  Mr.  Tilley,  Dundas  Grant,  Richard  Lake,  Mr.  Barwell,  Adam 
Brown  Kelly,  Logan  Turner,  E.  J.  Moure,  Watson  Williams.  Dan  Mc- 
Kenzie,  Sir  W.  Milligan,  William  Hill,  Stuart-Low,  Jobson  Home.  Hun- 
ter Tod,  Douglas  Harmer  and  others. 

Statistics.  In  publishing,  herewith,  statistics  of  every  case  he  has 
ever  radically  operated  upon,  the  author  acknowledges  that  he  has  al- 
ways refused  to  operate  on  any  but  the  most  hopeful  cases,  and  the  re- 

« 

suits  are  not  claimed  to  be  due  to  any  superiority  of  organization  or  of 
technic,  but  just  simply  to  the  firm  resolution  to  say  **Xo"  in  any  but 
the  most  hopeful  cases.  This  has  been  done  with  the  object  of  determin- 
ing what  may  be  accomphshed  by  the  operation    of     thyrotomy     when 
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Strictly  limited  to  properly  selected  cases.  Of  the  211  cases  of  malignancy 
in  the  larynx,  four  were  sarcomata,  one  was  an  endothelioma,  and  the 
balance  were  all  carcinomata.  In  eight  instances,  the  malignancy  was 
concurrent  with  lues,  in  three  with  tuberculosis;  and  in  two  instances 
tuberculosis,  lues  and  carcinoma  all  were  present  in  the  form  of  a  mixed 
lesion  (Bib.  253).  Since  thyrotomy  is  such  an  ideal  operation  for  in- 
trinsic malignancy,  it  may  be  wondered  why  out  of  118  apparently  in- 
trinsic cases  only  2V  were  thyrotomized.  The  cases  not  thyr6tomized 
were  in  five  classes.  1.  Cases  seen  in  consultation  with  other  operators 
who  themselves  did  the  operation.  2.  Cases  in  which  the  patient  re- 
fused  operation.  3.  Cases  in  which,  though  the  growth  still  remained 
intrinsic,  it  was  of  too  great  an  extent.  4.  Cases  in  which  organic  dis- 
ease elsewhere  contraindicated  operation.  5.  Cases  in  which  at  thyro- 
tomy the  disease  was  found  to  have  gone  down  the  party  wall,  or  else- 
where invaded  the  tissues  of  the  neck  to  such  an  extent  that  a  more 
radical  operation  than  thyrotomy  was  indicated.  In  our  later  cases, 
such  discoveries  at  thyrotomy  have  not  been  made  because  bronchoscopy, 
esophagoscopy  and  direct  laryngoscopy  have  enabled  us  to  exclude  in- 
volvements lower  down,  such  as  subglottic  infiltrations,  and  particularly 
involvement  of  the  party  wall  not  visible  by  ordinary  indirect  examina- 
tion. In  May,  1909,  in  a  paper  read,  by  invitation  before  the  New  York 
Academy  of  Medicine  (Bib.  250),  the  author  reported  the  statistics  of 
all  the  malignant  laryngeal  cases  in  his  clinic  to  that  date.  The  cases 
seen  since  are  incorporated  with  that  report  in  the  following  complete 
record  of  all  cases  seen  by  the  author: 

Of  11  laryngectomies,  two  died  within  thirty  days,  giving  a  14  per 
cent  operative  mortality.  Four  died  within  a  year  of  local  recurrence, 
three  lived  one  year  and  were  thereafter  lost  to  observation,  two  lived 
two  years,  dying  of  recurrence,  one  two  and  one-half  years,  dying  of 
recurrence,  one  three  years,  dying  of  cerebral  hemorrhage,  one  seven 
years,  dying  of  cancer  of  the  stomach.  Recapitulating  this,  of  fifteen 
complete  laryngectomies,  eight  of  the  patients  were  free  from  recurrence 
at  the  end  of  one  year,  yet  all  are  dead  now,  and  the  average  duration 
of  life  is  but  little  over  one  year.  These  statistics  were  based  on  a  com- 
plete report  of  all  the  author's  cases  five  years  ago,  and  he  has  not  since 
done  a  total  laryngectomy.  By  this  it  is  not  meant  that  such  operations 
are  deemed  altogether  unjustifiable,  but  cases  where  he  felt  that  he  could 
honestly  advise  laryngectomy  have  not  since  come  under  the  author's 
care  for  operations,  though  he  has  seen  two  operable  cases  in  consulta- 
tion that  were  very  successfully  done  by  another  operator,  both  being 
alive  now  at  the  end  of  one  year  and  of  fourteen  months,  respectively. 
Tabular  reports  of  all  cases  in  the  author's  clinic  follow. 
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TABLE  1. 

Cancer  of  the  Larynx. 

Cases  of  malignant  disease  of  the  larynx  seen  in  27  years,  1886  to  1913 211 

Of  these  the  disease  was  apparently  intrinsic  in 118 

The  disease  was  extrinsic  by  origin  or  extension  in 93 

Of  the  extrinsic  cases  the  growth  had  extended  beyond  the  limits  of  the  larynx 

m 36 

Number  of  patients  operated  upon  (94  operations) 88 

These  operations  were: 

Palliative  tracheotomies,  esophageal  intubations,  etc 36 

Thyrotomies    27 

Complete   laryngectomies   14 

Subhyoid   phar\Tigotomies   9 

Hemicricoarytenoidectomies    2 

Partial  laryngectomies  included  under  laryngectomies   (done  later) 3 

Partial  laryngectomies  included  under  thyrotomies 3 

Of  the   laryngectomies   and   pharyngotomies  there    were    extirpations    of    the 

cervical    esophagus    in 6 

Of  the  laryngectomies  and  pharyngotomies  there  were  extirpations  of  other 
portions  of  neck,  including  the  external,  internal  and  common  carotid 
arteries,  pneumogastric  nerve,  jugular  vein,  submaxillary  gland,  lymph 
nodes,  tongue,  hypo-pharynx,   etc 8 

TABLE  n. 

Thvrotomv. 

Number   of    operations 27 

Alive  and  well  after  thirteen  years i 

Ahve  and  well  after  ten  years i 

Alive  and  well  after  eight    years i 

Alive  and  well  after  seven  years .- 3 

Alive  and  well  after  six  years 3 

Alive  and  well  after  five  years 4 

Alive  and  well  after  four  years 2 

Alive  and  well  after  three  years... 2 

Alive  and  well  after  one  year i 

Died  nf  general  diseases  after  one  year 2 

Lost  trace  of  after  one  vear 4 

Died  of  recurrence   (in  spite  of  subseciiient  laryngectomy) 3 

Died    within   thirty    days- o 

Recapitulation:    Of  twenty-seven  thyrotomies,  twenty-four  of  the  patients  were 
free  from  recurrence  at  the  end  of  one  year.     No  operative  mortality. 

It  will  be  noted  in  the  table  that  the  extensive  operations  upon  the 
neck  and  esophagus  and  tissues  adjacent  to  the  larynx  are  just  the  same 
in  number  in  the  statistics  published  in  1909.  They  are  included  here 
simply  for  completeness.  The  reason  that  none  of  these  operations  has 
been  done  in  our  clinic  in  the  past  five  years  is  that  in  none  of  the 
cases  that  we  have  seen  did  conditions  seem  to  justify  such  extensive 
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operation,  for  ihe  reason  that  in  practically  ail  of  them  that  might  have 
been  so  operated,  we  have  discovered,  -endoscopic ally,  deep  cervical  or 
mediastinal  lymphatic  extension  which  rendered  operation  unjust  ilia  hie. 
Vocal  results  after  operation  for  ttnilignant  disease  of  the  larynx. 
In  all  of  our  cases  of  thyrotomy,  the  patients  have  been  able  to  phonate. 
The  voice  has  been  really  a  good  voice  for  all  practical  purposes.  In 
twenty  of  the  cases,  the  voice  had  a  considerable  degree  of  flexibility. 


Flu.  486, —  From  a  photograph  ■ 
after  larjugeclomy  for  cancer  of  ll 
volred  anterior  esophageal  wall  wa; 
The  upper  aperture  seen  opens  im 


■  I. ill r  years,  lakcn  six  monllis 
I.  I  II-  \''  'III  5  cm.  (veriicall.v)  of  the  in- 
rcmi.ivt.l,  iht  sjili;es  being  stitched  to  the  slcin. 
the  esophagus;  by  drawing  ii  together  with 


the  fingers  swallowing  was  easily  accomplished.  The  lower  opening  is  the  orifice 
of  the  amputated  trachea  which  was  stitched  to  the  sl;in.  By  placing  a  rubber 
colostomy  pad  over  bolh  openings  the  tracheal  expiralory  blast  went  through  the 
moiiili,  giving  the  patient  a  loud  whispered  voice. 


In  two,  the  voice  was  very  rough  and  lacking  in  flexibility,  though  quite 
loud.  In  four  other  cases,  it  was  necessary  to  damage  the  arytenoid 
joint  in  order  to  make  sure  of  getting  enough  peri- neoplastic  normal 
tissue.  The  voice,  though  useful,  was  not  loud  in  any  of  these  but  was 
more  of  the  nature  of  what  is  commonly  known  as  a  "stage  whisper." 
In  two  of  these  cases,  removal  of  one  arytenoid  wa.s  required  to  get  the 
necessary  width  of  normal.    In  both  cases  there  was  no  attempt  to  form 
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an  adventitious  vocal  cord,  corroborating  the  author's  previously  pub- 
lished original  observation  that  the  traction  by  the  arytenoid  is  the  chief 
factor  in  the  formation  of  adventitious  vocal  bands.  In  two  cases  the 
ventricular  bands  phonated  excellently,  there  being  no  tendency  to  the 
generation  of  adventitious  ban<ls  after  removal  of  both  arytenoids.  In 
another  instance  both  ventricular  hands  and  the  normal  and  the 
adventitious  bands,  al!  four  vibrated  on  phonalion.  In  the  laryngec- 
tomic  cases,  one   failed  to  develop  a   buccal   voice,  because  he  would 


Fir..  487,— From  a  pliolonraiJ)i  of  a  man  of  (>H  jcars.  ulicn  nine  monllis  after 
laryngectoni)-  for  endothelioma  of  the  larynx.  Tht  trachea  was  stitched  to  the 
skin  and  the  pharynx  closed,  (.^iilhnr'i  Mse,  Fi>r  interior  view  of  pharjnx  sec 
Fig.  9.  Plate  II.) 

not  try.  with  sufficient  patience  and  jiersistence.  In  one,  a  very 
good  useful  voice  resulted  from  the  use  of  a  colostomy  pad,  which 
connected  the  two  openings,  the  pharyngeal  and  the  tracheal,  externally 
on  the  skin  surface   (Fig,  -iM)  as  previously  reported   (Bib.  354). 

Undoubtedly  tht;  stitching  of  the  trachea  to  the  skin,  as  first  done 
by  Solis  Cohen,  decreases  the  mortality  of  laryngectomy;  but  on  the 
other  hand,  as  pointed  out  by  Sir  St.  Clair  Thomson,  the  patient's  con- 
dition, should  he  survive,  is  very  much  better  and  more  enjoyable  if 
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the  upper  and  lower  air  passages  can  be  connected.  In  Sir  St.  Clair 
Thomson's  case,  the  patient  used  an  artificial  larynx  for  breathing  and 
speaking,  and  needed  to  remove  the  cork  only  when  unusual  exertion 
called  for  extraordinary  respiration.  In  one  of  our  cases  a  secondary 
operation  to  open  the  pharynx  above  the  tracheo-dermal  opening  was 
very  successful  as  to  breathing  and  voice  with  a  prothetic  apparatus,  but 
buccal  and  pharyngeal  secretions  caused  considerable  annoyance. 

Summing  up,  the  vocal  results  after  external  operation  for  malignant 
disease  of  the  larynx,  it  is  well  to  keep  in  mind,  as  mentioned  in 
connection  with  endolaryngeal  evisceration,  the  vocal  results  depend  upon 
the  degree  of  arytenoid  mobility  present  after  operation,  because,  as 
previously  demonstrated  by  the  author,  it  is  the  tugging  of  the  aryte- 
noid that  is  the  chief  factor  in  the  development  of  an  adventitious  cord. 
While  the  ventricular  bands  may,  and  often  do,  assume  the  function 
of  the  lost  cords,  yet  their  phonatory  result  is  nothing  like  as  good  as  an 
adventitious  cord  with  good  arytenoid  mobility.  Moreover,  the  ventricular 
band  of  one  side  may  require  extirpation  in  the  wnde  removal  necessary 
for  the  cure  of  malignancy,  for  under  no  circumstances  should  any  of 
the  foregoing  considerations  of  vocal  results  lead  the  operator  into  the 
error  of  insufficiently  w^ide  removal.  It  is  well  also  to  remember  that 
at  best  the  buccal  voice  and  the  artificial  larynx  are  incomparable  to  even 
a  whispered  laryngeal  voice,  therefore,  laryngectomy  is  warranted  only 
when  nothing  less  will  oflfer  good  hope  of  cure.  But,  finally,  no  con- 
sideration of  conservation  of  voice  should  weigh  against  life-saving 
thoroughness  of  extirpation. 


CHAPTER    XLIV. 

Technic  of  Thyrotomy  for  Malignant 
Disease  of  the  Larynx. 

Preparation  of  the  patient.  Oral  sepsis  is  the  greatest  element  of 
risk  in  any  laryngeal  operation,  therefore  the  most  important  part  of  the 
preparation  of  the  patient  is  to  have  carious  teeth  filled  or  removed  and 
to  have  the  entire  mouth  put  in  as  clean  and  as  healthy  a  condition  as 
possible  by  the  dentist,  and  there  must  be  no  hesitation  in  removing  ques- 
tionable teeth.  Frequent  brushings  of  the  teeth  with  a  good  paste  or 
powder  of  which  chalk  is  the  base,  together  with  frequent  rinsings  with 
alcohol  2i)  per  cent,  which  is  the  best  non-toxic  antiseptic,  should  be  kept 
up  before  as  well  as  after  operation.  The  usual  general  surgical  prepara- 
tions should  be  carried  out  in  every  detail  as  to  bath,  laxative,  fast,  etc. 
The  beard  and  moustache  should  be  removed,  if  the  patient  have  these, 
and  the  face  should  be  freshly  shaven  the  morning  of  the  day  of  opera- 
tion. 

Anesthesia.  When  the  author  had  developed  a  local  anesthetic 
technic  to  the  point  w-here  thyrotomy  in  any  man  of  normal  courage 
could  be  done  under  local  anesthesia,  he  felt  that  a  very  distinct  advance 
had  been  made  in  his  work,  but  since  operating  upon  the  last  few  cases 
under  intratracheal  insufflation  anesthesia  with  ether,  using  the  Elsberg 
apparatus,  there  seem  to  be  five  great  advantages  in  favor  of  ether, 
when  used  by  insufflation.  In  the  first  place,  the  return  flow^  of  air  and 
ether  vapor  remove  from  the  trachea,  and  keep  out  of  the  lower  air 
passages,  all  blood  and  secretions.  (2)  The  cough  reflex  can  be  abolish- 
ed for  a  few  moments  at  a  time,  whenever  desired,  and  as  promptly 
brought  back  by  switching  from  ether  to  pure  air.  (3)  When  the  insuf- 
flation tube  is  inserted,  there  is  no  more  concern  about  the  anesthetic,  save 
to  ask  the  anesthetist  to  increase  or  lessen  the  depth  of  anesthesia,  as 
desired.     (4)     The  great  saving  of  operative  duration  over  tracheotomy, 
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which  formerly  was  used  by  some  operators  for  the  dual  purpose 
of  administering  the  anesthetic  and  of  tamponning  the  trachea  with  a 
tampon  cannula.  (5)  The  anesthetist  is  removed  far  from  the  operator's 
way.  Should  it  later  be  found  necessary  to  abandon  the  thyrotomy 
and  do  a  laryngectomy,  all  that  is  necessary  is  to  incise  the  trachea 
below  the  involvement  and  insert  a  fresh  sterile  insufflation  catheter 
through  the  incision,  the  insufflation  nozzle  being  transferred  to  the 
new  catheter.  In  doing  the  Gluck  operation  of  laryngectomy  from 
above  downward,  the  catheter  can  be  inserted  into  the  upper  orifice  of  the 
larynx  through  the  upper  part  of  the  skin  incision,  and  the  peroral  tube 
removed.  In  either  case  the  result  is  the  same.  The  anesthetizing  tube 
is  entirely  out  of  the  operator's  way,  and  combined  with  the  Trendellen- 
berg  position,  the  flow  of  blood  is  entirely  upward.  It  cannot  reach  the 
lower  air  passages  because  of  the  return  flow  of  air.  It  is  surprising 
how  little  space  the  insufflation  catheter  occupies  in  the  larynx.  One 
would  have  anticipated  that  it  would  be  considerably  in  the  way  in  the 
operation  of  thyrotomy,  but  on  the  contrary  it  remains  closely  in  the 
posterior  portion  of  the  larynx  (Fig.  488)  and  could  easily  be  moved  a 
little  to  one  side,  if  it  were  necessary  to  excise  any  part  of  the  posterior 
wall.  As  a  matter  ol  fact,  if  it  is  necessary  to  excise  any  part  of  this 
wall,  the  operation  of  thyrotomy  is  contraindicated  anyway,  for  rea- 
sons already  mentioned.  Another  great  advantage  of  insufflation  anes- 
thesia in  thyrotomy  is  that  the  operative  incision  need  be  only  long  enough 
to  expose  the  thyroid  and  cricoid  cartilages,  consequently,  the  isthmus  of 
the  thyroid  gland  need  not  be  divided,  thus  saving  much  time  in  ar- 
resting oozing,  etc.,  as  compared  to  the  long  incision  required  for  the  in- 
sertion of  a  tracheotomy  tube  for  anesthesia  below  the  thyrotomic  wound. 
In  the  use  of  local  anesthesia  for  thyrotomy,  the  interior  of  the  larjTix 
should  be  thoroughly  cocainized  through  the  direct  laryngoscope.  This 
is  done  with  two  pairs  of  operating  gloves,  one  pair  being  removed  after 
the  cocainization  so  as  to  lose  no  time  starting  the  external  operation. 
The  skin  is  now  infiltrated  as  advised  for  tracheotomy  (q.  v.).  If  the 
stages  of  the  operation  are  now  done  with  a  proper  degree  of  facility, 
the  entire  operation  can  be  completed  within  about  ten  minutes,  and  no 
further  anesthesia  will  be  necessary.  If  a  longer  time  is  occupied,  it  will 
be  necessary  to  infiltrate  the  endolarygeal  structures  wnth  the  previously 
mentioned  infiltration  solution.  The  reason  for  making  the  endolaryn- 
geal  application  is  that  a  much  more  profound  effect  can  be  obtained  be- 
fore an  incision  is  made  than  afterward.  It  is  necessary  in  the  endo- 
laryngeal  application,  to  use  a  20  per  cent  solution  of  cocaine,  and  ad- 
renalin may  be  added  if  desired  in  order  to  intensify  the  effect  of  the 
cocaine,  and  also  to  cause  a  sharp  limitation  of  the  growth,  as  advised 
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by  Sir  St.  Clair  Thomson.  It  is  necessary  to  hold  the  solution  in  con- 
tact for  twenty  or  thirty  seconds;  simply  brushing  is  not  sufficient.  Of 
course  the  patient  must  be  wrarned  that  he  cannot  breathe  during  this 
time,  and  it  is  necessary  to  get  his  confidence  in  order  that  he  will  not 
struggle  or  become  alarmed.  If  it  is  desired  to  administer  chloroform, 
two  methods  are  available.  (1)  The  old  method  with  a  tampon  can- 
nula inserted  through  a  tracheotomic  wound,  as  the  first  step  in  the  opera- 
tion, or  using  an  ordinary  cannula  and  tamponning  the  trachea  after  the 
larynx  is  open,  with  a  gauze  sponge,  to  which  a  silk  cord  is  attached. 
This  is  pushed  down  through  the  laryngeal  opening,  completely  occluding 
the  trachea  above  the  caimula.  1'he  chloroform  inhalation  tube,  or,  bet- 
ter, the  hand  ball  insuffiation  ap])aratus,  may  be  attached  to  the  tracheal 
cannula  for  the  administration  of  chloroform.  {2)  The  other  method 
is  to  have  the  anesthetist  hold  a  sponge  saturated  with  chloroform  over 
the  wound  inlcrmittently.  Neither  of  these  methods  is  in  any  way  com- 
parable to  the  intratracheal  insufilation  of  ether.  A  general  anesthetic  by 
the  ordinar}^  open  method  is  dangerous  in  any  case  with  even  the  slight- 
est dyspnea,  but  thyrotomy  is  rarely,  if  ever,  justifiable  in  any  malignant 
case  that  is  so  far  advanced  as  to  produce  the  slightest  evidence  of 
dyspnea. 

To  forestall  excessive  coughing  the  trachea  may  be  punctured  and 
2  cc.  of  a  2  per  cent  cocaine  solution  may  be  injected  into  the  tracheal 
interior  with  a  hypodermic  syringe  before  incision. 

Operative  technic  of  thyrotomy.  The  technic  of  thyrotomy  for 
cancer,  is  quite  simple.  The  insufflation  catheter  being  in  place,  and  the 
patient  anesthetized,  the  operator's  headlamp  in  place,  the  skin  surface 
being  sterilized  by  the  usual  iodine  method,  an  incision  is  made  in  the 
skin  from  the  level  of  the  hyoid  bone  to  about  the  level  of  the  second 
ring  of  the  trachea.  The  long  incision  previously  made  when  a  tracheot- 
omy tube  was  to  be  inserted,  is  unnecessary,  but,  of  course,  an  ample 
length  of  incision  is  always  wise  in  any  operation  about  the  neck.  The 
thyroid  and  cricoid  cartilages  are  quickly  laid  bare  without  elevating  or 
otherwise  damaging  the  outer  perichondrium.  It  being  necessary  to  re- 
move the  inner  perichondrium,  the  removal  of  any  of  the  outer  perichon- 
drium would  result  in  chondrial  necrosis  with  consequent  laryngeal  sten- 
osis. The  thyroid  cartilage  is  split  up  the  median  line  with  the  turbino- 
tome (Fig.  -1()8).  In  making  this  clip  with  the  turbinotome,  it  is  essential 
in  cases  of  growths  that  are  close  to  the  anterior  commissure,  to  make  the 
cut  sufficiently  to  one  side  to  avoid  cutting  through  the  growth,  in  com- 
pliance with  the  well  known  surgical  principle  that  it  is  necessary  to  avoid 
cutting  through  malignant  tissue.    For  this  purpose  it  is  always  necessary 
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to  have  previously  made  an  accurate  localization  by  laryngoscopy,  direct 
or  indirect.  In  some  instances,  it  may  be  found  necessary  to  split  the 
cricoid  cartilage,  though,  as  a  rule,  this  should  be  avoided.  In  reopera- 
tions the  old  incision  must  be  followed  (See  Fig.  i(i9).  The  lateral  wings 
of  the  thyroid  cartilage  are  easily  spread  with  retractors,  giving  a  good 
view  of  the  interior  of  the  larynx.  The  cricoid  cartilage,  because  it  is  a 


Fig.  48S. — lllusIrLilioii  of  dijrolomy  ur  1,-irjxiyofisfiiri:.  A,  siinns  the  line  Bl 
inciaion  through  the  thyroid  cartilage.  The  lubinotomc  is  inserted  at  die  crico- 
thyroid membrane,  the  points  passing  upward  (FiR.  468).  B,  shows  retractors 
placed  in.'iide  the  larynx  to  hold  back  the  wings  of  the  divided  thyroid  cartilage. 
In  the  median  hne  is  seen  the  insufflation  anesthesia  catheter.  The  growth  is  on 
the  left  vocal  cord.  Perichondria!  dissection  begins  at  the  divided  edge  of  the 
thyroid  cartilage,  the  retractor  being  shifted  to  the  bared  cartilage  as  soon  as  suf- 
ficient perichondrium  lias  been  separated.  It  wil!  lie  noted  that  the  cords  do  rot 
look  like  the  thin  bands  seen  perorally.  They  are  identified  by  their  position  be- 
low the  ventricle. 


complete  ring,  spreads  less  easily  if  partially  ossified,  as  it  often  is  Care 
must  be  taken  not  unnecessarily  to  injure  the  divided  ends  of  any  of  the 
cartilages,  in  using  retractors  or  otherwise, 

The  most  astonishing  thing  to  the  operator  who  opens  the  larynx  for 
the  first  time  is  the  totally  different  appearance  of  the  larynx  as  compared 
to  the  laryngoscopic  image.    He  expects  to  see  two  white  ribbon-!ike  vocal 
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bands,  and  instead  has  great  difficulty  in  identifying  anything  resembling 
a  vocal  cord.  The  landmark  for  which  the  operator  must  look  is  the 
ventricle.  The  ridge  bounding  the  ventricle  above  is  the  ventricular  band, 
and  the  ridge  bounding  it  below  is  the  vocal  cord.  This  ridge,  of  broad 
base  and  triangular  cross  section,  has  a  thick  rounded  crest  and  this  crest 
is  the  vocal  cord.     (Fig.  488). 

Observation  of  the  size  and  position  of  the  growth  in  the  open  larynx 
w-ill  determine  the  plan  of  excision.  The  first  step  will  be  to  plug 
the  pharyngeal  orifice  with  a  tethered  tampon.  In  every  instance,  it 
is  necessary  to  remove  the  inner  perichondrium,  and  the  incisions  of 
the  overlying  soft  parts  must  be  in  the  normal  widely  out  from 
the  diseased  area.  The  perichondrium  is  best  raised  with  a  periosteum 
elevator,  such  as  Freer  uses  for  septal  work,  after  a  start  is  made 
with  the  knife.  To<jthed  forceps  lacerate  and  do  not  hold  as  well 
as  the  author's  grasping  forceps.  (Fig.  4T0).  After  the  removal  of  the 
growth,  close  inspection  of  it  will  determine  whether  or  not  a  sufficiently 
wide  area  of  the  normal  has  been  removed.  If  it  has  not,  it  is  unfortun- 
ate, but  the  best  thing  to  do  is  to  excise  an  additional  portion  of  the 
normal,  and  if  it  is  found  that  the  initial  clii)ping  has  been  done  too  close 
to  the  growth,  it  is  necessary  to  attack  the  opposite  side  of  the  larynx 
and  do  a  perichondrial  dissection  of  a  sufficient  area.  The  reason  for 
perichondrial  dissection  is  that  cartilage  and  bone  as  before  stated  are  not 
readily  involved,  while  perich(Midrium  is  in  some  cases  attacked  by  malig- 
nant disease,  and  it  should  be  removed  though  apparently  normal,  lest  it 
be  invaded.  If  it  is  found  that  the  cartilage  itself  has  been  invaded  by 
the  mixed  pyogenic  infections,  the  case  is  not  one  for  thyrotomy,  and  the 
entire  larynx  and  trachea  should  be  removed,  unless  it  is  found,  on  ex- 
ploration, that  the  deep  lymphatics  of  the  neck  are  involved  all  the  way 
down  to  the  level  of  the  clavicle,  in  which  case  it  is  far  better  to  abandon 
the  operation  and  insert  a  tracheotomic  cannula  after  removing  whatever 
tissue  has  been  detached  in  the  larynx.  The  patient  will  live  longer  with 
the  tracheotomic  cannula  by  way  of  palliation,  than  he  would  if  the  entire 
larynx  were  removed  in  such  a  case,  for  involvement  of  the  deep 
cervical  lymphatics,  as  mentioned,  means  almost  invariably  that  the 
mediastinal  lymphatics  are  also  involved,  rendering  complete  extirpation 
impossible.  In  practically  all  instances  that  are  adapted  to  the  opera- 
tion of  thyrotomy,  the  dissection  will  need  to  be  begun  at  the  divided 
edge  of  the  thyroid  cartilage.  The  ideal  operation  is  the  one  in  which 
a  relatively  large  mass  of  normal  tissue  is  removed  with  the  malignant 
growth,  standing  up  as  an  island  in  the  center,  with  an  area  of  at  least 
6  mm.  (preferably  more)  of  apparently  normal  tissue  in  every  direction. 
Should  the  growth  by  any  mischance  be  cut  through,  all  instruments  that 
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have  been  used  in  the  cutting  should  not  be  used  again  unless  restcrilizcd 
and  the  growth  should  be  removed  with  the  greatest  possible  rapidity; 
for  regardless  of  our  theories  as  to  the  infectiousness  of  cancer,  the 
fact  remains  that  there  is  a  sound  basis  for  the  opinion  that  recurrences 
in  the  scar  are  due  to  wound  infection  at  the  time  of  operation,  quite 
as  often  as  to  incomplete  removal.  Great  care  should  be  taken  to  avoid 
unnecessary  injury  to  the  cricoarytenoid  joint  because  the  formation  of 
an  adventitious  cord,  as  demonstrated  by  the  author,  depends  largely 
upon  the  traction  of  the  corresponding  arytenoid  to  pull  out  a  new  cord 
from  the  scar  tissue.  Obviously,  this  must  not  be  considered  if  complete 
removal  of  a  sufficiently  wide  area  of  normal  requires  removal  even 
of  the  entire  arytenoid.  Bleeding  is  carefully  arrested  at  each  step  of 
the  operation  so  as  to  keep  the  wound  as  dry  as  possible.  After  the 
excision  of  the  growth  with  its  normal  surrounding  tissue,  there  may  be 
considerable  oozing,  and  in  a  few  instances,  it  may  be  necessary  to  twist 
or  even  tie  vessels.  Ordinarily,  however,  the  bleeding  soon  ceases  under 
pressure  with  gauze  sponges  and  the  exposure  to  the  air.  When  satisfied 
as  to  completeness  of  removal,  and  all  hemorrhage  having  been  stopped, 
a  stitch  may  be  put  at  the  upper  ends  of  the  skin  incision,  if  the  incision 
has  been  rather  long.  Dr.  Patterson  and  the  author  are  convinced  that 
to  make  any  attempt  to  stitch' together  the  divided  wings  of  the  thyroid 
cartilage,  or  the  perichondrium  covering  the  outside  of  the  thyroid 
cartilage,  is  a  great  mistake.  Every  swallowing  movement,  which  is,  of 
course,  unavoidable,  will  separate  the  cut  edges  of  the  thyroid  cartilage 
so  strongly  that  it  will  tear  out  any  suture  that  can  be  placed,  result- 
ing in  needless  damage  to  the  important  lar}mgeal  framework.  It  is  far 
better  for  safety  and  from  every  other  point  of  view  to  pack  the  wound 
widely  open  until  the  cartilages  have  united  by  fibrous  union,  which  they 
will  do  in  exactly  the  right  position  without  any  stitches  whatever,  if 
the  patient  lie  on  his  back  with  his  head  straight  almost  constantly  dur- 
ing the  after-treatment.  The  method  of  dressing  developed  by  Dr.  Pat- 
terson, is  ideal.  (Bib.  208).  A  large  triple  layer  of  gauze  is  spread 
over  the  wound  and  the  entire  front  of  the  neck.  A  firm  roll  of  gauze 
is  then  forced  down  into  the  wound  pushing  ahead  of  it  the  triple  layer 
of  gauze.  (Fig.  47G).  By  this  method  the  wound  is  kept  widely  open, 
and  yet  there  is  no  risk  of  any  ends  of  packing  getting  down  into  the 
trachea  thus  causing  irritating  cough,  or  even  asphyxia.  This  gauze 
should  be  wrung  out  of  bichloride  solution  1 :10,000,  and  the  dressing 
should  be  changed  every  three  hours.  Any  tendency  of  the  skin  to  dip 
down  into  the  wound,  must  be  combated  by  elevation  of  the  skin  edges 
at  each  dressing.  When  the  cartilages  have  united  by  good  firm  fibrous 
union,  the  wound  may  be  allowed  to  close  from  the  bottom.     If  the 
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lar\'nx  is  closed,  and  the  skin  closed  over  it,  as  advised  by  some  oper- 
ators, not  only  is  there  danger  from  endolaryngeal  swelling  after  pri- 
mary union  of  the  skin ;  but,  undrained  externally,  the  cartilage  will 
f ungate  as  it  always  does  in  healing,  and  fungations  will  occlude  the  in- 
terior of  the  larynx  and  trachea,  not  only  misleading  the  operator  into 
suspecting  recurrence,  but  the  fungations  may  be  so  exuberant  as  to  oc- 
clude the  larynx  and  recjuire  tracheotomy,  to  say  nothing  of  the  risks  of 
septic  bronchitis  from  the  discharges  thrown  off  by  the  granulating  sur- 
face into  the  interior  of  the  air  passages.  Cartilage  is  slow  to  heal  and 
it  is  much  slower  in  the  absence  of  external  drainage. 

After-care  of  thyrotomic  cases.  It  is  wise  to  put  elevating  blocks 
under  the  foot  of  the  bed  for  48  hours,  and  during  this  time,  the  patient 
should  lie  upon  his  back  with  sand  pillows  on  each  side  of  his  head  in 
order  to  keep  the  head  straight  in  the  median  line  so  that  there  will  be 
no  twist  on  the  laryngeal  cartilages  from  traction  by  the  tissues  of  the 
neck.  After  48  hours,  there  will  be  little  risk  of  permanent  displacement 
of  the  divided  thyroid  cartilage.  Patients  sit  up  in  bed  on  the  third 
day,  and  get  out  and  move  about  on  the  fourth.  It  is  absolutely  necessary 
to  have  an  abundance  of  fresh  air  at  all  times.  The  windows  should  be 
widely  open,  or  better  still,  the  patient  should  be  in  a  fresh-air  room 
It  is  absolutelv  necessarv  to  have  nurses  skilled  in  tracheal  work  in  order 
that  the  wound  shall  be  dressed  every  third  hour,  and  also  to  meet  any 
emergencies  that  may  arise.  Ordinarily,  however,  emergencies  and  com- 
plications are  rare.  If  the  arytenoids  and  sphincter  are  injured  and 
there  is  no  undue  reaction  and  no  excision  of  any  part  of  the  upper 
orifice  of  the  larynx,  the  patient  will  have  no  difficulty  in  swallowing 
without  leakage.  The  first  test  should  be  made  with  sterile  water,  and 
all  foods  should  be  sterile  liquids  for  a  week,  by  which  time  granulations 
will  protect.'''  X'ocal  rest  is  necessary.  It  is,  however,  not  wise  to  keep 
the  patient  silent  too  long,  for  some  vocal  effort  will  prevent  stiffening 
of  the  arytenoid  joints,  and  an  occasional  attempt  to  speak  will  do  no 
harm,  provided  there  are  long  intervals  of  rest  between.  About  three  or 
four  times  a  day,  the  patient  should  ask  for  any  requirements,  in  order 
to  give  a  few  moments  use  to  the  laryngeal  motor  mechanism.  After 
healing  of  the  wound  the  larynx  should  be  examined  once  a  week  with  the 
mirror.  It  is  usually  best  not  to  remove  any  little  suspicious  fungation 
that  may  appear  after  a  few  weeks.  It  will  be  found  usually  that  what 
appeared  to  be  a  recurrence  is  only  a  fungating  granuloma  that  will  dis- 
appear spontaneously.  Healing  is  usually  complete  in  three  or  four 
weeks. 

•Sir  Felix  Semon  advL-^es  feeding  the  patient  In  the  horizontal  position  on  the 
operated  side,  the  head  han^iring  slightly  over  the  edge  of  the  bed. 
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Modifications  of  the  foregoing  technic.  The  foregoing,  is,  in  brief, 
the  method  of  operation  and  of  after  care  followed  by  Dr.  Patterson  and 
myself.  We  do  not  use  a  curette  because  if  it  remove  any  infected  tis- 
sue, it  will  simply  stir  the  infection  about  and  implant  it  in  the  soil  to 
cause  a  recurrence,  later.  If  it  remove  no  infected  tissue,  it  is  unneces- 
sary to  use  it,  and  as  compared  to  a  clean  cut,  it  leaves  a  surface  which 
is  slower  healing.  No  other  plan  than  clean  cutting  is,  in  our  opinion, 
satisfactory.  The  use  of  the  galvano-cautery  knife  for  the  excision  of 
malignancy  elsewhere  has  proven  advantageous ;  and  may,  eventually 
prdve  satisfactory  for  laryngeal  malignancy.  Operators,  who  prefer 
general  anesthesia  and  are  without  an  intratracheal  insuiflation  ether 
apparatus,  do  a  preliminary  tracheotomy  as  low  as  possible  and  insert 
an  ordinary  tracheal  cannula  through  which  the  anesthetic  is  given. 
Th^  Hahn  and  Trendelenberg  cannulae  are  no  longer  used.*  Instead, 
after  the  larynx  is  opened  gauze  packing  is  firmly  placed  down  in  the 
trachea  above  the  cannula  to  prevent  trickling  down  of  blood  and  secre- 
tions. 

Complications.  Necrosis  of  cartilage  with  subsequent  stenosis  may 
result  .from  damaging  the  cartilage  of  both  perichondria,  or  from  inser- 
tion of  stitches,  both  of  which  are  avoidable.  In  case  of  reoperations  an 
island  of  cartilage  may  die  if  the  line  of  fibrous  union  of  the  previous 
incision  be  not  followed  as  mentioned  under  "Laryngostomy"  (Fig.  469). 
Lung  complications  after  thyrotomy  by  the  methods  herein  given  are 
exceedingly  rare. 


CHAPTER    XLV. 

Technic  of  Laryngectomy. 

Preparation  of  the  patient  is  the  same  as  for  thyrotoniy. 

Position  of  the  patient.  As  advised  for  thyrotoniy  the  best  position 
of  the  patient  is  a  combined  Trendelenberg-Rose  position.  The  inclina- 
tion of  the  table  need  not  be  extreme  if  the  intratracheal  insuftlation 
anesthesia  be  used. 

Anesthesia.  It  is  quite  feasible  to  remove  the  lar>'nx  with  local 
anesthesia,  by  infiltrating  first  the  skin  and  then  the  deeper  tissues  as 
they  are  approached.  But  much  operative  time  will  be  saved  and  shock 
diminished  bv  intratracheal  insuftlation  anesthesia.  If  this  be  not  used, 
the  only  safe  way  of  using  general  anesthesia  without  prolonging  the 
operation  is  to  administer  the  anesthetic  through  a  preliminarily  inserted 
tracheal  cannula.  A  gauze  sponge  is  kept  saturated  continuously  by  very 
small  drops  of  ether  as  advocated  by  Ferguson.  L'ndcr  no  circumstances 
should  etherization  be  attempted  by  the  ordinary  method  through  the 
mouth  if  there  is  the  slightest  degree  of  dyspnea,  for  reasons  given  in 
Chapter  XXXX^II.  If  the  operation  is  done  by  the  Keen  or  Gluck  meth- 
ods, from  above  downward  without  tracheotomy,  the  insufflation  is  start- 
ed with  the  catheter  inserted  through  the  mouth  in  the  usual  way.  When 
the  stage  is  reached  where  it  is  desired  to  draw  the  larynx  forward, 
a  fresh  sterile  insufflation  catheter  can  be  inserted  into  the  upper  orifice 
of  the  larynx  and  the  anesthetic  thus  continued  until  the  trachea  is  ampu- 
tated, when  the  catheter  is  removed  and  a  fresh  one  inserted  into  the  low-er 
trachea  after  the  removal  of  the  amputated  larynx. 

Operative  technie  of  laryngeetomy.  Two  classes  of  procedure  have 
been  followed.  In  one  the  extirpation  of  the  larynx,  without  tracheo- 
tomy, begins  above,  at  the  thyrohyoid  membrane,  the  larynx  being  drawn 
forw-ard  as  it  is  separated  from  the  party  wall,  and  the  amputation  from 
the  trachea  being  done  when  sufficient  of  the  larynx  and  trachea  have 
been  thus  dissected  loose  and   drawn   out.     During  the  operation  the 
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anesthetic,  which  has  been  started  through  the  mouth,  is  given  through 
the  outdrawn  larynx.  The  other  method  is  used  after  preliminary 
tracheotomy.  The  trachea  is  divided  below  the  cricoid  and  the  larynx  is 
dissected  away  from  the  party  wall  by  working  upward  from  below,  (Fig. 
489). 

The  author  prefers  to  do  a  preliminary  tracheotomy  about  a  week 
beforehand  so  as  to  permit  firm  adhesions  between  the  trachea  and  the 
soft  tissues  of  the  neck  to  anchor  the  trachea  firmly,  thus  avoiding  the 
tendency  to  retraction  within  the  thorax,  when  the  trachea  is  afterwards 
cut  off  and  stitched  to  the  skin.  The  intlammatorv  adhesions  in  the 
neighborhood  of  the  trachea  close  various  avenues  by  which  infection 
could  find  its  way  into  the  mediastinum,  and  this  barrier  can  be  increased 
as  desired  by  a  blunt  dissection  around  the  sides  of  the  trachea.  One 
week  later,  the  trachea  is  amputiUed  (as  low  as  previous  bronchoscopy 
has  indicated)  through  a  T-shaped  incision,  the  transverse  portion  of 
which  is  at  about  the  level  of  the  thyroid  notch,  the  vertical  portion  ex- 
tending downward  as  far  as  may  be  needed,  but  preferably  not  into  the 

preliminary  tracheotomy  w^ound.  The  tracheal  end  of  the  larynx  is 
raised  very  carefully  without  undue  traction  upon  the  esophagus,  and  is 

carefully  freed  from  the  esophagus  from  below  upward,  until  the  aryte- 
noids are  reached.  The  vagi  and  the  parathyroids  should  be  carefully 
avoided,  especially  the  latter.  The  author  has  a  number  of  times  re- 
moved without  ill  effect  part  of  one  vagus  when  it  was  suspiciously 
close  to  the  involved  area.  The  pharyngeal  wall  is  carefully  cut  away 
with  the  scissors,  being  careful  to  save  all  of  the  mucosa  and  submucosal 
tissues  possible,  in  order  to  make  the  strongest  possible  wall  when  the 
pharynx  is  sutured  after  removal  of  the  larynx.  Usually  the  tips  of  the 
horns  of  the  thyroid  cartilage  are  cut  off  and  left.  The  thyrohyoid  mem- 
brane is  incised  and  the  aryepiglottic  folds  are  clipped  free  with  the 
scissors.  All  hemorrhage  is  carefully  arrested  at  each  stage  of  the  opera- 
tion :  a  clean,  dry  wound  being  essential  to  accurate  work.  The  pharynx 
is  now  sutured  with  silk,  being  careful  not  to  perforate  the  mucosa,  the 
edges  of  which  are  inverted.  Then  each  layer  of  the  soft  tissue  is  care- 
fully stitched  into  place  so  as  to  afford  the  greatest  possible  support  to 
withstand  the  strain  of  deglutition.  Before  stitching  the  skin,  the  Els- 
berg  insufflation  catheter,  or  the  anesthesia  cannula,  either  of  which,  up 
to  this  time,  has  been  in  place  in  the  preliminary  low  tracheotomy  wound, 
is  removed  and  the  cut  end  of  the  trachea  above  the  old  tracheotomic 
wound  is  brought  forward  and  inserted  through  a  button-hole  in  the  skin 
below  the  laryngectomic  incision.  If  this  incision  has  been  so  long  as  to 
extend  into  the  tracheotomic  skin  incision,  this  part  of  the  incision 
must  be  very  carefully  and  firmly  stitched  with  tension  sutures  deep  as 
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well  as  superficial.  The  trachea  is  then  stitched  all  aFoond  to  the  skin 
surface!  The  preliminary  tracheototnic  incision  is  druned  by  a  wick  of 
gauze  inserted  into  the  old  wound  below  the'  new  tracheal  orifice.  The 
skin  is  then  accurately  stitched  and  a  large  gauze  dressing  wrung  out  of 
mercuric  bichloride  1 :10,000  is  applied. 

As  with  malignancy,  everywhere,  it  is  useless  In  do  a  lanngeclomy 
and  leave  involved  glands  in  the  neck.  The  most  favorable  time  for  the 
removal  of  the  glands  is  at  the  preliminary  tracheotomy,  because  a  ' 
rather  extensive  neck  dissection  at  that  time  has  the  advantage  of  form- 
ing a  barrier  against  infection  of  the  mediastinum  at  tlie  larjngectomy 
later,  and  if  the  glandular  involvement  is  such  that  there  is  reason  to  be- 


Fig.  490, — Plastic  operation  for  repair  of  tlie  esophagus  after  very  exiensivc 
esophageal  resection  at  larjiigeetomy.  The  two  upper  flaps  are  turned  epidermal 
surface  inward.  Ordinarily  the  pharyngeal  walls  can  he  drawn  together  without 
these  autoplastic  dermal  flaps.     (After  Molinie.) 


lieve  that  the  mediastinal  glands  are  also  infected,  it  is  better  to  abandon 
all  hope  of  cure  and  leave  the  tracheotomy  tube  in  or  not,  according  to 
conditions.  If  dyspnea  is  present  at  all,  it  is  better  to  leave  the  tube  in, 
for  it  will  shortly  be  required,  and  it  is  better  done  early  than  late.  The 
histologic  examination  of  suspicious  lymph  nodes  is  always  advisable.  If 
a  lymph  node  taken  from  near  the  upper  thoracic  aperture  shows  malig- 
nant involvement,  laryngectomy  is  rarely,  if  ever,  justifiable.  The  author 
has  in  a  number  of  cases  been  able  to  discover  malignant  nodes  alon^  the 
side  of  the  party  wall,  and  in  the  mediastinum  by  esophagoscopy  (q.  v.). 
After-care,  .'\ntibechics  and  all  opium  derivatives  must  be  forbidden. 
Feeding  should  be  by  a  soft  rubber  catheter  or  very  small  stomach 
tube  passed  through  the  mouth.  Plenty  of  fluid  must  be  given.  The 
external  dressings  are  renewed  every  three  or  four  hours,  because  it 
is  impossible  to  prevent  their  being  soiled  by  the  contiguous  tracheal 
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oi)ening.  The  tracheal  dressings  are  of  separate  pieces  of  gauze,  re- 
newed as  advised  under  tracheolomv.     The  tracheal  cannula  is  keot  in 

»  4. 

place  in  the  end  of  the  amputated  trachea,  but  as  the  latter  is  stitched 
to  the  skin  there  is  no  wound  to  pack  open.  The  wick  of  gauze  in  the 
lower  end  of  the  laryngectomic  incision  is  removed  and  renewed  with 
the  dressings  every  three  hours,  and  discontinued  when  drainage  is  no 
longer  needed.  If  the  pharyngeal  wound  break  down,  the  lower  stitches 
of  the  skin  wound  must  be  opened  and  free  drainage  of  pharyngeal  secre- 
tions by  fresh  dressings  inserted  ever)'  hour.  The  patient  should  be 
propped  up  in  bed  on  the  second  day  and  gotten  out  of  bed  on  the  fourth 
or  fifth  day.  Ordinarily  the  feeding  tube  may  be  abandoned  and  the 
patient  permitted  to  swallow  strained  sterile  liquid  food  in  small  sips 
at  the  end  of  a  week  or  ten  days. 

Esophcu/eal  resection.  If  removal  of  much  of  the  anterior  esophageal 
wall  is  recjuired  autoplastic  repair  with  dermal  flaps  (Fig.  41)0)  may  be 
required.  The  esophagus  is,  surgically,  one  of  the  most  intolerant  organs 
in  the  body :  and,  moreover,  recurrence  of  malignancy  is  almost  certain. 
Therefore  esophageal  resection  is  rarely  advisable. 

The  dermal  flap  o])eration  (Fig.  VM))  is  best  adapted  to  female  pa- 
tients. In  males,  hair  from  the  ei)idermal  flaps  may  recjuire  frecjuent 
endoscopic  removals. 

Complications.  Operative  comjjlications  arc  now  relatively  rare. 
Streptocccmia  and  pulmonary  com]>lications  which  by  older  methods 
were  so  frecjuent  are  now  seldom  seen.  JVofound  shock,  weak  and  rapid 
pulse,  slight  temperature  elevation,  profound  depression,  white  or  ashy 
gray  comj)lexion.  out  of  all  proportion  to  the  usual  post-operative  re- 
action are  symptoms  denoting  acute  esophagitis,  vagitis  or  se])tic  medias- 
tinitis.  Bcvond  stimulants  and  local  draina«:e  of  necrotic  areas,  treat- 
ment  is  of  little  avail. 

Artificial  larynx.  Most  patients  abandon  the  use  of  a  prothetic 
apparatus  and  devote  themselves  to  the  develo])inent  of  a  buccal  voice. 
The  most  satisfactory  apparatus  is  that  of  Sir  Robert  Woods  of  Dublin. 
Next  to  this  in  efliciencv  is  that  of  (iluck. 
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Description  of  Colored  Plates. 

PLATE  I. 

LARYN'CEAL  AND  TRACHEAL  STKNOSES. 

1.  Direct  view.  Sitting  position.  Male,  aged  14  years.  Post- 
diphtheritic cicatricial  stenosis  cured  by  endoscopic  evisceration.  (See 
Fig.  o.)  Known  to  be  well  two  years  after  decannulation. 

2.  Direct  view.  Sitting  position.  Male,  aged  18  years.  Post- 
typhoid cicatricial  stenosis.  Mucosa  was  very  cyanotic  because  cannula 
was  removed  for  laryngoscopy  and  bronchoscopy.  Cured  by  laryn- 
gostomy  (See  Fig.  (5).  Still  well  four  years  after  decannulation  and 
plastic  closure. 

3.  Direct  view.  Sitting  position.  Male,  aged  27  years.  Post- 
typhoid infiltrative  stenosis.  Left  arytenoid  destroyed  by  necrosis.  Cured 
by  hiryiigostomy.  Failure  to  form  adventitious  ])and  (Fig.  7)  because 
of  lack  of  arytenoid  activity. 

4.  Direct  view.  Recumbent  position.  Male,  aged  40  years.  Post- 
tyj)lioiil  cicatricial  stenosis.  Cured  of  stenosis  by  endoscopic  eviscera- 
tion with  slidin.2^-i)unch  forceps.  Anterior  commissure  twice  afterward 
cleared  of  cicatricial  tissue  as  in  other  case  sliown  in  Fig.  1.").  Ultimate 
result  shown  in  Fi<^.  S. 

'■).  Same  patient  as  Fig.  1.  Sketch  made  two  years  after  decan- 
luilatioti   and  plastic. 

<I.  Same  i)atient  as  h'ig.  2.  vSketch  made  four  years  after  decan- 
nulation and  plastic. 

7.  i>ame  patient  as  Fig.  3.  Sketch  made  three  years  after  decan- 
luilation  and  plastic. 

5.  Same  patient  as  l^^ig.  4.  Sketch  made  one  year  after  decan- 
nulation, fourteen  montlis  after  clearing  of  the  anterior  commissure  to 
form  adventitious  cords. 
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Direct   laryngoscopic    views.     Photographic  reproduction  of   oil   color- 
drawings  from  life  by  the  author.     For  description,  sec  previous  pages. 
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Direct  and  indirect  laryngeal  views.     Photographic  reproduction  of  oil 
color-drawings  from  life  by  the  author.     For  description,  see  previous  pages. 
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9.  Direct  view.  Recumbent.  Female,  aged  16  years.  Web  post- 
diphtheritic (?)  or  congenital  (?).  "Rough  voice"  since  birth  but 
larynx  never  examined  until  stenosed  after  diphtheria.  Web  removed 
and  larynx  eviscerated  with  punch  forceps.  Recurrence  of  stenosis  (not 
of  web).  Cure  by  laryngostomy.  This  view  also  illustrates  the  true 
depth  of  the  larynx  which  is  often  overlooked  because  of  the  misleading 
flatness  of  laryngeal  illustrations. 

10.  Direct  laryngoscopic  view.  Child,  aged  22  months.  Post- 
diphtheritic hypertrophic  subglottic  stenosis.  Cured  by  galvano-cauteri- 
zation. 

11.  Direct  laryngoscopic  view.  Child,  aged  three  years.  Post- 
diphtheritic hypertrophic  supraglottic  stenosis.  Forceps  excision. 
Extubation  one  month  later.     Still  well  four  years  later. 

12.  Bronchoscopic  view  of  post-tracheotomic  stenosis  following  a 
"plastic  flap*'  tracheotomy  done  for  acute  edema.  Male,  aged  47  years. 
(Not  treated  because  of  advanced  nephritis). 

13.  Direct  laryngoscopic  view.  Anterolateral  thymic  compression 
stenosis  in  a  child  of  18  months.  Cured  by  thymopexy.  Seen  six  months 
later.    Still  well. 

14.  Indirect  laryngoscopic  (mirror)  view.  Laryngostomy  rubber 
tube  in  position  in  treatment  of  post-typhoid  stenosis.  W^oman,  aged 
30  years. 

15.  Direct  view.  Post-typhoid  stenosis  after  cure  by  laryngostomy. 
Male,  aged  30  years.  Dotted  line  shows  place  of  excision  for  clearing 
out  the  anterior  commissure  to  restore  the  voice. 

IT).  Endoscopic  view  of  post-tracheotomic  tracheal  stenosis  from 
badly  placed  incision  and  chondrial  necrosis,  in  a  child  of  three  years. 
Tracheotomy  originally  done  for  influenzal  tracheitis.  Cured  by  tracheos- 
toniv. 

PLATE  IL 

DIRECT  AND  INDIRKCT  LARYNGKAL  VIEWS. 

Fig.  1.  Epiglottis  of  child  as  seen  by  direct  lar^'ugoscopy  in  the 
recumbent  position.  2.  Normal  larynx  spasmodically  closed  as  is  usual 
on  first  exposure  without  anesthesia.  3.  Same  on  inspiration.  4.  Supra- 
glottic  papillomata  as  seen  on  direct  laryngoscopy  in  a  child  of  two 
years,  o.  Cyst  of  the  larj^nx  in  a  child  of  four  years,  seen  on  direct 
laryngoscopy  without  anesthesia.  6.  Indirect  view  of  larynx  eight  weeks 
after  thyrotomy  for  cancer  of  the  right  cord  in  a  man  of  fifty  years. 
7.  Same  after  two  years.     An  adventitious  band  indistinguishable  from 
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the  original  one  has  replaced  the  lost  cord.  8.  Represents  the  condition 
of  the  larynx  three  years  after  hemilaryngectoniy  in  a  patient  fifty-one 
years  of  age.  Thyrotomy  revealed  such  extensive  involvp:ient,  with  an 
open  ulceration  which  had  reached  the  perichondrium  that  the  entire  left 
wing  of  the  thyroid  cartilage  was  removed  with  the  left  arytenoid.  A 
sufficiently  wide  removal  was  accomplished  without  removing  any  part 
of  the  esophageal  wall  below  the  level  of  the  crico-arytcnoid  joint  There 
is  no  attempt  on  the  part  of  nature  to  form  an  adventitious  cord  on  the 
left  side.  The  normal  ar3rtenoid  drew  the  normal  cord  over,  approud- 
mately  to  the  edge  of  the  cicatricial  tissue  of  the  operated  side,  llie 
voice,  at  first  a  very  hoarse  whisper,  eventually  was  fairly  loud,  Aoi:^ 
slighdy  husky  and  inflexible.  9.  Mouth  of  the  esophagus  one  year  after 
laryngectomy  for  endothelioma  in  a  man  aged  sixty-eight  years.  The 
purple  papillae  anteriorly  are  at  the  base  of  the  tongue  and  from  this 
the  mucosa  slopes  downward  and  backward  smoothly  into  the  esophagus. 
There  are  some  slight  folds  toward  the . patient's  right  (to  the  left  in 
the  illustration)  and  some  of  these  are  quite  cicatricial.  The  epiglottis 
was  removed  at  operation.  The  trachea  was  sutured  to  the  skin  and 
did  not  communicate  with  the  pharynx.    Indirect  view. 


PLATE  III. 

ESOPHAGOSCOPIC  VIEWS. 

1.  Direct  view  of  the  larynx  and  laryngopharynx  in  the  dorsally 
recumbent  patient,  the  epiglottis  and  hyoid  bone  being  lifted  with  the 
direct  laryngoscope,  or  the  esophageal  speculum.  The  spasmodically 
adducted  vocal  cords  are  partially  hidden  by  the  overhang  of  the  spas- 
modically adducted  ventricular  bands.  Posterior  to  this  the  aryepiglottic 
folds  ending  posteriorly  in  the  arytenoid  eminences  are  seen  in  apposi- 
tion. The  esophagoscope  should  be  passed  to  the  right  of  the  median  line 
into  the  right  pyriform  sinus,  represented  here  by  the  right  arm  of  the 
dark  crescent. 

2.  The  right  pyriform  sinus  in  the  dorsally  recumbent  patient.  The 
eminence  at  the  upper  left  border  corresponds  to  the  edge  of  the  cricoid 
cartilage.  ! 

3.  The  cricopharyngeal  constriction  of  the  esophagus  in  the  dor- 
sally recumbent  patient,  the  cricoid  cartilage  being  lifted  forward  with 
the  esophageal  speculum.  The  lower  (posterior)  half  of  the  lumen  is 
closed  by  the  fold  corresponding  to  the  orbicular  fibers  of  the  cricophar- 
yngeus,  which  advances  spasmodically  from  the  posterior  wall.  (Com- 
pare Fig.  10).    This  view  is  not  so  clearly  obtained  with  an  esophagoscope. 
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4.  Passing  through  the  right  pyriform  sinus  with  the  esophagoscope ; 
dorsally  recumbent  patient.  The  walls  seem  in  tight  apposition,  and,  at 
the  edges  of  the  slit-like  lumen,  bulge  toward  the  observer.  The  direc- 
tion of  the  axis  of  the  slit  varies,  and  in  some  instances  it  is  like  a 
rosette,  depending  on  the  degree  of  spasm. 

5.  Cervical  esophagus.  The  lumen  is  not  so  patulent  during  in- 
spiration as  lower  down ;  and  it  closes  completely  during  expiration. 

G.  Thoracic  esophagus.  Dorsally  recumbent  patient.  The  ridge 
crossing  above  the  lumen  corresponds  to  the  left  bronchus.  It  is  seldom 
so  prominent  as  in  this  patient,  but  can  always  be  found  if  searched  for. 

7.  The  esophagus  at  the  hiatus.  This  is  often  mistaken  for  the 
cardia  by  esophagoscopists.  It  is  more  truly  a  sphincter  than  the  cardia 
itself,  and  in  the  author's  opinion  it  is  questionable  if  there  is  any  truly 
sphincteric  action  at  the  cardia.  It  is  the  spasmodic  closure  of  this 
hiatal  sphincter  that  produces  the  syndrome  called  ''cardiospasm.'* 

8.  View  in  the  stomach  with  the  open-tube  gastroscope.  The  forms 
of  the  folds  varv  continuallv. 

9.  Sarcoma  of  the  posterior  wall  of  the  upper  third  of  the  esoph- 
agus in  a  woman  of  thirty-one  years.  Seen  through  the  esophageal  spec- 
ulum, patient  sitting.  The  lumen  of  the  mouth  of  the  esophagus,  much 
encroached  upon  by  the  sarcomatous  infiltration,  is  seen  at  the  lower 
part  of  the  circle. 

10.  Coin  (half-dollar)  wedged  at  the  upper  thoracic  aperture  of  a 
boy  aged  fourteen  years.  Seen  through  the  esophageal  speculum,  recum- 
bent patient.  Forceps  are  retracting  the  superjacent  cricopharyngeal  fold 
preparatory  to  removal  of  foreign  body. 

11.  Fungating,  squamous-celled  epithelioma  in  a  man  of  seventy- 
four  years.  Fungations  are  not  always  present,  and  are  often  pale  and 
edematous.  The  appearance  of  malignancy  may  be  masked  by  inflam- 
mation due  to  mixed  infections. 

12.  Cicatricial  stenosis  of  the  esophagus  following  the  swallowing 
of  lye  in  a  boy  of  four  years.  Below  the  upper  stricture  is  seen  a  sec- 
ond stricture.  A  third  one,  not  shown,  was  located  eccentrically  farther 
down.  An  ulcer  surrounded  by  an  inflammatory  areola  and  the  granula- 
tion tissue  together  illustrate  the  etiology  of  cicatricial  tissue.  The  fan- 
shaped  scar  is  really  almost  linear  but  it  is  viewed  in  perspective.  Patient 
was  cured  by  esophagoscopic  dilatation. 

13.  Angioma  of  the  esophagus  in  a  man  of  forty  years.  The  pa- 
tient had  hemorrhoids  and  varicose  veins  of  the  legs. 

14.  Luetic  ulcer  of  the  esophagus,  2G  cm.  from  the  upper  teeth,  in 
a  woman  of  thirty-eight  years  referred  for  dysphagia.    Two  scars  from 
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healed  ulcerations  are  seen  in  perspective  on  the  anterior  wall.    Branch- 
ing vessels  are  seen  in  the  livid  areola  of  the  ulcers. 

15.  Tuberculosis  of  the  esophagus  in  a  man  of  thirty-four  years. 
No  vessels  are  visible  near  the  grayish-white  patches.  A  specimen  of  ^s- 
sue  removed  esophagoscopically  was  reported  by  Dr.  Ernest  W.  Wiljeti^ 
to  be  tuberculous. 

16.  I^eucpplakia  of  the  esophagus  near  the  hiatus,  in  a  snan  aged 

fifty-six  years. 

PLATE  IV. 

Fig.  122  suid  Fig.  123.  Views  obtained  by  suspension  laryn|;oscppy. 
For  descriptions  see  Chapter  VIII. 

PLATE  V. 

Upper  illustration.  A,  gastroscopic  view  of  a  gastrojejunostomy 
opening  drawn  patulous  by  the  tube  mouth.  (Gastrojejunostomy  done 
by  Dr.  George  L.  Hays.)  B,  carcinoma  of  the  lesser  cpvature.  (Patient 
afterward  surgically  explored  and  diagnosis  verified  hy  tir.  John  J. 
Buchanan.)  C,  healed  perforated  ulcer  (patient  referred  by  Dr.  John 
W.  Boyce). 

Lower  illustration.  Drawii  from  a  ca$e  of,  post-diphtberitic  sub- 
glottic stenosis  cured  by  the  author's  method  of  direct  galvario-cauteriza- 
tion  of  the  hypertrophies.  A,  immediately  after  removal  of  the  intuba- 
tion tube,  hypertrophies  like  turbinals  are  seen  projecting  into  the  sub- 
glottic lumen.  B,  five  minutes  later.  The  masses  have  now  closed  the 
lumen  almost  completely.  The  patient  became  so  cyanotic  that  a  bron- 
'  choscope  was  at  once  introduced  to  prevent  asphyxia.  C,  the  left  mass 
has  been  cauterized  by  a  vertical  application  of  the  incandescent  knife. 
D,  completely  and  permanently  cured  after  repeated  cauterization. 

PLATE  VI. 

Endoscopic  views  through  the  Janeway  gastroscope.  A.  Looking  in 
the  direction  of  the  pylorus.  B.  View  toward  the  fundus.  From  illustra- 
tions furnished  by  Henry  Janeway. 
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Oastroftcopic  Views. 
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Direct  LarynRoacopic  Views. 
PLATE  V. 
Reproductions  ot  oil  color-drawinES  from  life  by  the  author. 

J 

PLATE  VI. 
Views  through  the  iens-system  gastroscope.     For  description,  . 
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Abscess,  bronchiectatic,  78 

due  to  presence  of  foreign  body, 

299 
in   right    inferior    lobe    bronchus, 
localization  of,  230 
lung,  radiograph  of,  405 
of  esophagus    from    foreign    body 

trauma,  359 
pulmonary,  78 

nontuberculous,  237,  476 
retropharyngeal,  92,  185 
Actinomycosis  of  the  esophagus,  566 
Adrenalin,  56,  63 

effect  of,  on  color  of  bronchoscopic 
image,  175 
Air  passage,  removal  of  foreign  body 

from  upper,  88 
Alcohol,  117 

in    treatment    of    papillomata    of 
larynx,  423 
Alcoholism,   75 
Alkalies    and    cicatricial    stenosis    of 

esophagus,  522 
Amyl  nitrite,  56,  59,  74 
capsule,  need  of,  46 
Amyloid  tumors  of  trachea,  433 
Analgesia  in  peroral  endoscopy,  54,  72 
Anatomical    knowledge    necessary    for 
bronchoscopy  and  esophagoscopy,  52 
Anesthesia,    advantages    of   slight,    in 
bronchoscopy,  30 
arrested  respiration  during,  473 
effect  of,  on  color  of  bronchoscopic 

image,  175 
Elsberg,  60 

esophagoscopy   without,  193 
ether,  rectal,  64 
for  bronchoscopy  in  adults,  466 
in  children,   172,   466 
indirect  laryngoscopy  for  diag- 
nosis, 266 
in    children,    contraindication 
for,   126 
for  esophagoscopy,  55,  56,  60,  72, 
180,  492 
lafyngostomy,  633 
peroral  endoscopy,  54,  72 
removal  of  benign  growth  of 

trachea,  435 
tracheotomy,  596 
work  on  dogs,  204 


Anesthesia,  general,  60-64,  72,  89,  91,  94 
for  direct  laryngoscopy,  posi- 
tion during,  83 
in  dyspneic  children,  dangers 
of,  126 
fluoroscopic   foreign    body 
work,  295 
technic  for,  58,   59 
in  adolescents,  63 

bloody  operations,  67 
bronchoscopy,  162,  301 
buccal  operations,  67 
children  under  6  years,  72,  172 
esophagoscopy,  330,  360 
inflltration,   for   tracheotomy,    598 
in  foreign  body  removal,  355,  356 
gastroscopy,  572 
laryngeal    operation,    67,    103 
laryngectomy,   669 
nasal  operations,  67 
pharyngeal    operations,   67 
prolonged  operations,  67 
removal     of     papillomata    of 
larynx  in  children,  425 
insufflation,  65,  66.  72,  73 

rules    for    administration    of, 
69,  72 
in  thyrotomy  for  malignant  laryn- 
geal disease,  661-663 
tracheotomized  patient,   599 
intratracheal      insufflation     anes- 
thesia in  thoracotomy,  320 
in   tuberculars,   152 
local,  64,  65,  94,  96 

author's  technic  for,  58 
general   rules   for,   56,    57,   58 
in  thyrotomy,   65,   662 
tracheotomy,   598 
Anesthetic  solutions,  Yankauer*s  cups 

for,  41 
Anesthetist,  position  of,  in  head  and 

neck  surgery,  67 
Anesthetizing  attachment  for  broncho- 
scope, Buchanan,  22,  59,  68 
Aneurysm,  53,  64,  248,  484 

invading        trachea        simulating 
tumor,  434 
Angioma,    impossibility    of    removing, 
under  cocain,  60 
subglottic,  104 
Angioneurotic  edema,  488 
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Anterior  commlBsure,  exposure  of,  94, 

100,  106,  124 
Anthracosis,  298 
Antibechlcs,  57,  301,  482 
Antiperistalsis,  55 
Antlpyrin,  56 

Aphonia,  hysterical,  suspension  laryn- 
goscopy in,  154  I 
Apnea  following  tracheotomy,  598- 

vera,  60,  601 
Apparatus,  Elsberg,  60,  64,  66 
Applicator,  Sajous,  64 
Argyrol  in  esophageal  diseases,  498,  499 
Arsenic    to    prevent     recurrence    of 

laryngeal  papillomata,  149 
Artificial  respiration,  56,  62,  67,  74 
Arytenoid,  accidental  removal  of  large 
part  of  left,  105 
eminence,  right,  188 
traction  of,  necessary  for  produc- 
tion of  adventitious  cord,  114 
region,  infiltration  of,  205 
Arytenoids,  94 
Aryepiglottic  fold,  93 
Asepsis,  need  of,  46 
Asphyxia  due  to  thymic  compression 
stenosis,  472-476 
tracheotomy  In,  588 
Asphyxiation,  67,  245 
Aspirating  canal,  author's,  21,  28,  29, 30 
pump,  Ingals'  electric,  28 
syringe,  28,  29 
Aspiration,  swab,  53 
Aspirator  for  esophagoscopy,  29 

nozzle  for,  for  freeing  fauces  and 

pharynx  from  secretions,  29 
Yankauer's,   28 
Aspirators,   28-31,   163 
Assistants  during  endoscopy,  47 
Asthma,  bronchial,    478 
Atelectasis  in  foreign  body  cases,  299 
Atropine,   63 

Autoplasty  after  laryngostomy,  642-644 
Autoscope,  Klrstein,  17 
Bandage  gauze  for  endoscopic  sponges, 

31 
Bands,  false,  93 

ventricular,  94,  236 
Basket,  Graefe,   452 
Batteries,  26-28 

on    operating    table,    arrangement 
of,  49 
Battery,  author's  endoscopic,  27,  28 
Bechic  blast,  236,  242 
Bismuth    for    foreign   bodies  in   stric- 
tured  esophagus,  357 
subnitrate  in  esophagitis  and  trau- 
matic ulcerations,  498 
Bite  block,  thimble,  38,  39,  163 
Blind  method  of  intubation,  75 
Blood,   removal   of,    during   bronchos- 
copy, 30 


Bougie,  eyed,  author's,  43 
in  esophageal  cases.  218 
filiform,     for    minute    cicatricial 

strictures  of  esophagus,  44 
olive,  Plummer's  double,  42 
Bouginage  per  tubam  in  stenosis  of 
esophagus,  532 

Bromides,  56 

Bronchi,  diseases  of,  bronchoscopy  in, 
465 
endoscopic  appearance  of»  177 
exploration  of,  163 
foreign  bodies  in,  20 
in  pneumothorax,  endoscopic  view 

of,  487 
stenosis  of,  compression,  470,  476 
Bronchial  asthma,  478 

Bronchiarctia,  477 

Bronchiectasis,  234,  248,  298,  477 

bronchoscopy  in,  465 
Bronchitis,   gangrenous,  after  aspira- 
tion of  foreign  body,  299 
-due  to  chloroform  poisoning,  62 
peanut,  238 
treatment  of,  47 
Bronchoscope,  16,  19,  20,  21,  23,  30,  73, 
74,  77 
and  forceps,  preliminary  practice 

with,  201 
author's,  20,  22,  23 
Brfinings,  103 

introduction  of,  174 
Buchanan's  dosimetric  anesthetia* 
ing  attachment  for  the,  22,  484 
correct  holding  of,  168 
depth  of  insertion  in,  171 
held  in  left  hand.  166 
incorrect  holding  of,  168 
Ingals'  distally  illuminated,  12.  13 
in  position  after  removal  of  laryn- 
goscope,  167 
recumbent      patient,      antero- 
posterior and  lateral  radio- 
graph of,  223 
right  and  left  main   oronchl, 

entering  the,  169 
upper    lobe    bronchus,    radio- 
graph of,  165,  222 
Into  middle  lobe  bronchus,  enter- 
ing, 170 
right  and  left  main   bronchi, 

entering,  169 
upper  lobe  bronchus,  entering, 

171,    172 
various    branch    bronchi,    en- 
tering, 170 
in  trachea,  position  of,  during  ar- 
tificial respiration,  74 
introduction  of,  58,  59,  70,  75,  155- 
177 
difficulties  In,  161 
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Bronchoscope,  introduction  of,  patient 
recumbent,  157 

sitting,  155 
through  glottis,  159 
Kahler,  13,  103 

introduction  of,  175 
removal  of   254 
sizes   of,   20,   21,  22 
slanted  end.  169,  170 

for  entering  branchi  bronchi, 
172 
sliding     double-tube,     of     Schoon. 

maker,  13 
use    of    author's,     for     subglottic 
laryngoscopy  in  children,  102 

Bronchoscopic  appearance  in    disease, 
467 

image,  normal,  175 
oxygen   insufflation,   73 
picture  in  asthma,  478 
removal    of    benign     growths     of 
trachea,  434 

Bronchoscopy,   17,  25,  30,  32,  60,  68,84,92 
best  time  for,  301 
Boyce  position  during,  advantages 

of,   164 
by  Briinings*   method,   173 
contraindications    for,    466 
difficulties  of,  200 
during  tracheotomy,  601 
fatigue  in  children  after,  262 
fluoroscopic,  295,  303 
for    foreign    bodies,    complications 
and   after-effects  of,   258-265 
in  children,  61-63,  250 
mechanical    problems    of,    270 
mortality  and  results  of,  24.5- 

265,    270 
of   prolonged   sojourn,    indica- 
tions for,  299 
malignant  growths  of  trachea, 

442-443 
removal   of  secretions,  484 
tacks  from  bronchus,  209 
unsuccessful  cases  of,  318-327 
hemiplegia  during,  262 
in  children,  172  ' 

indications  for,  465  , 

in  diseases  of  trachea  and  bronchi, 
465-488 
tuberculosis  of  tracheobronchi-   ! 
al  tree,  485-486 
oral,  anesthesia  in,  56,  60,  61,  62 

schema   illustrating,   156 
position  for,  77,  78-80,  82,  83-86 
reactions    following,  general,   261- 
262 
local,  262 
secretions    during,    63 
tracheotomic.  56,  171,  255-258,  326 
versus  oral,  164,  255 


Bronchotracheal     inflammations     and 

their  sequelae,  476 
Bronchus,    abscess    in    right    inferior 
lobe,  230 
anterior    branching,    entrance    ot 

170 
branch,  entrance  of,  170 
entrance      of,     with      slanted-end 

bronchoscope,   169 
diverticulum  in  left,  complicating 

tuberculosis,  486 
left,  entrance  of,  169 
middle   lobe,  entrance  of,  170 
protector,  Briinings',  275 
right,  entrance  of,  169 
stenosis  of,  248 

upper  lobe,  entrance  of,  171,  172 
exploration  of,   467 
Cadaver  for  study  of  anatomy,  use  of, 
52,  202 
practice  on,  76,  203 
Caliper  guide  method  of  localization, 
Boyce,  author's  modification  of,  219, 
231,  232 
Cancer,  infectiousness  of,  666 
of  esophagus,  444-449 

symptoms  of,  early,  446 
of  larynx,  647  (see  laryngeal  can- 
cer) 

resection  of  thoracic  esophagus  in, 
450 

Cancerous  stenosis  of  the  esophagus, 
529 

Cannula,  breaking  off  of,  in  situ,  608 
cane-shaped,  author's,  472,  474,  589 
cleansing  of,   608 
defective,  591 
emergency,  591 

for     various     ages,     tracheotomic, 
size  and  radius  of  curvature  of 
author's,  591 
full-curved,    gauze    used    to    hold 

out   long,  591 
Hahn,  668 

laryngostomy,  author's,  628,  629 
T-shaped    separable    tracheal, 
628-629 
obstruction  of,  609 
snare,  heavy,  39,  40 
tampon,    66 
Trendelenberg,  668 
tracheotomy,  65,  589,  607 
valve,  De  Santi,  590 
Carcinoma,  laryngeal,   107 

mesothorium  treatment  of,  154 
of    epiglottis,    removal   of,   under 
suspension  laryngoscopy,  154 
Cardia,    hiatal    constriction    mistaken 

for,  191 
Cardiac  failure,  67,  74,  91 

Cardiospasm,  55,  505,  507,  510-521 
treatment  of,  519 


Carina  as  an  aid  In  dlagnoriB,  rerolra- 

tory  aUtvematt  6t.  iir f'-''"' 

Identlflcatton  of.  166, 168. 169 

brAncbtai    oriflees    In    disease 

pOBltion   of.  relative  to  long  axle 
of  trachea,  240 
"Catheter,  insufflation.  66.  6S.  6S 
Introduction  of.  71,  72 
silk-woven.  SI,  63,  6S 
Cervical  cellulitis  after  en  do  laryngeal 

operations,  lis 
Chest,  physical  exa.minailon  of.  234 
Children,  holding  oF,  for  examination, 
1      86-87 

:pillorofOrm,  58,  F,!).  61,  G3,  68,  125,  210 
an^  morpbine  In  broiich(Mcopr>  192 
eSect  (^V  cm'  color  6f  broncboscoplc 

Image,  175' 
In'  endoBCopy   for   foreign  ^dlea, 
402 
eaopbagoBcopr      tor      foreign 

■bodies,  SSB 
auetwnslon     larjugoscopy     in 

children,  143 
tbTt'otom^,  663 
Cicatricial  strictnre  of  eeophagua,  aite 

oi.  safr 

Glrtnlts,  conunerclal,  28 
Ctanps,  hemorrhage.  160,  162 
ClMWft  6t  tXT-paaatgea  to  lood  during 

swallowing.  111 
CIoMied  ftngera  In  foreign  body  case, 

314^16 
Cocaln,  BS.  67,  58,  60,  62,  63,  64,  72,  106 
128 
effect  of,  on  color  of  bronchoscoplc 

image,  175,  478  j 

for     paralyzing     animal     foreign    | 
bodies  in  tracheobronchial  tree, 
293  I 

idiosyncrasy  to,  IIS 
In    suspension    laryngoscopy,    134. 
142,   143 
tracheotomy,  598 
rulee  for  use  of,  57,  58 
Cocain-adrenalltt  in  thyrotomy  662 
Codein,  63  i 

Coin  In  hypopbarynx,  removal  of,  154    i 
ConstTlction,  crlcopharyngeal,  188 
Constrictions  In  the  e»ophaguB,  52         j 
Cord,  accidental  removal  of  posterior 
half  of,  105 
necessity  of,  for  proper  phonation,   I 
114  [ 

Cords,  adventitious  vocal,  endolaryn-  I 
geal  operations  favoring  develop-  | 
ment  of,  112,  429  I 

exposure  of  vocal,  98 
growths  on  vocal.  89,  93 
vocal.  94,  236  I 


Cords,  vocal,  nodulea  on,  161,  4X0 
phonation  1^  IdeutlflaUoiT'i^,  tn 

direct  laryngosoopy,  lis  "      ■ 
polypus  of,  164  ■ '    ■ 
Cough  OS  syAiptom  of  foreign  body  In 
esophagus,  332        ' 
croupy/  in  chlli}ren,  92 
tracheo«sophagMI  vsh  during,  en* 
doecoplc  Ttett^ahowli^'brward 
bulging     ot     ^KiS^Hor  '  nlem- 
branona,  177      •    '      ' 
Congb-reflex,  abolitloa  of,  64,  66,  58, 
68;  7«,  7«     ■    ■  ■■ 

,   absoice  ot.  In  influensal  tracheitis, 
-  ■■4g|;        ■  -  -^■ 

preserratlon  of,  308,  636 
Connt«r-prea8or  for  auapeaalon  laryn^ 
goaoopy)  141 
Kllllan,     for     suBpenslon     laryn- 
■goecopy.  141 
Crayons     for     sketching     andoacoplc 

image,  204        ' 
CricoBrytenoid  Joint,  injury  to,  196 
Cricoid  cartilage,  188,  192 
CrlcAiAafyngeaJ    fold,    186 

spasmodic  Btenoeis,  608-SlO 
Cricopharyngeua,  diSlculty  of  paaaing, 
188 


!,  606 

CricothyroidOtomy,  Ei.93,  602 
Cup    fbr    anesthetic    Bolntlons,    Yan- 

kauer's,  41    ~ 
Curette,  double,  149,  152 
revenible.  148,  162 
Cyanosis,  64,  118 
Death-space  of  Meltzer,  S7 
Decannulation,  113.  610 

after  cure    of    laryngeal   stenosis, 

645-646 
difficult,  in  laryngeal  stenosis,  612- 
621 
Eiental    protector,    Mosher's    laryngeal 

spatula  with.  19 
Diagnosis,  taking  a  laryngeal  specimen 

for,  107 
Diathermy  in  treatment  of  Inoperable 

malignancy,  441 
Difficulties  in  direct  laryngoscopy,  100 
Dilatation  in  stenosis  of  esophagus,  531 
of  chronic   laryngeal  stenoses,   in- 
tubatlonal,  622-627 
Dilator,  esophageal,  Mosher's,  42 

for     bronchoscopic     dilatation     of 
bronchial  stricture,  41.  302, 
308 
endoscopic    use    In    bronchial 
and  esophageal  stricture,  41, 
44,  533 
Trousseau,   599,   604,   609 
Diphtheria,  anesthesia  In,  126 
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Diphtheria,  influenzal,  laryngo-trachei- 
tis,  simulating,  481 
laryngeal,  foreign  body  diagnosed 

as,  266-267 
subglottic  edema  in  children  after, 
115 
hyperplasia  in  children  after, 
115 
cases,  cannula  in,  obstruction   of, 
609 

Direct     laryngoscopy     (see     laryngos- 
copy) 
Disease  high  up  in  esophagus,  26 
Distal  illumination,  14,  15.  16,  23,  24, 
27,  28 

Distance,  estimation  of,  201,  203,  272 
273 

Diverticulum  due  to  cicatricial  steno- 
sis, 529 

esophageal,   53,   540-556 
of  esophagus,  after-care  following 
operation  for,  556 
pressure,   542 
pulsion,   541-556 

diagnosis  of,   545 
etiology  of,  541 
filled    with   bismuth   mix- 
ture, 544,  545 
prognosis  of,  543 
recurrence   of,   549 
symptoms  of,  544 
treatment  of,  550 
suspected,     esophagoscopy     in 

cases  of,  546 
traction,  540 
of  Zenker,  pulsion,  180 

Divulsor,  41,  308 

expanded  in  living  patient,  520 
for  treatment  of  esophageal  sten- 
osis, 533 

Dog,  practice  on,   203 

Dosimetric  anesthetizing  attachment 
for  bronchoscope,  Buchanan's,  22,  59, 
68 

Drainage     canal,     author's     esophago- 
scope  and  gastroscope  with,  24,  78 
tube,  74,  77 

Drowning  of  patient  in  his  own  se- 
cretions, 482-484 

Dysphagia,  111 

following  esophagoscopy,  195 

Dyspnea,  56,  59,  62,  67,  77,  92,  109,  112, 
115,  125,  126,  128,  161,  185 
as  symptom  of  foreign  bodies  in 

esophagus,  332 
bronchoscopy  in,  249,  465,  586 
due    to    foreign   body   in   larynx, 

tracheotomy  for,  267 
inspiratory,  without  laryngeal  ob- 
struction, 481 


Dyspnea,    laryngeal,    following    endo- 
laryngeal  operation,  117,  118 
sudden  death  in,  factors  in,  585 
suspension   laryngoscopy   in   pres- 
ence of,   149 
Echinococcus  of  lung.  433 
Edema,  angioneurotic,  488 
annular,  283,  284,  287,  290 
esophageal,  angioneurotic,  565 
laryngeal,  22,  53,  108,  118,  263,  580 
in  suspension  laryngoscopy,  153 
subglottic,  102,  115,  116,  130,  160, 
460 
cause  of,  during  bronchoscopy, 

263 
due  to  pressure  on  larynx  dur- 
ing bronchoscopy,  163,  257 
in  children,  172 
post-diphtheritic,  622 
tracheotomy  in,  593 
treatment  of,  265 
supraglottic  laryngeal,  262 
tracheal.    Invisibility    of    ring   in, 
177 
Electrode    for    galvano-cauterizations, 

42,  117 
Electrolysis  in  esophageal  stenosis,  537 
Emetics  in  foreign  body  work,  338 
Emphysema  in  foreign  body  cases,  299 
of    neck    following    endolaryngeal 
operation,  118 
Enchondroma  of  tracheobronchial  tree, 

432 
Endobronchial   treatment,    467 

Endolaryngeal    extirpation     of    papil- 
lomata  of  larynx,  425 
operations,  20 

after-care  following,  117 

during,  118 
complications  during,  118 
danger  signs  following,  118 
favoring    development   of   ad- 
ventitious vocal  cords,  112- 
114 
Endoscopic    appearances    in    tracheo- 
bronchial tree  and  esophagus,  varia- 
tions of,  52 
of  benign  growths  in  tracheobron- 
chial tree,  434 

child's  larynx,  128 
esophageal  paralysis,  560 
foreign   bodies    in   esophagus, 

341 
laryngeal  disease.   460 
evisceration  of  larynx  for  cicatri- 
cial stenosis,  113 
excision   in  unsuccessful  cases  of 
bronchoscopy  for  foreign  bodies, 
318 
foreign  body  extraction,  rules  for, 

293 
image    obtained    by    supraglottic 
tracheoscopy,  131 
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Ehidoscopic  use  of  laryngeal  forceps, 
103 
view  at  end  of  second  stage  of  di- 
rect laryngoscopy,  123 
Endoscopy  for  foreign  bodies  in  air 
and  food  passages,  illustrative  cases 
of,  402-419 
in  children,  58 

malignant  disease  of  larynx, 
437-441 
instructions  to  patients  for,  95-96 
mechanical     ingenuity    necessary 

for,  26 
peroral,  anesthesia  for,  54-62 
position  of  patient  for,  77-88 
removal  of  secretions  in,  29 
shock  after,  261-262 
Enteroclysis,  53 

Epiglottis,  91,  92,  94,  96,  98,  99,  236 
amputation   of,   for   palliation   of 
dysphagia.  111 
in  tuberculosis,  112,  462 
carcinoma  of,  removal  of,  154 
cause  of  failure  to  expose,  124 
downward  traction  of,  96,  98,  99 
elevation  of,  121 
exposure  of,  121 
identification  of,  69,  96,  97,  99,  101, 

121 
malignant  disease  of,  438 
Reichert  hook  for  raising,  140,  144 
of  children   as   seen   with   direct 
laryngoscope,  128-130 
Epiglottis-spatula,  use  of,  145 
Esophageal    diverticulum,    recurrence 
of,  549 

function   after    prolonged   sojourn 

of  foreign  bodies,  335 
mucosa,  192 
occlusion    in    foreign   body    cases, 

author's  symptoms  of,  332 
repair  after  laryngectomy,  plastic, 

672 
resection,  673 
spasmodic  stenosis,  age  as  factor 

in,  507 
stenosis,  pyriform  sinuses  in,  491, 

500 
wall,  weak  point  in,  186 
Esophagismus,  55 

abdominal,  514,  515 

nerve-cell  habit  as  a  factor  in, 
506 
hiatal,  510-521 

diagnosis  of.  517 

simulating   diverticulum,   516- 

519 
treatment  of,  519 
in  new-born,  507 
Esophagitis,  acute,  362,  495 
chronic,  499,  523 

treatment  of,  499 


Esophagites,  from  blind  efforts  to  re- 
move foreign  body,  337-338,  362 
Esophagoscope,  19,  21,  23,  24,  25,  26» 
30,  74 
anchoring  of,  187 
angular,  13,  14 
author's,  24 

Briinings',  introduction  of,  197 
Einhom,  19 

for    esophageal    diverticula,    au- 
thor's, 546 
Guisez,  16 
HiU,  18 

introduction  of,  55,  88,  178-198 
by  sight, -187 
patient  recumbent,  187 
stages  in,  187 
Kahler,  13 

technic  of  introducing,  197 
light-carrier  during  withdrawal  of, 

194 
Mosher,  13,  14 
reinsertion  of,  194 
sizes  of*author'8,  342 
slanted-end,  author's,  189 

position  of,  in  recumbent  pa- 
tient, 188 
Esophagoscopic  aid  in  excision  of  di- 
verticulum, 551 
appearances  and  diagnosis  of  ci- 
catricial stricture,   527 
malignant    disease   of    esoph- 
agus, 446 
appearances    in    esophageal    lues, 
562 
tuberculosis,  564 
appearances  of  spasmodic  stenosis 

at  cricopharyngeus,  509 
extraction   of  foreign   bodies,    341 
image,   192 

removal    of    foreign    bodies,    me- 
chanical problems  of,  346-362 
views  in  cases  of  diverticulum,  547 

Esophagoscopy,  25,  28,  32,  53,  60,  78 
anesthesia  for,  55,  56,  58,  60,  61,  62, 

64,   180 
aspirator  for,  29 
complications  following,  195 

precipitated  by,  197 
difficulties  of,  193,  200 
downward  escape  of  foreign  body 

In,   61 
fluoroscopic,  359 

for  determining  advisability  of  op- 
eration for  laryngeal  malig- 
nancy, 438 
esophageal    disease,    contrain- 
dications in,  490-491 
technic  of,  492 
foreign   bodies,  339-362 

complications     and     dan- 
gers of,  360-362 
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Esophagoscopy  for   foreign   bodies   in 
children,  61,  62 

instruments    for,    341 
mortality  of,  337.  339-340 
results  of.  339 
high-low  method  of,  author's,   79, 

189-193 
in  cases  of  suspected  diverticulum, 
546 
diagnosis  of  esophageal  diver- 
ticulum, 546 
indications   and   contraindications 

for,  178 
in  esophageal  disease,  indications 
for,  489 
foreign   body   cases,   contrain- 
dications to,  340 
injuries  from  forcible  unskilled  at- 
tempts at,  196 
in  new-born,  490,  492,  507 

spasmodic     stenosis     of     the 

esophagus,   505 
suspected  foreign  body  cases, 

indications  for,  340 
suspension,  154 
position  for,  77,  78,  80.  83-86 
pyriforra  sinus  in,  author's  meth- 
od of  finding,  188 
retrograde,  in  esophageal  stenosis, 

537 
specular.  185 

technic  of,  185 
Esophagotome.  string-cutting,  author's, 

43.  537 
Esophagotomy,   external,    for    removal 
of  foreign  body,  335,  33 
internal,  in  esophageal  stenosis,537 
Esophagus,  accidental  entrance  of,  in 
bronchoscopy,  161 
actinomycosis  of,  566 
anomalies  of,  492-495 

treatment  of,   494 
artificial   denture  in,   417 
ballooning  of,  according  to  Mosh- 

er  method,  195 
cancer  of,  esophagoscopic  appear- 
ance of,  446 
cicatricial  stenoses  of  the,  26 
constrictions  in,  52 

cricopharyngeal,   179,   180 

dermal    flap    operation    for   repair 
of,  673 

deviation  of,  566-567 
dilatation  of,  diffuse,  502 

treatment  of  diffuse,  503 
direction  of,  182 
diseases  of,  489-567 
disease  of,  diagnosis  of,  489 

esophagoscopy  in,  489-492 

indirect  examinations  in,  491 

symptoms  of,  490 
diverticulum  of,  540-556. 


Esophagus,  diverticulum  of,  after-care 
following  operation  for,  556 

diagnosis  of  pulsion,  545 

difliculty  in  excision  of,  552 

examination  of,  548 

pulsion,  541-556 

removed  by  Gaub  method,  5r.3- 
555 

traction,  540 

use  of  bismuth  in,  546 
edema  of,  angioneurotic,  565 
imperforate,  492,  494 
implantation  metastases  in,  445 
in  esophageal  cases,  emptying  of, 

53 
inflammation    and    ulceration    of, 
495-498 

treatment    of   acute  and   sub- 
acute,  498-499 
interventions  in,  151 
intubation  of,  for  stenosis,  539 
lues  of,  561 

treatment  of,  562 
malignant  disease  of,  444-459 

diagnosis  of,  444 

differential    diagnosis    in,   449 

removal   of  specimen   in,  444- 
445 

intubation  in,  450 

site  of,  444 

treatment  of,   449-459 
Mosher's  device  for  ballooning,  24 
narrowing   of  aortic,   181 

apertural,  181 

bronchial.  182 

distance  from  upper  teeth  of, 
182-184 

hiatal,  182 

normal,  178 

spasmodic,  178-182 

neoplasms  of,  benign,  436 
paralysis  of,  329,  557-561 

diagnosis  of,  560 

endoscopic      appearances     of, 
560 

etiology  of,    560 

motor,  559 

treatment   of,  561 
perforation    of,    in    foreign    body 

work,  361 
physiological  constrictions  of,  179 
relative  position  of  trachea  and,  79 
rupture  and  trauma  of.  494-495 
sensation  in,  paralysis  of,  557-559 
spasm  of,  etiology  of,  505 

symptoms  of,  505 
speculum     for     operations     upon 

upper  end  of  the,  25 
stenosis  of,  cicatricial,  522-539 

classification  of  impermeable, 
538 

compression.  499-503 
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BtenoslB    of,    (Koigeiiitsl,   , 
m,  iU  - 

decomposltloa  of  food  In,  627    I 
eccentric,  wltb  iDteritrlctural   ! 

aaccnlatloiiB,  533-&36 
diet  In,  633-E35  , 

dlffsrential  diagnosis  In,  528-    I 

630 
to  reign  bodies  In,  358 
rest  In,  630 
spasmodic,  604-521 
stenoUc  conditions  of,  S6,  194 
strictures  of,  (see  stenosis) 
surgical  Intolersnce  of,  196 
thondc.  190,  191 
tuberculosis   of,  GG3 

treatment  of,  666 
ulceration  of,  496 
ulcer  of,  differential  diagnosis  of, 

496-498 
Tarlx  and  angioma  of,  565 
webs  In,  494 

congenital,  26 
Ether,  58.  69.  62,  63.  64,  66,  67.  68,  210 
In    radiographic    vork,    con  train  • 

dicaUons  for,  222 
Insufflation  In  thyrotomy.  661 
In  BUBpenelon  laryngoscopy  In  chil- 
dren. 143 
mucus.  68 
Ethylchlorid,  61 

Extractor,      screw-polntcd,      Richard- 
son's, 40 
Extubal  method,  author's;  UO-112 
Eixtabation,  624 

dilBcult.  115 
Eye.  education  of.  for  endoscopy.  44. 

201 
Fibroma  attached  to  under-surface  of 
rlRht  cord,  104 
naHo-pharyngea],  anesthesia  In  rn- 

movine,  67 
Of  cord,   420 

primary  in  tracheobronchial  tree. 
432 
Films,  transparent,   author's.  321 
Finger  for  hyold  bone  elevation.  64 
Fistula,    esophagotracheal,   congenital, 


Fluoroscopic  eeophagoscopy.  359 
Fluoroscopy  in  diagnosis  of  esophageal 

diseases,   489 
Food  debris  during  esophagoscopy.  79 
passage,   removal   of   foreign   body 

20 
ailigalor   punch,    37,    110-112.    269, 

a46,  421 
author's.  32,  33,  34,  35 
bean.  Kllllan,  291 


Forceps.  BrilnlngB,  ; 
■   of.  49 


CasB  el  berry,  36 
I  claw.  In  foreign  body  work.  291 

delicate,  necessity  for,  in  foreign 

body  work,  390 
dilating,  author's  41,  302 
faulty  models  of.  32-33,  35 
for   direct   laryngoscopy,  39 

eaophagoacoplc      removal      of  . 

open  safety  pins.  36,  351 
external  laryngeal  operations, 

author's  grasping.  635 
foreign  body   work,  32,  291 
Infant    bronchoscopes,    35 
removing       animal       foreign 
bodies.  293  ,     . 

In  endoscopic  foreigii  body  Mtrac- 
tlon,  27^ 
radium  treatment,  use  ot,  456 
Jaws  for  foreign  body  work,  34 
Kllllon's  "beaii,"  32,  34 
laryngeal,  endoscopic,  use  of,  103 
lateral  movement  of,  by  author's 

method,  274 
Mathleu's,  is 

iHosber's  alligator,  26,  32,  269 
Pater^n's,  32 

pln-cuttlng,     Casselberry's     endo- 
scopic, 36 
pointed  Jaws  for  author's,  36 
proper  closure  of,  34,  274 
rotation,  author's,  36,  36,  269-27S. 

286,  347,  361,  353 
punch,  sliding,  37,  38 
SaJoUB,  larirngeal,  58 
aide-curved   jaws   for   author's,   34, 

257.   277,   283,   302 
sliding  punch,  106.  107 
tissue,  36,  37,   106 
tube  versus  binged-jaw,  32 
up  per -lobe  bronchus,  author's,  293, 

294 
variety  of.  needlessness  of,  104 
Foreign  bodies,  anesthesia  for,  55,  5S 
bechic  expulsion  of.  242 
beech    nut    hull    In    trachea    and 

bronchi,  4S3 
bismuth  capsules   for   localization 

of.   224-226 
blind    bouginage    in    presence   of, 

337 
bolus  of  meat  in  esophagus,  328 
bone  at  bifurcation.  3SS 
In  bronchus,  388 

esophagus.  3S6,  3ST,    389. 

415 
radiograph  of.  220 
hypopharyni,  390 
pharynx  and  entrance  to 

larynx,  148 
subglottic  region,   388 
trachea.  388 
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Foreign  bodies,  brass  fastener  in  right 
bronchus  for  seven  years,  304-306 
bronchoscopic  removal  of,  failure 
of,  246 
general     reaction      following, 

259-261 
gravity  in,  290 

in   moderately   virulent  infec- 
tive    tracheobronchitis, 
260 
tracheotomized      patients, 
255-258 
local  reaction  following,  262 

bronchoscopy  for,  contraindica- 
tions to,  248 

choice  of  time  for,  250 

complications  and  after-ef- 
fects of,  258-265 

contraindications  to,  248-249 

duration  of,  250 

dyspnea  after,  262 

mechanical  problems  of,  270- 
296 

fluoroscopic,  295-296 

mortality  and  results  of,  245- 
246 

necessity  of  immediate,  249- 
250 

unsuccessful  cases  of,  318-327 

bullet  in  bronchial  orifice,  401 

buried    in   pharyngeal  and   esoph- 
ageal tissues,  357 

button   in  bronchus,  396,  397,   409 
esophagus,    397,    398,    414 
trachea,  396 
calcifled  glands  interpreted  radio- 
graphically  as,  227 
cherry  stone  in  esophagus,  340,  394 
chinaware  in  larynx,  399 
classification   of,   in  air  and   food 

passages,  206 
coal  in  bronchus,  398 

removal  of,  290 
coin  below  plica  cricopharyngeus, 
382 
in  esophagus,  227,  383-385,  414- 
415,  447 
and  trachea,  382 
hypopharynx,  382,  384 

removal  of,  154 
trachea,  382 

collar  button  in  esophagus,  331,  411 
left   bronchus    for    twenty-six 

years,  glass,  310 
lung,  312,  313 
right  bronchus  ten  years,  lead 

alloy,   305-309 

cough  and,  218 
coughing  up  of,  242-244 
cuff  link  ulcerated  through  esoph- 
agus into  trachea,  333-335 


Foreign  bodies,  denture  at  bottom  of 
hypopharynx,  399 

in  esophagus,  400 
determination  of  presence  of,  255, 

300 
diagnosis     of,     on     physical     and 

laboratory  findings,  234 
digital  efforts  of  removing,  207 
dilatation  in  localization  of,  302 
diphtheritic  membrane  in  trachea 

simulating,  247 
disk  in  esophagus,  386 
downward      escape      of,      during 

esophagoscopy,  330 
egg  shell  in  larynx,  394 
embedded,  278-279 
endoscopic  extraction  of,  rules  for, 

293 
endoscopic  findings  in,  negative,254 
entering      lower      air      passages, 

gauntlet  to  be  run  by,  236 
eraser,  removal  of,  290 
esophagoscopy    for,    complications 

following,  195 
fish    hook    in   esophagus,   removal 

of,  353-355 

fixed   crosswise   in  esophagus,  ex- 
traction of,  347 
flat  bone  in  subglottic  space,  148 
foot  of  alarm  clock   in  bronchus, 
411 

forceps  for  removal  of  irregular,  35 
fragments   of,  removal    of  broken 

off,  291 
gastroscopy  for,  576 
glass  in  subglottic  region,  395 
gourd   seed   in   bronchus,  395 
grasping  of,   for   removal,   276-277 
hardware  in  bronchus,  365-369 

esophagus,  hiatal,  368-369 

pyriform  sinus,  366 

trachea,  369 
history  sheet  for,  214 
impacted,  58 

in  adult,  difficult  cases  of,  63 

air    and     food    passages,    88, 
206-235 
endoscopy  for,  illustrative 
cases  of,  402-417 

in  air  passages,  color  of,  251 

endoscopic  appearances  of,  251 
etiology  of,  236 
symptoms  of,  215 

in  bronchi.   78,   81,   171.   209,   215, 

296,     304,     365-370,    372-373, 

379,  388,   393-401,  419 

expulsion  of.  242 

for  prolonged  periods.  297-317 

after-treatment     following 

removal  of.  303 
author's  cases  of,  304-317 
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Foreign  bodies  in  bronchi  for  pro- 
longed periods,  bronchoscopy  for, 
299-300 

cicatricial  tissue  due  to, 

303 
prognosis  of,  299 
stricture  due  to,  303 
symptoms  of,  224 
tight-fitting,   removal  of,   287- 

290 
voluntary  aspiration  of,  209 
in  bronchus,  large,  227 
left,  148 

middle  lobe,  241 
right,  148,  239-241 
upper  lobe,  293-295 
in  children,  preponderance  of,  237 
indurated  ulcer  at  carina  simulat- 
ing, 247 
in  esophagus,  61,  185.  209,  215,  218, 
226,    286,    328-338,    368-369, 
370,   372,    378,   380-392,   394- 
400,  418,  447 
age  as  factor  in,  329 
fatality  of,  332-334 
lodgement  site  of,  329-330 
prognosis  of,  332,  335 
prolonged  sojourn  of,  357 
removal  of  broad,  sharp-point- 
ed, 349 
large,  355 
spasm  and  lodgement  of,  330 
strictured,  356 
symptoms  of,  216,  331 
treatment  of  cases  of,  335.  338 
in  food  passages,  removal  of,  88 
hypopharynx,  382,  384,  390,  399 
hysteric  and  insane,  208 
larynx,  92,   148,  209,  267,  374, 
380,  382,  388,  393-395,  399 
and  tracheobronchial  tree, 

236-265 
diagnosis  of,  266 
expulsion  of,  242 
removal  of,  55,  57,  78,  88, 

266-269 
symptoms  of,  216-266 
mouth,  78 
nasopharynx,  78 
pharynx,  removal  of,  78 
pleura,  401 
stomach,  208 
in  trachea,   56,   160,  209,  215,  216, 
234,  286,  369,  373,  379,  381,  382, 
388,  393,  396 

expulsion  of,  242 

in  tracheobronchial  tree,  broncho- 
scopic  finding  of,  252-254 
small  animal,  removal  of,  292 
soft   friable,   removal   of,   290- 
292 

into  pleura,  bursting  of,  310-314 


Foreign  bodies,  jewelry  in  bronchus, 
370,  372,  373 

esophagus,  370,  372 

subglottic  region,  370 
"Job's  tear"  in  bronchus,  395 
lip  of  bronchoscope  for  disimpac- 

tion  of,  291 
localization  of,  222 
locket  in  esophagus,  416 
lose  of,  from  grasp  of  forceps,  303 
magnetic  extraction  of,  244 
maize  at  tracheal  bifurcation,  393 

in  bronchus,  393,  394^96 
meat  in  esophagus,  390-392 

removal  of,  356 
metallic,  238,  284 

capsule  in  right  bronchus,  148 
molar  tooth  in  bronchus,  226 
most  frequent  sites  of,  238-241 
multiplicity  of,  247 
nail  in  left  bronchus,  148,  314-318 

in  trachea  for  several  years, 
210 

nails,  removal  of,  276 

necessity  for  removal  of  secretion 

in  presence  of,  163 
needle,  extraction  of,  276 

in  the  intestine,  336 
nurse  in  presence  of,  necessity  of 

special,  258 
nut-hull  in  bronchus,  393 
olive  pulp  in  esophagus,  394 
overriding,  343-346 
paper  pulp  in  esophagus,  396 
pea  in  right  bronchus,  removal  of, 

292 

peanut    kernel    in    bronchus,    393, 

394-396 

most  fatal  of,  238,  261,  262 

pebble   in  bronchus,  398,   399,  410 

physical  examination  of  chest  in 

cases  of,  234 
pin  at  periphery  of  lung,  326 

in  posterior  branch  of  inferior 
lobe  bronchus,  323.  324 

pin  in  pyriform  sinus,  375 

right  lung  not  found  at  bron- 
choscopy, 322 

pins,  20,  299 

author's   method    of   exposing 

hidden,  253,  278 
extraction  of,  276,  277,  280 
in   air    passages,    position   of, 
239 

bronchi,  237,  264.  280,  326, 

373-379,  406,  408 
esophagus,  348,  378 
larynx,  374 

pins  in  trachea,  373 

pleuroscopy  for,  363 

plug  in  bronchus,  398 
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Foreign  bodies,  positive  film  of  tra- 
cheobronchial tree  as  aid  to  localiza- 
tion of,  227-231 

primer  at  bottom  of  pleural  cavity, 

364 
prophylaxis  in,  207 
pyriform  sinus  as  hiding  place  for, 

343 
radiographic    localization  of,   219- 

234,  304 
radiographs  of,   interpretation   of, 
226 
misleading    negative,    220-221, 
233 
radiography  of,  value  of  negative, 

231 
removal  of,  26,  78,  148,  199 

by     Briinings     esophagoscope, 

198 
by  esophagoscopy,  187 
ring  in  esophagus,  413 
rotation  in  removal  of,  269 
safety  pin  in  esophagus,  380,  381 
in  esophagus  of  infant,  354 

removal  of  open,  349,  352 

in  larynx,  380 
of  infant,  354 

of    child,    removal    of    piece    of, 
148 

In  pharynx   removed   by   sus- 
pension laryngoscopy,  148 
in    right    bronchus    of    infant 

of  3  monias,  264 
in  subglottic  region,  379 
trachea,  379,  381 
of    infant,    228 

open,  56,   284 

lodged  point  upward  at 
bifurcation  of  trachea, 
286 

safety-pins,  open,  lodged  point  up- 
ward, endoscopic  closure  of,  286 
secretion  in  presence  of,  234 
shell  primer  in  pleura,  401 
simulating     other     diseases,     247, 

267-268,  300,  311,  334,  338 
small,  downward  progress  of,  229 
in  small  bronchi,  231 

spontaneous  expulsion  of,  241 
staple  in  bronchus,  removal  of,  289 
in  esophagus,  412 
in  posterior  branch  of  inferior 

lobe  bronchus,  288 
in  right  lung,  289 
lodged  upward  in  esophagus,  353 
stenosis  due  to,  cicatricial  esopha- 
geal, 524 

suspected,  error  to  avoid  in,  235 
history  of  patient  and  deduc- 
tions therefrom  in  case  of, 
1213 


Foreign  bodies,  suspected,  in  air  pas- 
sages or  esophagus,  necessity  of 
bronchoscopy  in,  232 

indications    for   bronchoscopy    in, 
246,  247 
indirect  examination  in,  217 
preliminary     examination     in 

cases  of,  267 
procedure  in  cases  of,  212-235 
symptoms,  after  aspiration  of,  213- 

216,  300 
tacks,  double-pointed,  in  bronchus, 
removal  of,  289 
extraction  of,  276,  280 
in  bronchus,  233,  284,  309,  403, 

405 
in  intestines,  212 
in    posterior   branch   of   right 
inferior  lobe  bronchus,  209- 
211,  213 
lodged  upward  in   esophagus, 

double-pointed,   353 
upholstery,  mushroom  anchor 
problem  of,  281-283 
with  buried  point,  extrac- 
tion of,  282 
thoracotomy  for  removal  of,  326 
through  glottis,  bringing,  274 
tooth  in  bronchus,  399,  400 
tooth-plate     in     esophagus,     pro- 
longed sojourn  of,  35  ^  358 
tracheotomy  for,  584 
walnut  shell  in  esophagus,  394 
wandering  of,  through  esophageal 

wall,  255 
watermelon     seed     in     subglottic 
larynx,  393 
in  trachea,  393 

Foreign  body  work,  bronchus  in,  rup- 
ture of.  280 

dog  for  practice  in,  203 
fluorescent  screen  in,  222-224 
forceps,  32 

gravitation   in,  necessity  for   con» 
sidering,  217 

Fulcrum  of  bronchoscopic  lever,  posi- 
tion of,  163,  265 

Fulguration  for  papillomata  of  larynx, 

424 
Gag,  use  of,  69 
mouth,   38 

in  bronchoscopy,  38,  162 

Gallows  for  suspension  laryngoscopy 
136 

Galvanocaustic    treatment     of     tuber- 
culosis, 116 
Galvanocauterization  for    chronic    hy- 
pertrophic laryngeal  stenosis,  115 
of      post-diptheritic      subglottic 
stenosis,  effectiveness  of,  115 
Galvanocautery  puncture,  116 


xit  un 

Gftlvftnocaustlc     deev      puncture      In 

auspenslon  laryagoecopy,  162 
Oftlvanopunctnre  for  laryngeal  tuber- 

culoBiB,  462. 
Guigrehe  of  lung,  484 

branclioscopir  in,  24S 
Qastric  tDucosa,  193 
Qastroecope,  ansular,  13 

author's.  24,  677 

Jane  way,  E77 
QaatroBCoplcal  examination  of  a  gaft- 

troJeJuiMMtomy  wound,  G7G 
OaatroDCopy,  29,  ES8-578 

aneatheala  for,  i  B8,  65 

cases  of,  &74-E75 

for  foreign  bodies,  676 

lens^ystem,  577 

mortality  of,  670 

open-tube,    677 

outlining  of  sttnnacb  In,  671 

poaltton  of  patient  tor,  576 

tecbnlc  of,  570 

through    the    celiotomlc    wound, 
577 
Gastrostomy    ^In     cases       of      water 
banger,  191 ' 

in  blaUl  esopbaglsmus,  621 

Id  malignant  disease  of  the  esoph- 
agus, 446,  460 

tn  stenotic  esophageal  disease,  491, 


of    one    eye 


498 
Gauging    depth    by 

only,  104 

Gauze  dressing  in  laryngostomy,  639 
Globus  hystericus,  608 
Glbttic  chink.   188 

phonatlon    (or    identification      ot, 
In  direct  laryngoscopy,  123 
Glottis,  exposure  of,  9S 

loss  of  foreign  body  at.  cause  ol, 

274-275 
opening  of.  in  bronchoscopy,  162 
Goiter      as      ca-use      or      congenital 
tracheal  stenosis,  470-471 
dyspnea  of.  cane'Shaped    cannula 

relieving,   590,   592 
operatlona.         examination         ot 
larynx  previous  to.  91 
Gown   for  operator,  46 
Granul alien B,    removal    of,    301 
Granuloma,  421 

of  trachea,   433 
Growths  hidden  by  overhang  of    the 
ventricular  band.  109 

In   larynx,   benign,  420-430 
in   ventricle   of   MorganI,   achema 
illustrating  lateral  method  of  ex- 
posing, 110 
of    trachea,    malignant,    bronchos- 
copy In,  442-413 
springing     from     the     outermost 
depth  of    the    right    ventricle. 
109 


.71 


Growths,  laryngeal  Indirect  vlewa  ttt 
dlSerent  types  of,  104 
on  cords,  89' 

primary  In  tiMhetrinvnchUl  traa, 
-  benign,  431-435 
removal      of,      bom     luTngeal 

ventricle,  lOS 
sessile,  removal  of,  110 
subglottic,  removal  ot  131 
vascular,  60 
Guillotine,  Kat^enst^in,  ■ 
Handle,  authors  universal.  33,  41 
Handles     for    laryngoscoites.    bronch- 
sc<v^>    ^Dd    esophagoBcopes,    Brun- 
tngs'  two  llhiminatlng,  13.  14 
Head,   during   bronchoscopy,    position 
of,  241,  257 
poBltion  of,  in  direct  laryngoscopy. 

101 
in  peroral  endoscopy,  86,  88 
supporting-apparatus       for,       at- 
tached to  BUflpenslon  appUanoe, 
135 
Head-cover,  46 
Headlamp,  Kirkstein,  18,  S7,  88. 

Klrstein,    killian's    use     of     14:t. 
143,   145.  202,  264 
Headlight.  Claar,  16 

as  used  by  Guises,  MI 
PhiUlp,  16.  17,  21 
Hemlcrlcoarytenoldectomy    In    malic- 

nant  disease  ot  larynx,  652 
HemlUxyngectomy  for  malignant  dl» 

ease  of  larynx,  662 
Hemophilia,  63,  118 
Hemoptysis,     bronchoscopy     in.     466, 
4S6 
causes  of  4S7 
due  to  luetic  leaions.  485 
Hemorrhage,  laryngeal.  In  homophlles, 
118 
tuberculous      pulmonary      during 
bronchoscopy,  262 
clamps,  150,  152 
Hemostat.  5S 
Heroin,  57 

Hiatus,    constricting    musculature    at, 
drawing  of    under-surface    of    dia- 
phragm showing.  612 
Hiatal    con  stricture,    identification    of, 
191 
esopbaglsmuB.  610-621 
Hiatus,  passing  the,  190,  192,  193 
Hook,   curved,   full   278,   286 
Klllian  40 
Lister.  40.  272 

Relcbert.     for     pulling     forward 

base  ot  tongue  and  larynx,  143 

Reich ert.    tor    raising    epiglottis, 

140.  144 

Hooks.  272 

Hot-air-chest,  Albrecht.  for  edema,  163 
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Hydrogen     peroxide     after     interven- 
tions in  laryngeal  tuberculosis,    154 
Hyoid   bone,    antagonism   of   muscles 
attached  to,  72 

downward   traction  of   tissues  at- 
tached  to,   96,  98,  99 
elevation,   64,   69,  71,   124 
elevation   of   tissues    attached   to, 
121 
Hyperplasia,       subglottic,       following 

diphtheria,   115 
Hyperthymization    of    blood     91,     473, 

475 
Hypodermoclysis,  53 
Hypopharyngeal    wall,    mucosa     from, 

gouging  of,  196 
Hypopharyngoscopy,  90,  181 
Hypopharynx,   exposure  of,   181 

hypopharyngoscopy    for   study   of, 
90,  181 
Hysteria,  anesthesia  in,  56 
Hysteric,  foreign  bodies  in  the,  208 
Illuminating  devices,  11,  16 
Illumination,  defective,   202 

distal  versus  proximal,  264 
for  suspension    laryngoscopy,    142 
Image,   bronchoscopic,  normal,  175 
endoscopic,     92-95,     99,     118,     131, 

176.  192,  341 
sketching   the,    204 
Indirect   views   of   different  types    of 

laryngeal  growths,  104 
Infiltrations,     diffuse     laryngeal,     107- 
108 

direct   laryngoscopy   in    treatment 
of  ulcerative  and  nonulcerated, 
117 
Influenzal  tracheitis,   480-482,   484 
Insane,  foreign  bodies  in  the,  208 
Instructions  to  patients  in  endoscopy, 

95-96 
Instrumentarium,    portable,   29 
Instruments,  author's,  16,  202 
Brunings,   102,  201,   202 
care  of,  48-51 
for  bronchoscopy,  85 
diagnostic  direct  laryngoscopy  in 

children,  126 
endoscopy    arrangements    of    44, 
49 

necessary,  47 
for  esophagoscopy,  85 
for    removal    of    papillomata     in 

larynx,  127 
for   suspension   laryngoscopy,    135 
Kahler's,  102,  201 
material  for  manufacture  of,   11 
modifications  of,  11 
sterilization   of  47 
Insumation,  59,  60,  61.  62,  64,  65 
apparatus,  Braun.  143 
bronchoscopic   oxygen,   73-76 


insufflation,  ether,  38 

anesthesia.  Elsberg  apparatus  for. 
61.  64,  73 
Intercricothyroidotomy,  592 
Intratracheal    insufflation    anesthesia. 
65,  66-68,  73,  75,  320,  669 
tubes,  technic  of  insertion  of.  68 
oxygen  insufflation,  75 
laryngeal  stenosis,  622-627 
treatment    of     chronic    laryngeal 
stenosis,    care    of    patients 
under,  624 
duration  of,  627 
vocal  results  of,  627 

Introducer  for  author's    self-retaining 
intubation  tubes,  626 
Mosher,  626 

Intubation  and  extubation,  624 

in  acute  laryngeal  stenosis,  583 
of   esophagus   for   stenosis,    539 
of  esophagus  in  malignant  disease, 

450 
tracheal,  75 
tubes  and  instruments,  622 

care  of,  625 
tube  for  chronic  laryngeal  stenosis, 

self-retaining,  author's,  625,  626 
tubes      and      chronic      laryngeal 

stenosis,  sizes  of,  625 
tubes,    esophageal.    Charters    Sy- 

monds,'  451-452 
tubes,  self-retaining,  Schmiegelow, 

624 
and  extubation,  624 

Intubational     dilatation     of     chronic 
laryngeal  stenosis,  622-627 
treatment    of    chronic    laryngeal 
stenosis,    care    of    patients 
under,  624 
duration  of,  627 
vocal   results  of,  627 

Iodine    after   interventions    in    laryn- 
geal   tuberculosis,    154 

Jaws  for  author's  forceps,  side-curved, 

34 
Knife,  galvanocautery,  115 

laryngeal,  author's,  112 
Laboratory  examinations  of  secretions, 

16 
Lactic     acid     after     intervention     for 

laryngeal  tuberculosis,  154 

Lamps,  bronchoscopic.  22,  23.  201 
Brunings.  cleansing  of,  28 
cleansing  of,  23 
cold,  21 
sterilization  of,  47 

Laryngeal  acromegalic  stenosis,  trache- 
otomy in.  587 
cancer,    operation    for,    mortality 
and  results  of,  652 
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UuTDgeal.  paUlatlre  treatment  In,  M7 
proptiylactic  treatment  In,  4S7 
recurrence  In,  .666     , 
Bite  df,  661 
Bt»tUUcs  In,  667 
.  GomplicattQnB   ot    typbold    fever, 
6t8 
dleeaae,  mdoscoplc  appearances  of, 

460 
expoBure  for  Intratracheal  Uuat- 

flaUon,  76 
exposure,  lefthanded,  103   ■ 
expoBure,  prtdonged.  103 

larTneectomr    for,     mortality 

In.  CEft 
malignancy,  exclBloii  of,  SIG 
operation  for,  choice  ot,  ft50 

contralndicatlona   to,    649 
BtatlflUcB  In,  667 
mirror     In     suBpenelon    lanrngoe- 
copy,  163 
KlUlan  method  of  using,  90-91 
opm-atlon,    direct,    preparation    of 
patient  (or,  103 
technlc  of,  103-107 
orlflce  and  sw&llowlng,  236 
papUtomata  (see  paplllomata] 
^  In  children,  149-161 

paralyelB,  205,  601 
paralytic    Btenosls,   hllateral,    613- 
614 
monolateral,  614 
reflex,  60 
Barcoma,  439-440 
specimen  for  diagnosis,  obtaining, 

107 
BtenoBiB,  acute,  surgical  treatment 
of,  5S3 
ankylotlc,  615 
acromegalic,    tracheotomy    in, 

587  I 

chronic,  dilatation  ot,  622-627 
preventing  decannulatlon, 
types  ot,  S 12-621 
cicatricial,     laryngostomy    in, 
631 
poBt-dtphtherltlc.   618 
complicating     typhoid     fever. 

acute,  580  \ 

decannulatlon    after    cure   of, 
645-646 
cork    tor    occluding    can- 
nula before,  646 
dilatation  of,  Thoat'B  appara- 
tus for,  632 
diphtheritic.  617 
due  to    perichondritis,   acute. 

In  iDfanU,  583 
In  new-born.  6S2 
intubation  treatment  for,  care 

of  patients  under,  624 
luetic,  617 


l4UTnseal  stenoBls,  neoplastic,  61G 
panic,  612 

papillomatoua,  615.  631 
paralytic,  cordectomy  in,  613 

treatment  of,  61f 
post-tracheotomlc,  693 
scarlatina],  618 
schema   of  problem   In,  after 

wearing  of  cannula,  630 
Bcleromatous,  617 
spasmodic,  613 

treatment  of,  613 
BUlclde  and,  620 
tonall  In,  removal  of,  699 
traumatic  619 
tuberculous,  616 
ty^diold,  613 
stridor,  congenital,  130,  462-4^ 
surgery,  679-683 
tumors  above  cords,    removal   of 

benign,  110 
web.  In  child  simulating  nooplaam, 
congenital,  129 
Laryngectomy,  66 

after-care  fcrtlowlng,  672 
anesthesia  in,  669 
complications  of,  673 
Gcmtraindlcatlons  to,  672 
death  In,  causes  of,  663 
for  malignant  disease  of  larynx. 
Indications  for,  662 
mortality  in,  666 
glands  during,  removal  of,  672 
position  of  patient  for,  669 
preparation  of  patient  for,  669 
Bptiygomomanometrlc  tracings  dur- 
ing, 653-651 
stitching  of  trachea  to  akin  In,  669 
tecbnic   of,  669-673 
operative,  669 
total,  operative  mortality  ot.  653 
tracheotomy  preliminary  to,  671 
with      intratracheal      Insufftation 
anestheeia,  schema  of,  670 
L#aryngopharynx,   familiarity  with   lo- 
cation of,  essential  to  cBOphagoscopy, 
205 
Laryngoptosis,  tracheotomy  In  case  of. 


107 

Dickenson's.  19 
direct  for  hyold  bone  elevation,  64 

stages  in  introduction  of,  121 
Hill's  modification  of  Jackson,  18 
introduction  of,   58,  76,  92,  96-98, 

101 
L-sbaped,  102 
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Laryngoscope,  narrow  tube,  102 
oval  lumen,   17,   19,   20 
regular,  for  introduction  of  bron- 
choscope, 157 
round  lumen,  17,  20 
side-opening,  72 
side-slide,  110 
subglottic,  25,  26 
Laryngoscopes,  16,  19,  20,  25,  26,  75 

direct,  90,  95 
Laryngoscopic    tube,    introduction    of, 

by  Briinings'  method,  173 
Laryngoscopic   views   in   children,   di- 
rect, 129,  130 

Laryngoscopy,  difference  in  viewpoints 
in  direct  and  indirect,   89-90 

direct,   52.    53,    62,    72,    78,   81,    82, 
85,  86,  89-132 
anesthesia  for,  55,  59,  64 
by   lateral  and  oblique  meth- 
ods, 101 
contraindications  to,  92 
difficulties  of,   100,   123  , 

endoscopic  view  at  end  of  sec- 
ond stage  of,  123 
for    the    removal    of    foreign 

bodies,  266,  269 
in    adult    recumbent    patient,    I 
118-126  ! 

in   children,  126,   128 

compared      to      that      in 

adults,  127 
difficulties  of,  127  ' 

in  diseases  of  the  larynx,  460- 

464 
instruments     for     diagnostic,    I 
126  , 

instructions  to  patients  in,  95- 

96 
position  for,  83,  84,  85 
rules  for,  100 
schema  illustrating  technic  of,    i 

122 
speculum  in,  20,  28 
view  at  end  of  first  stage  of, 
121 
indirect,  89-91 

with     the     Hays'     pharyngo- 
scope, 131 
post-anesthetic,  67 
subglottic,  102 

in  children,  130 
suspension,  126,   133-154 
anesthesia  for,  134,  142 
as     a     preliminary     step     to    i 
bronchoscopy     and      esoph- 
agoscopy,  147 
clinical  experiences  with,  146 
demonstration  in,  146 
examination      with      Kirstein 
spatula  preliminary  to,  142 
for  diagnostic  purposes,  151 


Laryngoscopy,  suspension,  removal  of 
foreign  bodies,  154 

treating    lower    pharynx, 

154 
removal  of   metallic    cap- 
sule   from    right    bron- 
chus, 148 
removal    of    nail    lodged 
one   year   in   left  bron- 
chus, 148 
removal     of    nodules    on 

vocal  cords,  151 
removal    of    papillomata, 
151 
historical  data  on,  133 
in  adults,  152 

in  children,  therapeutic  appli- 
cation: of,  148 
instrumentaJor,  135 
in  tonsillectomy,  151 
in  tubereuloBis  >x)f  larynx,  152 
origin  of,  133 

preparation,  of  patient  for,  142 
removal     of     foreign     bodies 
under,  148 

Laryngostomy,   628-644 

after-care  following,  b49 
after-treatment       of,       Sargnon's 
method  of,  630 

apparatus  in  situ,  author's  radio- 
grapihc  view  of,  638 

author's  method  of,  schema  of,  630 

autoplasty  after,  642 

lacing  adhesive  strips  for 
lessening  tension  on  sutures 
in,  644 

contraindications  to,  632 

definition  of,  628 

dilating  tube  and  dressing  in,  plac- 
ing of,  635-636 

epidermatization  in  author's  meth- 
od of  hastening,  640-642 

for  laryngotracheal  stenosis,  643 
papillomata  of  larynx,  427 

history  of,  628 

Howarth  method  of,  629,  631 

indications  for,  631 

incision  of  posterior  wall  in,  635 

in  post-typhoid  laryngeal  stenosis, 
results  in,  644 

Instruments   for,   632 

one  month  after  operation,  637 

preliminaries  for,  633 

preparation  of  patient  for,  633 

result  in,  ideal,  641 

rubber  tube,  Moure,  632 

steps  in,  634 

suture  of  mucosa  to  skin  in,  637 

treatment,  duration  of,  642 

wound  immediately  after,   636 

Laryngotomy,  634 


Larynx,  uiesaMla  tn  paralyals  of,  B4. 

72 

avpeua^uM  of,  In  direct  lairngos- 

ovPT  DT  tbe  oblHiue  method,  102 

artificial,  673 

bone  In  witranoe  to.  remored  by 

Btispenslon  larynfoeccvy.  14S 
cancer  of,  palllatlre  treatment  In, 
647 


Larynx,    tuberculous,    dlroct   view    !n 

sitting  poslllon  of  a,  116 
leGions  lielow.   117 

Loft  hand,  advantagea  of  holding  bron- 
choscope ill,  IGfi 

Lert-handed    laryngeal    exposure,    103, 


128 

cocaln  for  p«ictllng,  143 
deptb  of,  misconception  of  real, 

104,  105 
difficulty  of  finding,  100 
dleeues    of,    direct    laryngoscopy 
In,  460-464 
tracheotomy  as  a  therapeutic 
meaanre  In,  684 
during  bronchOBCopy,  position  of, 

163 
edema  of,  68D 

endoacoplc  erlBceratlon  of,  for  ci- 
catricial  stenosis,    113 
examination  of,  for  diagnosis,  70, 
78,  93 
previous    to    anesthetliatlon. 

91 
with  Hays  pharyngoscope,  132 
exposure  of,  70,  71,  72,  76,  82,  84. 
86,  88.  94,  96.  98-102, 106, 118 
difficulty  in.  163 
for  radium  application,  103 
recumbent  patient.  158 
stage  In.  121 
foreign  body  In.  92 
granulation  tissue  In  the,  269 
granuloma  In,  420 
growths  In,   benign.  420-430 
inspection    o(.    previous   to   Inser- 
tion ot  catheter  or  tubes,  68,  69, 
75 
In  typhoid  fever,  acute  stenosis  oF, 

681 
malignant  disease  ot,  647-660 
curative  operations  for,  649 
endoscopy   In,  437,  441,  649 
operation  In,  649 
thyrotomy  for,  661-668 
obstruction   In,  59.  75 
opening  of.  error  In,  635 
overflow  o(  secretions  Into,  79 
paplllomau  of.  tn  adulta,  427-430 

in  children,  422-427 
paralysis  of.  91 

removal    of  foreign    bodies    from, 
55,  SS 
growths  from,  78 
spasm  of.  99.  105,  128 
stenosis  of,  acute.  92,  580-583 
tuberculosis  of,  460 


121 

Leucoplakia,  an  early  stage  of  esopha- 
geal cancer,  448 
Light  carriers,  19,  21,  23 
Lights,  care  of,  61  - 
Lipoma    in    hypopharynx.  removal  of, 

1S4 
Lip.  pinching  ot.  betwera  Instrtuoent 

and  teeth.  101 
Ludwlg's  angina,  foreign  body  simulat- 
ing, 338 
Lues,  107,  108 

cancer  of  stomach  simulating,  44S 
of  eaophagns,  661 
of  tracheobronchial  tree,  4SE 
Lumen,  laryngeal,   68,  89,  98 
Lung,  gangrene  of.  484 

gangrene   of,   due  to  preeence  ol 
foreign  body,  320 
Malignancy,  esophageal,  193 
Malignant  diseases  of  larynx,  647-660 
Mandrin,  14.  IB,  23,  24.  187.  197,  219 
In    exploring   esophagus   for    for- 
eign bodies.  342 
Mask  for  operator,  46 
Masks  in  artificial  respiration.  75 
Measuring  rule,  26 
Media  stlnltls,     fatal     septic,     due     to 

faulty  esophagoBcopy,  196 
Mesothorium    treatment    of  laryngeal 
carcinoma,  154 

to  prevent  recurrence  of  laryngeal 
paplliomata,  149 
'    Morphln.  56,  63.  118 
I  In  suspension  laryngoscopy,  use  of. 

'  142,  152 

Morphln-scopolamln,   contraindications 

to  use  of,  143 
Nebulized  fluids  In  treatment  of  dis- 
i       ease,  inhalation  of.  467 
Neoplasms,  change  ot  connective  tissue 
type  of.  to  epithelial  type,  439-441 
esophageal,  benign.  436 
laryngeal.  62 
Nephritis,    preparation    of,    for    eodo- 
'       laryngeal  operation.  S3 
I    Nodules  on  vocal  cords,  151.  420 
.    Nozzle  for  aspirator  for  removing  se- 
I       cretlons  from  fauces  and  pharynx.  29 
,    Nurse,    tracheal,    after    endolaryngeai 
]       operation.  117 
Obturators.  24 
Operating  room.  43 
organization,  579 
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Opium  derivatives,  toxic  effect  of,  62, 

125 
Orientation  in  direct  laryngoscopy,  101 
Oropharynx,  interventions  in,  151 
Orthoform  in  broncliial  asthma,  479 
Osteomata  of  trachea,  433 
Oxygen,  56,  59,  73,  74,  75 

insufflation,  branch  tube  for  bron- 

choscopic,  22 
tank,  45,  50 
Packing     of     tracheal     and     external 
laryngeal   wounds,   author's   method 
of,  639 
Panelectroscope,   Kahler*s,   17 
Papilloma,  55,  57,  58,  59,  62,  87,  92,  93, 
112 

laryngeal,  congenital,  422 
Papillomata,  flbro-,  multiple  infraglot- 
tic,  104 

foreign  bodies  mistaken  for,  267 
in    children,    author's   method    of 
treating,  426 

treatment   of.   422-427 
in    hypo-pharynx    and    esophageal 

.entrance,  removal  of,  151 
laryngeal,  in  adults,  427-430 
in  children,  149-151,  422-427 
instruments    for    removal    of, 

127 
suspension    laryngoscopy    for 
removal  of,  151 
multiple,    104 
of  the  larynx  in  adults,  stubborn 

case  of,  104,  428 
primary  in  trachea,  431 
recurrence  of,  149 
removal  of,  depth  of,  427 
stenoses  due  to,  631 
subglottic,   130 
tracheal,  609 
Paralysis,  esophageal,  557-561 
laryngeal,  205,  501 

nerve-division  in  bilateral,  613 
posticus,   113,   196 
recurrent,  196,  466 
Perichondritis     in     infants,     stenotic 
laryngeal,  583 

laryngeal,    tracheotomy     in    post- 
typhoid, 599 
Peroral  endoscopy,  position  of  patient 
for,  77-88 

preparation  of  patient  for,  53 
Personal   equation   in   choice   of  anes- 
thesia, 54 

Pharyngotomy,    subhyoid,    for    malig- 
nant disease  of  larynx,  652 

Pharyngoscope,  Hays,  for  examination 
of   larynx,   132 

indirect     laryngoscopy     with, 
131 

Pharynx,  bone  in,  removed  by  suspen- 
sion laryngoscopy,  148 


Pharynx,    safety   pin   in,  removed  by 
suspension  laryngoscopy,  148 
suspension  laryngoscopy  for  treat- 
ing lower,  154 

Phonation,  114 

continuous,  for  identification  of 
glottic  chink  and  vocal  cords, 
123 

Phrenospasm,  510-521 

Pin-closer,  285,  286 

Plastic  operation  favoring  develop- 
ment of  adventitious  vocal  bands, 
429-430 

Pleura,   perforation   of,  due   to   faulty 

esophagoscopy,   196 
Pleurisy,  foreign  body  simulating,  300 
Pleuroscope,  25 

Pleuroscopy  for  pleural  diseases,  364 
for  removal  of  foreign  bodies,  321, 
363 
Pneumonia,  bronchoscopy  during,  248 
Pneumonitis    following    aspiration    of 

foreign  body,  299,  311 

Pneumothorax,  bronchi  in,  487 

displacement  of  foreign  body 
after,  325 

Polypi  in  tracheobronchial  tree,  ede- 
matous, 435 

Polypus,  removal  of,  demonstrated  by 
suspension  laryngoscopy,  146,  154 
of  vocal  cords,  154 

Position,  Boyce,  70,  83,  84,  86,  119,  157, 
164,  188.  326 
advantages  of,  for  esophagoscopy, 
190 
wide  range  of,  258 
elbow-rest,  author's,  70,  125 
extended,  70,  71,  79-81 
flexed,  85 
for  bronchoscopy,  83 

direct  laryngoscopy,  82,  83 

author's,  82 
esophagoscopy,  83 

author's  "high-low,"  79 
Johnston,  85,  86 
Kirstein,  79,  81,  82 
Mouret,  82,  83 

of  adult  patient  for  direct  laryn- 
goscopy,  sitting,  81,   84 
assistant  for  bronchoscopy,  167 
for  direct  laryngoscopy,  82,  84 
cervical  spine  for  esophagos- 
copy and  bronchoscopy,  cor- 
rect, 80,  81 
infant  or   small  child   during 

direct  laryngoscopy,   128 
operator,  for  artificial  respira- 
tion, 74 
for    direct    laryngoscopy, 
82,  84,  96,  97 
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Poaltlon  of  psUraLt  and  ftnlgtsnte  tor 
tracbeotom;  and  for  artificial  rw- 
plratlon,  696 

patient  tor  bronchosco^,  88, 
1S6,  46« 
tor  eMphagOBOop7,  86,  4ft2 
for  InsultlatioD  anwtbesla, 
8».  70 


tor 


675 


for  laryog^ctomj',  669 
for  laTTiigoBtomr,  633 
tor  peroral  endoBcop7.  77- 

88 

tor  radium  appHcatlone  to   i 

eflOphasuB,  466  > 

table  for  BUBpenBtan  larypgo»-   I 

copy,  136-137  I 

recumbent.  83-8S.  116,  118,  UZ.  i 

127,  167  I 

dorsallT,  183 

for  broncboBcopr  In  cblldren,    I 

178  I 

removal  of  foreign  bodies, 

235  I 

specular       eaophagOBcopy, 
1S6 
lateral,  164 

sitting  or  lateraUr.  184 
ventral,  (or  Introducing  bron- 
choscope, 174 
Rose,  79,  SO,  119,  20S 

In  bronchoscopy,  264 

aaopbagoBctvy,  181,  190 
Positions,    general   principles   tor   all, 

79 
Position,  sitting.  SS.  92.  96.  101,  102. 
116,   127.  155 
Trendelenberg,  66,  78 

during  tracheotomy,  2S7 
Potassium  iodld,  lOS 

and      mercury      In      compression 

stenosis  of  esopbagus.  501 
to  prevent  recurrence  of  laryngeal 
paplllomata.  149 
Practice,    thread,    with    bronchoscope 

H.nd  forceps,  202 
Preparatioc  of  patient  for  peroral  eo- 

doacopy,  53 
Probe    for    endoscopic    use.    eyed,  au- 
thor's, 43 
radiographic      localization,     lead- 
ended,  Briinings,  296 
Propaesln  in  bronchia]  asthma,  4TS 
Proximal  Illumination,  27 
Pulmonary  absceaa,  bronchoscopy  dun 

ing.  24S,  476 
Pul motor,  75 

Puncture,  galvanocautery,  116 
Pus,  removal  of,  before  bronchoscopy. 
301 


PyrtEorm    alnua.   aoctdMital    espoaors 
o(,  100 
entering,  188 
tamiUarlty   with    location    of,   e». 

seatial  to  eaophagoacopy,  206 
finding  at.  88,  189 
In  escqiIiaBeBl  stonoala,  491,  600 
right,  188 
Radiography   In  diag&oala  of   esopha- 
geal diseases,  489 

In  diagnosis  of  esophageal  dtver- 
tlenlum,  646 
thoracic  disease,  301 
foreign   body   voi«,   209-212,    219- 

284,  301,  403-417 
negative,  value  of,  231 
Radium     application     to     cancer     of 
cardla,  peroral,  459 
capsule    In    editor    of    annalar 
esophageal     cancer,     sche- 
matic repreaentatlon  of,  454 
situ    In    case    ot    esophageal 
cancer,   467 
container  In  situ  In  caao  of  esoph- 
ageal malignancy,  467-469' 
tor   malignant  disease   ot  eeopha- 
guB,   452-459 
author's  method  of  uaing,  464 
dosage  of,  466 
reaction  after,  458 

ot  larynx,  439,  466 
tor  paplllomata  of  larynx,  424 
Ratchet,  14,  174 

Rectal  feeding  In  cases  of  vater  han- 
ger, 491 
Reflector,  Claar,  12 
Reflexes,  abolition  of,  94 

protective,   236 
Respiration,  arrested,  59,  60,  67,  74,  75. 
76 
artificial,  position  ot  patient  and 

assistants  for,  595 
arrested,  tracheotomy  for,  ES4 
Roentgen  ray  treatment  of  laryngeal 
tuberculosis  In  suspension  laryngos- 

Salieyl-alcohol    to   prevent    recurrence 

of  pBpillomH.ta,   149 
Saliva  during  direct  laryngoscopy,  101 
Sarcoma,  esophageal,  449 

laryngeal,  107,  439-440,  651 
Scleroma,  suspension  laryngoscopy  In, 

154 
Scopolamine   In   suspension  larynfios- 

copy,  142,  152 
Secretions,  71,  79 

age  on    removal    ot.   Influence  of, 

482 
drowning  of  patient  In  his  own, 

262,  280,  482-484 
during  esophagoscopy,  79 
laryngoscopy.   127 


INDEX. 


XIX 


Secretions,  in  foreign  body  cases,  234 
lessening  of,  during  bronchoscopy, 

63,  78 
nozzle   for  attaching  to  aspirator 
for  freeing  fauces  and  pharynx 
from,  in  peroral  endoscopy,  29 
prevention    of,    overflowing    from 

pharynx  into  larynx,  30 
removal  of,  21,  23,  29,  30,  31,  77- 
78,  483-484 
during  bronchoscopy,  466 
during  direct  laryngoscopy,106 
in  esophagoscopy,  194 
prior  to  insertion  of  broncho- 
scope, 163 
sponge-pumping     process     for    re- 
moval of,  author's   (see  sponge- 
pumping  process) 
Yankauer's   method    of    removing, 
28 
Shield  for  gallows  to  prevent  patient 
coughing  in  operator's  face,  147,  152 
Sinus,  pyriform,  188 
Sketching  the  endoscopic  image,  204 
Skill,  acquiring  for  peroral  endoscopy, 

199-205 
Slide,  author's,  17,  18,  19 
Sliding  tubes,  Brunings,  12,  17 
Snare,  bronchoscopic,  39,  40 

cannula,  heavy,  39,  40, 110.  112,  421 
esophagoscopic,  39 
galvanocautery,  110 
tonsil,  Peter's,  39,  40 
Solutions    in    treatment    of    bronchial 

asthma,  479-480 
Spasm,  75,  76,  93,  94 

esophageal,  in  new-born,  507 

secondary  to  local  disease,  506 
hiatal,  overcoming  of,  194 
hypopharyngeal,  60 
laryngeal,      occluding      view      of 

larynx,  123 
of  esophageal  musculature,  60,  61, 
65 
inferior  constrictor,  65 

Spasmodic  contractions  in  esophagos- 
copy, 194 
stenosis    of    esophagus    at    crico- 
pharyngeal    level,   treatment  of, 
510 

Spatula,  Brunings,   14 

epiglottis,  use  of,  145 
Kirstein,  133,  142,  144 
tongue,   137,  140,   144 

introduction  of,  144 
with    dental    protector,    Mosher's 
laryngeal,  19 
Specimen  for  diagnosis,  laryngeal,  tak- 
ing a,  107 
malignant,  necessity  of  immediate 
operation   following  removal  of, 
108 


Spectacles,  40,  42,  46 
Speculum,  Boyce,  16 
Dickinson,  19 

esophageal,  anesthesia  for  use  of 
the,  65 
author's,  25,  26,  32,  64,  88,  181, 

185,  492 
in  foreign  body  work,  344-346 
introduction  of,  186.  345 
use  of  child's  size  of,  for  sub- 
glottic laryngoscopy,  102 
exposure  of  larynx  with,  96 
Ingal's  open  laryngeal,  12 
introduction    of,    for    removal    of 

small  tumor  on  cords,  106 
author's   laryngeal.    16 
laryngeal,  15,  16,  20,  64,  69,  71, 
for  inspection  of  hypopharynx 
and     cricopharyngeal     con- 
striction, 185 
insertion  of,  71,  72 
Rendu,    for    gastroscopy    through 

celiotomic    wound,    577 
rotating,  laterally,  85 
sizes  of,   20,   26 
slide,  16 

tubular,  author's,  18 
use  of  lateral  opening,   102 
with    laryngoscope   handle,    John- 
ston's, 18 
Sphygomomanometric     tracings     dur- 
ing laryngectomy,   653-654 
Spine,  position  in  diseases  of  cervical, 

85,  86 
Sponge-carrier,  author's,  30,  31 

Coolidge,  30 
Sponge-holder,  58 
Sponge-pumping  process,  author's,  163, 

194,  262,  275,  291,  301,  304,  308 
Sponges,  23,  31,  32,  58 
bronchoscopic  32,  58 
endoscopic,  31,  32 
use   of,  during  bronchoscopy,  163 

Sponging  in  foreign  body  work,  342 

Spoon,  mechanical,  author's,  39,  292 

Status  lymphaticus,  473 
bronchoscopy  in,  248 

Spasmodic  stenosis  of  the  esophagus, 
504-521 

Stenosis   at    cricopnaryngeus,    esopha- 
goscopic appearances  of  spasmodic, 
509 
abscesses  and,  620 
ankylotic,  post-typhoid,  619 
bronchial,  cicatricial,  477 
cicatricial,  laryngostomy  for,  631 
treatment  of,  621-627 
compression,  depth  of,  472 
esophageal,    496    (see    stenosis   of 

esophagus) 
in  new-born,  laryngeal,  582 
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Stenosis,  laryngeal,  ankylotic,  ^15 

deci^nnulaUon  after  eore  ot 
645-646 

dUataUon  of,  622-627 

diphtheritic,  617 

evisceration  of  larynx  for  ci- 
catricial, 113 

g  a  1 V  a  n  o  cauterisation  for 
chronic,  115 

intubation  for,  624 

luetic  617 

neoplastic,  615 

panic,  612 

papillomatous,  615,  631 

paralytic,  613 

removal  of  tonsils  in  patients 

with,  65 
scarlatinal,  619 

schema  of  problem  In,  630 

scleromatous,  617 

spasmodic,  613 

suicide  and,  620 

surgical   treatment   of   acute, 

583 
tuberculous,  616 

Stenoses,  laryngeal,  typhoid,  618 
of  esophagus,  cancerous,  528 
cicatricial,  522-539 
and  cancer,  529 
due  to  presence  of  foreign 

body,  524 
etiology  of,  522 
radiograph   showing  cure 

of  a,  534 
spasmodic    lesions     caus- 
ing. 523 
symptoms    of,    526 
treatment  of,  530 

compression,  499-503 

adenopathic,   501 

aneurysmal,  500 

aortic,  500 

carcinomatous  and  'Sarco- 
matous, 501 

differential  diagnosis  of, 
499 

goitrous,  500 

treatment  of,  501 

differential   diagnosis   in,  528- 

530 
luetic,  562 
spasmodic,  504-521 

due    to    aphthous    ulcera- 
tion, 496 
reflex  nature  of,  505 

of     larynx,     acute,     580-583     (see 
laryngeal  stenosis) 
and   trachea,  chronic,   612-621 

of  trachea,  compression,  615 

and  bronchi,  compression,  470- 
476 


Stenoses,  treatment  of.  472 
post-diphthJBritic,  113 

sub-glottic,    galvano-cauterizar 
tion  of,  115 
preventing   decannulation,    hyper- 
plastic and  cicatricial,  €16 
thymic  compression,  131,  472-476 
tracheotomic,  post,  593 
traumatic  cicatricial,  619 
Stimulants,  63,,  74 

Stomach,  Mosher's  device  for  balloon- 
ing the,  24 
Stools,  for  operating,  85,  86,  96 

Strictures  (also  see  staiosis) 

anesthesia   in  after-treatm^it   of, 

56 
bougie  for,  author's  modification 

of  Guisez',  44 
bronchial,  dilator  for,  41        « 
author's,  44 
of  esophagus,  521 
cicatricial,  prognosis  of,  526 
congenital,  493,  494 
Stridor,  congenital   laryngeal,   462-464 
due  to  infantile  type  of  larynx, 

463 
serraticus,  609 
String     swallowing     in      esophageal 

stenosis,  537 
Styptics,  118 

Subglottic  hypertrophic  post-diphther- 
itic stenosis,  618 
papiUomata,  130 

space,   flat  bone   in,   removed   by 
suspension  laryngoscopy,  148 
Suicide  and  stenosis,  attempted,  620 
Supraglottic     hypertrophic     post-diph- 
theritic stenosis,  618 
tracheoscopy  and  subglottic  laryn- 
goscopy  in   children,  130 
Suspension-hook  for  suspension  laryn- 
goscopy, 136 

preparation  of,  144 
Suspension    laryngoscopy    (see    laryn- 
goscopy ) 

Swallowing,  mechanics  of  closing  air 
passages  to  food  during.  111 
normal,  bismuth  radiograph  illus- 
trating, 543 
Syncope,  118 

Synthetic  compounds,  56 

Syphilitic  strictures,  intubation  in,  477 

Syphiloma      of     trachea      simulating 
tumor,   434 

Syringe,  endoscopic,  for  injections,  41 
468 

Tables,  42,  85 

dropping  of,  122 

for    suspension    laryngoscopy     in 
high  position.  137 
in  ordinary  position,  136 
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Tables,  operating,  for  suspension  laryn- 
goscopy. 135 

French,  43,  45,  120 
Table-screws  by  which  changes  of  posi- 
tion are  made,  138 
Tests,  luetin,  107 

Wassermann,  107 
Thoracic    operature,    upper,    164,    165, 
171 
disease,  bronchoscopy  in,  466 
Thoracotomy,  73,   242,  320-321,  326 
Thymic   compression    stenosis,   472-476 
Thymopexy,  475-476 
Thymus  death,  mechanical  nature  of, 

473 
Thyroid   cartilage,  backward   pressure 
of,  for  exposure  of  anterior  commis- 
sure, 106,  124 

forward  pulling  of,  100 
tumors,  benign,  433 
Thyrotomic  cases,  after-care  of,  667 
Thyrotomy,  65,  66,  93 

for    cancer,    operative   technic    of, 
663 
malignant   disease   of    larynx, 
650,  655 
complications  in,  668 
dressings  after,  666 
indications  for,  651 
preparation  of  patient  for, 

661 
technic  of,  661-668 

modification  in,  668 
statistic  in,  655-657 
papillomata  of  larynx,  424 
or    laryngofissure,    illustration    of, 
664 

Tongue-spatula,  137,  140,  144 
introduction  of,  144 

Tonsillectomy  under  suspension  laryn- 
goscopy, 151 

Tonsils,  removal  of,  in  cases  of  laryn- 
geal stenosis,  599 

removal  of,  in  patient  with  laryn- 
geal stenosis,  65 

bronchoscopy  in  malignant 
growths  of,  442-443 

deviation  of,  470 

diseases  of,  bronchoscopy   in,  465, 

diverticula  of,  169 

exploration  of,  163 

faulty   incisions  of,   597 

growths  of,  diagnosis  of  malig- 
nant, 442-443 

growth  of,  treatment  of,  malig- 
nant, 443 

incisions  of,  600 

normal  position  of,  79,  81,  160,  185 

relative  position  of  esophagus  and, 
79 

rules  to  be  observed  in  passing 
down,  166 


Trachea,  rupture  of,  subcutaneous,  586 
stenosis  of,  248 

compression,  470-476,  615 
Trachea  and   laryngoptosis,   deviation 

of,  468-470 
Treacheal  blast,  162 

incision,  dangers  in,  600-601 

depth  of,  600 
intubation,  75 
pressure,  53 

rings,  obliteration  of,  161,  177 
wall,    endoscopic    appearance    of, 
177 
Tracheitis,  influenzal,  480-482,  484 
subglottic,  edema  following,  116 

Tracheobronchial    tree,    anomalies    of, 
468 
benign  growth  primary  in,  431-435 
lues  of,  485 
positive  film  of,  227,  229 

Tracheobronchial  tree,  tuberculosis  of, 
bronchoscopy   in,    485 

Tracheobronchitis,   circumscribed,    476 

Tracheobronchoscopy,  anesthesia  in,  58 

Tracheodermal  fistula,  autoplastic  op- 
eration to  close,  Berger,  642 
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